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PREFACE 


The increasing importance of electron tubes in fields of engi¬ 
neering other than communication has necessitated the develop¬ 
ment of courses offered primarily for students who do not intend 
to specialize in communication. Experience has also shown the 
value of an introductory course for those who do specialize in 
this field. The need for a text suitable for such courses has been 
apparent for some time. Principles of Electron Tubes/^ which 
is essentially an abridgement of Theory and Applications of 
Electron Tubes,” is designed to meet this need. It should also 
prove suitable for home study by students who have not had 
an introductory course on electron tubes. 

As in ^^Theory and Applications of Electron Tubes,” the author 
nas attempted to present fundamental principles together with 
discussions of representative practical circuits. He believes that 
the material included in this book can be adequately covered in 
a three-hour one-semester course, and that such a course will 
enable the student to understand typical industrial and labora¬ 
tory applications of electron tubes and to design simple circuits 
to meet specific needs. 

The student who studies electron tubes for the first time is 
likely to be confused and discouraged by the large number of 
symbols necessitated by the fact that electron tubes are non¬ 
linear circuit elements. In order to reduce the number of 
symbols required, therefore, several simplifying assumptions 
are made in Chaps. 3 and 4. The importance of these assump¬ 
tions is, however, pointed out, and the interested student is 
referred to rigorous treatments. The derivation and use of 
equivalent circuits are emphasized. The problems on equivalent 
circuits should tie in nicely with material presented in courses 
on a-c circuit theory. 

Because of the present great interest in frequency modulation, 
even on the part of the layman, a brief treatment of the subject 
is included. The entire chapter on modulation and detection 
may be omitted without loss of continuity if the instructor feels 
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that this material belongs only in courses designed for students 
majoring in communication. 

Since the symbols used in this book are included in those used 
in the unabridged edition, the student who wishes to proceed to 
an advanced course in electron tubes will experience no difficulty 
in changing to the unabridged edition. 

The author wishes to acknowledge the helpful suggestions 
and criticisms of Prof. Hugh A. Brown and Dr. Gilbert H. Fett 
of the Department of Electrical Engineering; and of Mr. A. 
James Ebel, chief engineer of radio station WILL, University 
of Illinois. The author is also indebted to the Allis-Chalmers 
Manufacturing Company, the Clough-Brengle Company, the 
General Electric Company, the General Radio Company, the 
Ken-rad Tube and Lamp Corporation, the Radio Corporation 
of America, and the Westinghouse P]iectric & Manufacturing 
Co. for valuable information, photographs, and diagrams. 


Urbana, III., 
Augustj 1941 . 


Herbert J. Reich. 
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PRINCIPLES 
OF ELECTRON TUBES 


CHAPTER 1 

PHYSICAL CONCEPTS 

An electron tube is a device consisting of a number of electrodes 
contained within a totally or partly evacuated enclosure. The 
usefulness of such a device arises from its capacity to pass current, 
the magnitude of which may be controlled by the voltages of the 
electrodes.: As suggested by the term electron tuhe^ the operation 
of all types of electron tubes is dependent upon the movement 
of electrons within the tubes. The electron, which is the smallest 
known particle, has a mass of 9.03 X 10~^^ g and a negative 
charge of 16 X coulomb. The operation of many types of 
electron tubes also depends upon the separation and motion of 
other elementary particles of which matter is composed. For 
this reason a brief discussion of the fundamental processes govern¬ 
ing the behavior of these elementary particles is of value in the 
study of electron tubes and their applications. 

1-1. Excitation, Ionization, and Radiation.—The mass of the 
electron is greatly exceeded by that of an atom, the lightest atom, 
hydrogen, having a mass approximately eighteen hundred times 
that of the electron. The major portion of the mass of an atom is 
accounted for by the nucleus^ a stable assemblage of charged and 
neutral particles having a net positive charge equal to the atomic 
number of the element. The atom also contains relatively 
loosely bound electrons, normally equal in number to its atomic 
number. The normal atom is therefore neutral. 

Experiments show that in addition to possessing kinetic energy, 
an atom is capable of absorbing energy internally. The internal 
energy appears to be associated with the configuration of the 
particles of which the atom is composed. The internal energy 
can be altered only in discrete quantities, called quanta^ and 
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hence the atom can exist only in definite stable states^ which are 
characterized by the internal energy content. Under ordinary 
conditions an atom is most likely to be in that state in which the 
internal energy is a minimum, known as the normal state. If the 
internal energy of the atom exceeds that of its normal state, it is 
said to be excited. Excitation may be caused in a number of ways, 
among which is collision of the atom with rapidly moving positive 
or negative particles, which may give up some or all of their 
kinetic energy to the atom during the collision. A lim iting case 
of excitation is ionimtiaru in which the energy absorbed by the 
atom is sufficient to allow a loosely bound electron to leave the 
atom against the electrostatic force which tends to hold it within 
the atom. An atom that has lost one or more electrons is said 
to be ionized and is one type of positive ion. It is possible for 
excitation or ionization to take place in successive steps by the 
absorption of two or more quanta of energy. 

The return of an excited atom to a state of lower energy content 
usually is accompanied by electromagnetic radiation. Since the 
energy of the atom can have only discrete values, the radiated 
electromagnetic energy corresponding to a change from one given 
energy state to another of lower energy is always associated with 
the releasing of a definite quantum of electromagnetic energy, 
called a photon. The frequency of the radiated energy is deter¬ 
mined by the relation Wi — W 2 = hvy in which Wi and W 2 
are the values of the internal energy of the atom in the initial and 
final states; A is a universal constant called Planches constanty 
6.65 X 10“^^ erg-sec; and v is the frequency of the radiated 
energy in cycles per second. From the form of this relation 
it is seen that the quantity hv is the energy of the emitted 
photon. Each line of the emission spectrum of an element 
represents the transition of atoms of the element from some 
energy state to another of lower internal energy. 

In interacting with atoms and molecules, photons^'exhibit some 
of the characteristics of material particles, a photon behaving as 
though it were a bundle of energy. The collision of an atom with 
a photon whose energy is equal to the required change of internal 
energy may result in excitation of the atom. If the energy 
of the colliding photon is equal to or greater than that necessary 
to remove an electron from the atom, the collision may result in 
ionization of tfcp atom. 
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A number of attempts have been made to give a picture of 
the structure of atoms that will account for the phenomena 
of excitation, ionization, and radiation. The most successful of 
these, proposed by Bohr, is based upon the assumption that 
one or more electrons move about the central nucleus of an 
atom in a manner similar to the motion of the planets about the 
sun. To account for the observed definite values of internal 
energy, it was assumed that the electrons can move only in 
certain orbits and that the internal energy of the atom is increased 
when one or more electrons are abruptly displaced from given 
orbits to others at a greater distance from the nucleus. Rjadiar 
tion was assunied to result when one or more electrons jump 
from given orbits to others nearer to the nucleus. Any such 
picture is valuable principally in its ability to explain observed 
phenomena and to predict others. The complexity of atoms 
containing more than two orbital electrons limited the usefulness 
of the Bohr picture of the atom to the hydrogen and helium 
atoms. 

The phenomena of excitation, ionization, and radiation are also 
observed in molecules. Because of the greater complexity of 
molecules, and the fact that their internal energy is partly asso¬ 
ciated with the vibrational and rotational motion of the atoms 
of which they are composed, a molecule has many more stable 
states than an atom of the same element. 

1-2. Electron Volt. —Since the energy that a charged particle 
acquires in free space when accelerated by an electric field is 
equal to the product of the charge by the difference of potential 
between the initial and final positions, the difference in potential 
may be used as a measure of the gain in kinetic energy. Any 
quantity of energy may, in fact, be expressed in ‘‘electron volts.” 
An electron volt is the amount of energy gained by an electron 
when accelerated in free space through a difference of potential 
volt. It is customary to express in electron volts the energy ^ 
required to ionize or excite atoms or molecules. 

lomzation and Ezeitotion Potentials. —An excitation 
potential is the energy, expressed in electron volts, that must be 
given to an atom or molecule in order to cause a transition from 
a given state to one of higher internal energy. An ionization 
potential is the least energy, expressed in electron volts, that must 
be supplied to a normal or an ionized atom or molecule in order to 
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remove an electron from the atom or molecule. Inasmuch as all 
atoms but hydrogen contain more than one electron, an atom or 
molecule may, in general, have more than one ionization poten¬ 
tial. Thq^ first ionization potential applies to the removal of an 
electron from a normal atom or molecule; the second ionization 
potential applies to the removal of a second electron from an atom 
or molecule that has already lost one electron; etc. A less likely 
type of ionization is the simultaneous removal of two or more 
electrons. The following table lists the first ionization potentials 
of some of the elements that are used in electron tubes. It 
should be noted that when ionization or excitation potentials 
are expressed in electron volts they indicate the minimum 
voltage that must be applied between two electrodes in order to 
cause ionization as the result of acceleration of electrons or other 
singly charged particles by the resulting field between the 
electrodes. 

Table l-I.—F irst Ionization Potentials in PjLECtron Volts 


Argon. 

.. 15.69 

Nitrogen. 

. 14.48 

Sodium. 

. . 5.12 

Neon. 

.. 21.47 

Carbon dioxide.. 

. 14.4 

Rubidium. 

.. 4.16 

Helium. 

.. 24.46 

Mercury. 

. 10.38 

Cesium. 

.. 3.87 

Hydrogen... 

,.. 13.53 

Lithium. 

. 5.37 

Magnesium.. . 

.. 7.61 

Oxygen. 

.. 13.55 

Potassium. 

. 4.32 

Barium. 

.. 5.19 


1-4. Ionization.—The positively charged mass resulting from 
the removal of one or more electrons from an atom is only one of 
many type^ of ions. In general, an ion is an elementary particle 
of matter of a small group of such particles having a net positive 
or negative charge. Atoms or molecules that have lost one or 
more electrons, or that have picked up one or more extra elec¬ 
trons, and simple or complex groups of a number of atoms or 
molecules bearing excess positive or negative charge are special 
examples of ions. This definition of an ion also includes such 
relatively simple particles as the electron and other elementary 
charged particles of which atomic nuclei are composed. The 
process of ionization, broadly defined, is the production of ions 
in gases, liquids, or solids. It may result from a number of 
causes, ..among which are 

1. Collision of atoms or molecules with 
a. Electrons. 

h. Positive or negative ions of atomic or molecular mass, 
c. Excited atoms or molecules. 
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2. Collision of atoms or molecules with photons (photoelectric effect). 

3. Cosmic radiation. 

4. High temperatures in gases or vapors. 

5. Chemical action. 

1-6. Ionization by Moving Electrons. —One of the most impor¬ 
tant causes of ionization in electron tubes is the collision of 
rapidly moving electrons with atoms or molecules. In order that a 
single moving electron may ionize an atom or molecule it is neces¬ 
sary that its kinetic energy shall be at least equal to the first 
ionization potential of the atom or molecule. It is sometimes 
observed, however, that ions appear in a gas or vapor when the 
bombarding electrons have energy corresponding to the first 
excitation potential. The explanation of this is that the atom 
may be ionized in steps, each successive impact by an electron 
supplying sufficient energy to cause a transition to a state of 
higher energy. Thus, although the first ionization potential of> 
mercury is 10.38 volts, ionization of mercury vapor by moving 
electrons begins when the colliding electrons have energy corre¬ 
sponding to the lowest excitation potential, 4.68 volts. Other 
more complicated processes may produce similar results. Precise 
measurements show that the voltages at which moving electrons 
begin to ionize a gas or vapor are very sharply defined. 

1-6. Ionization by Positive Ions. —Ionization by positive ions 
is a more complicated phenomenon than ionization by electrons. 
One reason for this is that a positive ion which strikes a neutral 
atom or molecule is able to surrender not only its kinetic energy 
but also some or all of its own energy of ionization, thus reverting 
to a state of lower energy. A collision in which an ionized or 
excited atom or molecule transfers all or part of its energy of 
excitation to another atom or molecule is known as a collision of 
the second kind. The transferred energy may be used to excite or 
ionize the unexcited particle or may be converted into kinetic 
energy of one or both particles. In a mixture of gases a bombard¬ 
ing positive ion of one of the gases may ionize a neutral atom or 
molecule of the other, the difference in energies of ionization 
being supplied by or added to the kinetic energies of the two 
particles. Because of conservation of momentum, the large 
mass of the positive ion also complicates the process of ionization 
by positive ions. Ionization by bombardment of positive ions 
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requires higher accelerating potentials than by electrons, and the 
potentials at which ionization begins are not sharply defined. 

1-7. Amount of Ionization.—The ionization potential is a 
measure only of the minimum kinetic energy, below which a 
moving ion cannot ionize a normal atom or molecule by a single 
collision. It does not follow that every electron that acquires this 
amount of energy will necessarily ionize a gas through which it 
moves. The likelihood of ionization, which differs for different 
gases, is a function of the energy of the bombarding particles. 
The amount of ionization produced in a gas or vapor by charges 
that are accelerated by electric fields in the gas may be most 
conveniently specified by the ionization coefficient. The ioniza¬ 
tion coefficient is defined as the number of ionizing collisions made 
by an ion per centimeter of advance through the gas. It differs 
for different gases and for different types of ions and is a function 
of the gas pressure and the electric field strength. The ioniza- 
^tion factor varies with electric field strength because increase of 
field strength increases the energy acquired by an ion between 
collisions. It varies with gas pressure because increase of gas 
density increases the likelihood that an ion will strike a gas 
particle in a given distance, but decreases the distance it moves 
and hence the energy it acquires between successive collisions 
with gas particles. Because of these conflicting effects, the 
ionization factor pavsses through a maximum value as the pressure 
is raised from a low value, 

1-8. Photoionization.—In its narrower sense, the photo¬ 
electric effect is the release of electrons from the surface of a solid 
by light or other electromagnetic radiation. In its broader 
sense the photoelectric effect is the ionization of an atom or mole¬ 
cule by collision with a photon and may take place not only at the 
surface of a solid, but throughout a gas, liquid, or solid. The 
photoelectric effect and its applications will be discussed in detail 
in Chap. 10. The principles that govern ionization by collision 
also apply to photoelectric ionization. The energy of a single 
incident photon hv must be at least equal to the first ionization 
potential of the atom. Impact of photons with atonas results 
not only in ionization but also in excitation. Ionization may 
occur in successive steps by a rapid sequence of impacts of suc¬ 
cessive photons. Excitation by photons is the inverse process to 
radiation, just as collision of the second kind is the inverse phe- 
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nomenon to excitation or ionization by collision. Absorption 
spectra are an indication of the conversion of radiant energy into 
energy of excitation or ionization. 

The frequencies of photons capable of ionizing most elements 
lie outside of the visible spectrum. The exceptions to this rule 
are the alkali metals, which are therefore used in light-sensitive 
electron tubes. 

1-9. Ionization by Co(^niic Rays.—The exact constitution of 
cosmic rays is still the basis of much scientific controversy. All 
experiments seem to indicate, however, that the primary source is 
outside of the earth and its atmosphere. They appear to be 
either electromagnetic radiation, of very short wave length, or 
charged particles that move with extremely high velocity. 
Ionization by cosmic rays at the surface of the earth results 
mainly from secondary rays formed in the outer atmosphere and 
appears to consist of both photoelectric ionization and ionization 
by collision. It is of importance in connection with glow and arc 
discharges because it is one of the sources of initial ionization that 
is necessary to the formation of glows in cold-cathode discharge 
tubes. 

1-10. Space Charge and Space Current. —A group of free 
charges in space is called a space charge. If the charge is of one 
sign only, or if the density of charge of one sign in a given volume 
exceeds that of the other sign, the charge will give rise to an 
electrostatic field. The relation between the net charge within 
a volume and the resulting electrostatic flux is given by Gauss\s 
law, which states that the electric flux through any surface 
enclosing free charges is equal to iw times the sum of the enclosed 
charges.^ 

The movement of free charges in space constitutes a current, 
called space current. The current per unit area is equal to the 
product of the charge density and the velocity normal to the area. 
The conventional direction of current is in the direction of motion 
of positive charges and opposite in direction to the motion of 
negative charges. 

1-11. Deionization. —The rapid disappearance of the prod¬ 
ucts of ionization *is necessary for the proper functioning of 
certain types of electron tubes containing gas or vapor. The 

^ Page, L., and Adams, N. I., ‘‘Principles of Electricity,*' pp. 18, 41, 
D. Van Nostrand Company, Inc., New York, 1931, 
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removal of ions from a volume of gas or vapor takes place in 
four ways: 

1. Volume recombination. 

2. Surface recombination. 

3. Action of electric fields. >/ 

4. Diffusion. 

There is good experimental eviden|^ that the direct recom¬ 
bination of electrons with positive ions is of relatively rare occur¬ 
rence in electrical discharges. Volume recombination results 
mainly from the attachment of electrons to neutral gas molecules 
to form the heavier and slower-moving negative ions, which 
subsequently combine with positive ions. The likelihood of 
attachment of electrons to neutral molecules decreases with 
increase in temperature, decrease in pressure, and increase in field 
strength. The rate of recombination of positive and negative 
ions is proportional to the product of the two ion densities, the con¬ 
stant of proportionality being called the coefficient of recombination. 
The coefficient of recombination is different for different gases. 

Surface recombination occurs at conducting walls of the tube 
that contains the ionized gas, at the electrodes, and at surfaces 
of any other conducting solids that project into the ionized gas. 
Recombination takes place as the result of charges of opposite 
sign which are induced on conducting surfaces or pulled out by 
strong fields at the surfaces. On insulating surfaces or on 
conductors that are electrically isolated, charges may also 
accumulate and build up an electric field that repels charges of 
the same sign and attracts those of opposite sign. Surface 
recombination is one of the main factors affecting deionization 
in glow- and arc-discharge tubes and in circuit breakers of 
the ^Meion^^ type. 

The electric field in the vicinity of the electrodes carries ions 
to the electrode surfaces, where surface recombination may take 
place. Within the main part of the gas, the electric field can 
change the ion density in a given small volume only if the ion 
density is not uniform throughout the tube, or at least in the 
vicinity of the volume under consideration, ^f the ion density is 
uniform, the field will sweep as many new ions into one side 
of the volume as it removes from the other. If an ion density 
gradient does exist, the action of the field may either increase or 
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decrease the density in the given volume. An example of 
deionization by electric fields is the removal of ions in glow- and 
arc-discharge tubes when applied potentials are reduced below 
the value necessary to maintain a glow or arc. 

Diffusion of ions results from the fact that the ions, like the 
gas molecules, have a random motion which carries them from 
point to point. If the ion density in an element of volume is 
greater than in adjacentl^lements, then on the average more ions 
leave the given element than enter it; if, on the other hand, the 
ion density is uniform throughout the region under consideration, 
then on the average just as many ions enter a given element of 
volume in unit time as leave it. Thus, deionization by diffusion, 
like deionization by electric fields, is dependent upon nonuniform 
density. Because of surface recombination and nonuniform 
production of ions throughout the tube, ion density differences are 
set up in glow- and arc-discharge tubes which enable diffusion and 
electric fields to be effective deionizing agents. 

1-12. Free Electrons in Metals. Electron Aflinity. —Some of 
the electrons of metallic atoms are very loosely bound to the 
atoms. When groups of such atoms are massed together into 
solids or liquids, the loosely bound electrons can readily pass 
from atom to atom. Because of their random temperature 
velocity these free electrons are constantly moving about within 
the mass, and, although at some particular instant they may be 
loosely bound to particular atoms, on the average they experience 
no force in any particular direction. It is these electrons that 
make metallic conduction possible and that play indispensable 
roles in thermionic emission. 

An electron that, in the course of its random motion, happens to 
pass through the surface of the metal will, while it is still close to 
the surface, induce on the surface of the metal a positive charge. 
This induced charge results in a force that tends to return the 
electron into the metal, the so-called image force. In order to 
escape from the metal the electron must give up a certain amount 
of kinetic energy. The kinetic energy that an electron loses in 
passing through the surface of a metal and far enough away to be 
beyond the range oj the image forces is called the electron affinity 
of that metal and is represented by the symbol w. 

The electron affinity is different for different materials and 
varies greatly with the condition of the surface and with impuri- 
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ties contained in the substance, particularly at the surface. 
Schottky has shown theoretically that the electron affinity 
should be reduced by strong electric fields at the surface and that 
it should vary from point to point on a given surface because of 
microscopic irregularities, being smaller at projections and larger 
in hollows.^ Table l-II lists representative values of electron 
affinity for a number of metals commonly used in electron tubes. 


Table l-II.—E lectron Affinity w fs Electron Volts 


Tungsten. 

. 4.52 

Magnesium. 

.... 2.7 

Platinum. 

. 5.0 

Nickel. 

.... 4.0 

Tantalum. 

. 4.1 

Sodium. 

.... 1.9 

Molybdenum. 

. 4.3 

Mercury . 

.... 4.4 

Carbon. 

. 4.5 

Calcium. 

.... 2.5 

Copper. 

. 4.0 

Barium. 

.... 2.0 

Thorium. 

.;. 3.0 

Thorium on tungsten. 

.... 2.63 


Oxide-coated nickel.... 0.5 to 1.5 


1-13. Contact Difference of Potential.^—A potential differ¬ 
ence, called contact difference of potentialy exists between the 
surfaces of two different metals that are in contact or are con¬ 
nected through an external circuit, as 
shown in Fig. 1-1. Contact difference of 
potential results from the fact that the 
electron affinities of the two metals differ. 
It is very nearly equal to the difference 
between the electron affinities divided by 
the charge of an electron. To prove this, 
suppose that an electron starts from any 



Fig. 1-1.—Production of 
contact difference of poten¬ 
tial by metals of unequal 


electron affinities. e^oint a close to the surface of one of the 

metals, passes into this surface, around the external circuit, and 
out through the surface of the second metal to any point h close to 
its surface. In passing into the first metal the electron does work 
equal to — the electron affinity of that metal. In crossing 
the junction between the metals it does a small amount of work 
because of the Peltier potential difference, which always exists 
at the junction of two different metals and which is also a function 
of the electron affinities of the metals. In passing out of the 
surface of the second metal it does work equal to the electron 


1 Schottky, W., Physik. Z., 12, 872 (1914), 20,-22(1 (1919); Ann. Phyaiky 
44 , 1011 (1914); Z. Phyaiky 14 , 63 (1923). 

* An interesting discussion of contact potential and other small effective 
electrode voltages is given by R. M. Bowie, Proc. I.R.E.y 24 , 1601 (1936). 
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aflGinity of that metal. If the small amount of energy that the 
electron loses as the result of impacts with atoms and molecules 
in the metals (PH loss) is neglected and the Peltier poten¬ 
tial difference is called Vp, the total amount of work done is 
8Vp + 102 — toij where 6 is the charge of an electron. 8Vp may 
be shown to be small in comparison with W 2 — Wi, and so the 
work done is approximately W 2 — Wu Since the potential 
difference between two points naay be defined as the work done 
in moving unit charge between the points, it follows that a 
difference of potential approximately equal to (w 2 — Wi)/8 
exists between any two points a and b close to the surfaces of 
the two metals. If the connection between the metals is made 
through an external circuit containing one or more additional 
metals, the proof is altered only in respect to the additional 
Peltier potential differences, which are negligible. 

Inasmuch as the various electrodes in electron tubes may be 
made of different metals, contact potentials may exist. The 
contact potential differences may be of the order of 1 to 4 volts, 
as seen from Table l-II, and must sometimes be taken into 
account when applied voltages are small or when high accuracy 
is necessary in the analysis of electron tube behavior. 

1-14. Emission of Electrons and Other Ions from Solids.—The 
presence of ions in a given volume may result not only from 
ionization processes in that volume but also from the introduction 
of ions produced or existing elsewhere. The mechanism by 
which ions are introduced may be diffusion, action of electric 
fields, or the emission of electrons or positive ions from the 
surfaces of solids or liquids. There are five ways in which ions 
may be emitted from the surfaces of solids or liquids: 

1. Thermionic emission. 

2. Photoelectric emission, 

3. Secondary emission. 

4. Field emission. 

5. Radioactive disintegration. 

Thermionic and photoelectric emission will be discussed in 
detail in later chapters and therefore need no further consider¬ 
ation at this point. 

Secondary Emission ,—When ions or excited atoms impinge 
upon the surface of a solid, electrons may be ejected from the 
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surface. These are called secondary electrons^ and the phe¬ 
nomenon is termed secondary emission. Some secondary emis¬ 
sion as the result of electron bombardment appears to take place 
when the energy of the impinging electrons is less than the 
electron affinity of the emitter. For this reason it seems likely 
that the energy that makes possible the escape of a secondary 
electron is obtained not only from the impinging electron, but 
also from the thermal energy of the emitter. The number of 
secondary electrons ejected per primary electron increases with 
the velocity of the primary electrons and may become great 
enough to have an appreciable effect upon the behavior of 
electron tubes at accelerating voltages as low as 5 to 10 volts. 
At several hundred volts the emission passes through a maximum 
and then continues to fall with further increase of accelerating 
voltage. This may be because the primary electrons penetrate 
farther into the solid and transfer most of their energy to electrons 
that are so far from the surface that they collide with atoms or 
molecules before reaching it. The number of secondary electrons 
emitted per primary electron is in general higher for surfaces 
having a low electron affinity. It also depends upon the condi¬ 
tion of the emitting surface, being reduced by degassing the 
emitter and by carbonizing the surface. A single primary 
electron may eject as many as 8 or 10 secondary electrons. The 
primary electrons may be absorbed, reflected, or scattered by 
the surface. The number of secondary electrons released by a 
single impinging particle is less for positive-ion bombardment 
than for electron bombardment, and emission does not appear 
to take place unless the energy of the impinging ions exceeds 
the electron affinity of the emitter. The phenomenon of second¬ 
ary emission is an important one in all types of electron tubes. 

Field emission is the emission of electrons as the result of 
intense electric fields at a surface. It is probably an important 
factor in the operation of certain types of arc discharges. The 
field strengths required to pull electrons through surfaces at 
ordinary temperatures are so great that the phenomenon is 
difficult to j)roduce by direct means. 

Radioactive emission is the emission of positive and negative 
ions in the disintegration of radioactive substances. It is of 
importance in glow- and arc-discharge tubes because the presence 
of minute traces of radioactive materials in the tube walls and 
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^ ectrodes may thus produce a small amount of residual ionization 
which makes possible the initial flow of current. 

1-16. Electron Dynamics. —The motion of ions, including 
electrons, is governed by the same laws as the motion of larger 
masses that can be observed directly. Analyses of the dynamics 
of masses are based primarily upon Newton^s second law, which 
may be stated symbolically by the equation 

/ = ma (1-1) 

in which / is the force in dynes acting upon a mass of m grams 
and a is the resulting acceleration in centimeters per second per 
second. Aside from forces resulting from the collision of charged 
particles with other charged or uncharged masses, the forces 
acting upon charged particles are electrostatic and electro¬ 
magnetic. An electric or a magnetic field is said to exist in a 
region in which electric or magnetic forces, respectively, act. 
The electric intensity {electric force) at any point is a vector 
quantity which is given, both in magnitude and in direction, 
by the force (mechanical) per unit positive charge which would 
act on a charged particle placed at this point. The magnetic 
intensity {magnetic force) at a point may be defined as the vector 
(juantity which is measured in magnitude and direction by the 
force (mechanical) which would be exerted on a unit magnetic 
pole placed at the point. * 

1-16. Motion of an Electron with Zero Initial Velocity in a 
Uniform Electric Field.— In the simplest case commonly encoun¬ 
tered in ele(;tron tubes, the electrostatic force acting upon an 
ion results from the application of a potential difference to two 
parallel plane electrodes whose area is large in comparison with 
their separation. Except near the edges, the electric intensity 
between such plates is constant throughout the space between 
them. Since difference of potential between two points may be 
defined as the work done in moving a unit charge between the 
points, it follows that the potential difference is equal to 

E = F ds e.s.u. (statvolts) = 300 F ds volts (1-2) 

where F is the electric intensity in e.s.u. and d is the electrode 
spacing in centimeters. Since F is constant. 
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and 


E^Ff^^ds = Fd e.8.u. 

F -y e.s.u. 
a 


(1-3)' 

(1-4) 


The force exerted upon an electron between two such plates 
is equal to the force exerted upon a unit charge times the charge 
of the electron: 



dynes 


(1-5) 


where E is expressed in e.s.u. (statvolts), 8 in e.s.u. (statcou^ 
lombs), and d in centimeters. It follows from Eqs. (1-1) and 
(1-5) that the acceleration of the electron is 

Ce = — = cm/sec^ (1-6) 

Ttle Tried 

in which is the mass of the electron in grams. Since, by 
definition, acceleration is the rate of change of velocity, the 
velocity at any instant after the electron starts moving under 
the influence of the field is 


r Ez rEzt , 

Ve = I aedt = —1 I dt = —cm/sec (1-7) 

Jo Tried Jo med 

The distance moved by the electron in the time t is 

s = I Vedt = —j I tdt = X—cm (1-8) 

Jo Tried Jo 2m^ 

From Eq. (1-8) it follows that the time taken for the electron 
to move from one electrode to the other under the sole influence 
of the electric field is 


td = d 



sec 


(1-9) 


The velocity with which it strikes the positive plate is 


E&td 

^ Tried ~ 



cm/sec 


( 1 - 10 ) 


The energy with which it strikes and which is converted into 
heat in the positive electrode is 
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K.E. = ^nieVd^ = EL ergs (1-11) 

Equation (1-11) might have been obtained directly, since the 
difference of potential between the electrodes is the energy 
acquired by a unit charge moved under the sole influence of the 
field and, if the charge does not collide with other particles on the 
way, this energy can appear only in kinetic form. 

1-17. Motion of an Electron in a Uniform Electric Field. 
Initial Velocity Parallel to the Field. —If an electron leaves one 
of the plates with initial velocity of Vo parallel to the field, the 
velocity at any instant thereafter is 

Ve = Vo ± act cm/sec (1-12) 

in which the minus sign is used if the direction of the electric 
force is such as to reduce the initial velocity. The distance 
moved in the time t is 


^ ^ Jo ~ (iet)dt = Vot ± ^aet^ cm (1-13) 

If the field reduces the initial velocity, the maximum distance 
moved can be found by differentiating Eq. (1-13). The time 
taken for the electron to move through this distance is found by 
equating ds/dt to zero. 


A 


(letir 




Vo 


sec 


Oniax 


Vo^ 


2ae 2a« 


cm 


(1-14) 

(1-15) 

(1-16) 


The electron will reach the second electrode if 


that is, if 


Sinax 


Vo^ _ m,d 
“ 2E& 


Vo^ ^ d 




(1-17) 

(1-18) 


Equation (1-18) follows directly from the law of conservation of 
energy, since the electron can reach the second electrode only 
if its initial kinetic energy equals or exceeds the energy 

it would lose in moving between the electrodes, i.e., E&. 
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It also follows from the law of energy conservation that 
energy gained by a charged particle while moving in vacuum 
under the action of an electric field must be supplied by the 
source of potential applied to the electrodes. Conversely, 
energy given up by an ion in moving in an electric field is returned 
to the source, converted into PR loss in conductors joining the 
electrodes to the source, or into heat of impact if the electron 
strikes an electrode or other surface. 

1-18. Motion of Electrons in Nonuniform Electric Fields.— 


In general, the electric intensity in electron tubes is not uniform, 
and so the integration of Eqs. (1-7), (1-8), and (1-13) is less 
simple. When space charge becomes appreciable, the motion of 
individual electrons is also affected by the fields set up by other 
electrons. This important phenomenon will be discussed in 
detail in Chap. 2. 

Inspection of the methods used in deriving Eqs. (1-5) to 
(1-18) shows that they may be applied to other ions than electrons 
by making suitable changes in the values of charge and mass. 

1-19. Importance of Transit Time. —The time taken for elec¬ 
trons and other ions to move between electrodes is so small that 
it may be neglected in many analyses of the operation of electron 
tubes (see Probs. 1-1 and 1-2). It cannot be neglected, however, 
when the electrode voltages alternate at frequencies so high that 
the time of transit is of the same order of magnitude as the periods 
of the voltages. It is also of importance in the study of the 
deionization of gas- or vapor-filled tubes. 

1-20. Electric Field Normal to Initial Direction of Motion.-— 
Up to this point it has been assumed that the initial velocity 



Fiq. 1-2.—Deflection of electron beam 
* by electric field. 


of the electron is parallel to 
the electric field. Under this 
assumption there is no change 
in the direction of motion in 
vacuum. In cathode-ray os¬ 
cillograph and television tubes, 
electron beams are deflected by 
electric fields perpendicular to 
the initial direction of motion. 


The arrangement is essentially that shown in Fig. 1-2. Electrons 
enter the space between the deflecting electrodes with a velocity 
Vo parallel to the electrode surfaces, are deflected by the elec- 




Sec. 1-20] 


PHYSICAL CONCEPTS 


. 17 


trodes, which have a length ly a separation d, and a potential dif¬ 
ference Ey and strike a fluorescent screen placed at a distance L 
from the center of the deflecting plates. 

The time taken for an electron to move through the deflecting 
field, which is assumed to be uniform between the plates and 
zero on either side, is l/vo- The acceleration produced by the 
field is normal to the initial velocity and its magnitude is given 
by Eq. (1-6) as EZjmd cm/sec^. The vertical displacement at 
the point where the electron leaves the plates is given by Eq. 
(1-8). It is 


EZ _ EZP 
2md 2medvo^ 


cm 


(1-19) 


The vertical velocity when the electron leaves the deflecting 
plates is given by Eq. (1-7) 


Vv = 


EZt 

nted 


EZl 

VoMed 


cm/sec 


( 1 - 20 ) 


The horizontal velocity, which is unaffected by the field, is 
still Vo- Therefore, the final direction of motion makes an angle 
with the initial direction given by the relation 


tan ^ — 

Vo 

But by Eq. (1-19), 

i = 

mdvo^ 


EZl 

Vo^rnd 

(1-21) 

tan 0 

(1-22) 


Examination of Fig. 1-3 shows, therefore, that after deflection 
the electrons move as though they had passed through a point 



Fig. 1-3.—Deflection of electron beam by electric field. 


midway between and midway along the deflecting plates. The 
deflection of the electron when it reaches the screen is 


y ^ L tan 0 = 


EZIL 

Vo^md 


cm 


(1-23) 
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1-21. Motion of an Electron in a Magnetic Field Normal to the 
Initial Velocity. —Like a current-carrying conductor, an electron 
moving normal to a magnetic field experiences a force perpen¬ 
dicular to the field and to the direction of motion of the charge. 
The magnitude of the force is given by the relation 

fh = Bi:/v dynes (1-24) 

in which B is the flux density in gauss, 8' is the charge of an 
electron in electromagnetic units, and n is the velocity in cm/sec. 

If the electronic charge is expressed in e.s.u., Eq. (1-24) may 
also be written 

/* = 3 x ' % ~ « 

The action of a magnetic field differs from that of an electric 
field in that the force on a moving charge in an electric field is 
always parallel to the field, whereas the force on a moving charge 
in a magnetic field is always at right angles to the instantaneous 
velocity. If an electron enters a uniform magnetic field with 
an initial velocity Vo normal to the field, it will be deflected at 
right angles to the field by the force BZ'vo dynes. Since the 
acceleration is normal to the velocity, the speed remains constant. 
If p is the instantaneous radius of curvature, the radial accelera¬ 
tion is Vo^/p. Therefore, by Eq. (1-1), 


and 


BZ'Va 


m^Vo^ 


p 


(1-26) 


VolUe 

^ ~ BZ' 


= 3 X IQio 


Vome 

BZ 


cm 


(1-27) 


Since B is assumed to be constant, the electron moves with con¬ 
stant speed along a path of constant radius of curvature, t.e., 
along a circular path, in a plane perpendicular to the field. The 
dependence of the radius of curvature upon the velocity and 
upon the mass makes possible the separation of charged particles 
of different velocities or masses. 

If the initial velocity also has a component parallel to the 
field, then the electron will describe a spiral path around an 
axis parallel to the field. A similar spiral motion results if 
the initial velocity is parallel to the field, but some other force, 
such as repulsion between two or more electrons, produces an 
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acceleration normal to the field. This principle may be used 
in preventing the spreading of and in focusing a beam of electrons. 
Electron beams may also be focused by the use of nonuniform 
electric fields such as exist between adjacent cylinders of unequal 
diameter when a difference of potential exists between them.^ 
These methods are used in focusing electron beams in cathode-ray 
oscillograph and television tubes and in electron microscopes (see 
Sec. 12-5 and page 27). 

1-22. Crossed Electric and Magnetic Fields. —If an electron is 
sent through electric and magnetic 
fields that are perpendicular to each 
other and to the initial velocity of the 
electron, as shown in Fig. 1-4, the 
electron is acted upon by a force SF 
dynes caused by the electric field and 
a force BZVo/{i X 10^^) dynes caused 
by the magnetic field. These forces 
are both normal to the surfaces of the 
deflecting plates. If they are equal 
in magnitude and opposite in direction, the electron is undeflected. 
This is true if 

BSVo 



Fig. 1-4.—Path of an elec¬ 
tron through balanced combined 
electric and magnetic fields. 


8F = 


3 X 10>» 


or 


= 3 X 10>» I 


cm/sec 


(1-28) 


(1-29) 


in which F is measured in c.s.u. and B is measured in gauss. 
This phenomenon may obviously be used to measure the speed 
of electrons or other charged particles. 


Problems 

1 - 1 . o. Find the time of transit of an electron between parallel plane 
electrodes having a separation of 0.2 cm and a potential difference of 250 
volts. 8 = 4.8 X 10“^® e.s.u. 

6. Find the energy delivered to the positive electrode by the electron. 

1 - 2 . o. An electron at the surface of a plane electrode is accelerated 
toward a second parallel plane electrode by a 200-volt battery, the polarity 
of which is reversed without loss of time 10“® sec after the circuit is closed. 

^ See, for instance, I. G. Maloff, and D. W. Epstein, ‘^Electron Optics in 
Television,*' McGraw-Hill Book Company, Inc., New York, 1939. 
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If the electrode separation is 1.5 cm, on which electrode will the electron 
terminate its flight? 

h. What will become of the kinetic energy that it acquires during its 
acceleration? 

1-3. a. An electron having initial kinetic energy of 10”® erg at the surface 
of one of two parallel plane electrodes and moving normal to the surface is 
slowed down by the retarding field caused by a 400-volt potential applied 
between the electrodes. Will the electron reach the second electrode? 

6. What will become of its initial energy? 
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CHAPTER 2 


THERMIONIC EMISSION; 

THE HIGH-VACUUM THERMIONIC DIODE 

The operation of the majority of electron tubes is dependent 
upon thermionic emission. The theory of thermionic emission is 
therefore of great importance in the study of electron tubes. It 
is the purpose of this chapter to discuss the basic principles of 
thermionic emission, the construction of practical emitters, and 
the flow of electron space current in high-vacuum tubes con¬ 
taining two electrodes. 

2-1. Theory of Thermionic Emission. —Richardson^s theory 
of the emission of electrons from hot bodies is in many respects 
analogous to the kinetic theory of vaporization. ^ Heat possessed 
by a metal is believed to be stored not only in the kinetic energy of 
random motion of atoms and molecules, but also in the kinetic 
energy of free electrons. As a result of collisions between 
electrons or between electrons and atoms or molecules, the speed 
and direction of motion of a given electron are constantly 
changing. At anv instant there wilU b e^ clo se to - the s iirfaca - 
of the metal, some electrons that have a component of velocit y 
~ tDWar(f~the^urfa^p. of simh ma gnitude that the corresponding 
kinetic energ y is equal to or exc ee ds the electron affinity. If 
the^ electrons reach the surface without colliding with atoms, 
they will pass through the surface. At room temperatures the 
number of electrons meeting this requirement is extremely small, 
and hence no thermionic emission is detectable. As the tempe r- 
ature of the Emitter is increased, howev^, the average velocity^ 
oTTKe free electrons increases. The number having velocity 
components toward the surface sufficient to allow them to 
escape, therefore, increases with temper ature. Reduction of 
electrorf affinity reduces the velocity toward the surface neces- 
Mry to allow ah electron to escape, and so increases the number 

^Richardson, O. W., Proc, Cambridge PhiL Soc,, 11, 286 (1901); 
“Emission of Electricity from Hot Bodies,'* rev. ed., Longmans, Green & 
Company, New York, 1921. 
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having the requisite velocity. Thermionic emission of electrons 
therefore increases with increase of temperature and with reduc¬ 
tion of electron affinity. Measurable emission is observed at 
temperatures above 1000®K. 

^Electrons that escape will have resultant velocities made up of 
the excess perpendicular to. the surface, plus the original compo¬ 
nents parallelTo the surface^ which are not altered by the surface 
forces. If the emitted electrons are not drawn away by an exter¬ 
nal field, they will form a space charge, the individual particles of 
which are moving about with random velocities. Because the 
initial average normal velocity of the electrons after emission 
is away from the surface and because of the mutual repulsion of 
like charges, electrons drift away from the surface. Collisions 
between electrons cause some of them to acquire velocity com¬ 
ponents toward the emitter, where they may reenter the surface 
with a gain of kinetic energy equal to the electron affinity. 
Another factor responsible for the return of electrons to the 
emitter is the electrostatic field set up by the negative space 
charge and, if the emitter is insulated, by the positive charge That 
it acquires as the result of loss of electrons. This field increases 
with the density of space charge, and equilibrium is established 
when only enough electrons can move away from the surface to 
supply the loss by diffusion of the space charge. If diffusion can 
then be pi;evented, just as many electrons return to the metal in 
unit time 'as leave it. Figure 2-1 gives a rough picture of the 
electron distribution under equilibrium conditions. 



Fio. 2-1.— Fia. 2-2.—Flow of anode Fia. 2-3.—Use of anode 
Distribution of current as the result of dif- voltage to increase anode 
electrons near an fusion of electrons from current, 

emittiifg surface. cathode to anode without 
the application of anode 
voltage (Edison effect). 

If a second, cold electrode is placed near the emitting surface in 
vacuum and connected to the emitter through a galvanometer, as 
shown in Fig. 2-2, the meter will indicate the small current 
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resulting from the drift of electrons from the emitter to the second 
electrode. These electrons return to the emitter through the 
galvanometer and pre^vent the emitter from becoming positively 
charged. This phenomenon, first observed by Edison, is called 
the Edison effect. When the second electrode is made positive 
with respect to the emitter by the addition of a battery, as shown 
in Fig. 2-3, the current is increased. As the voltage isgradually 
raised, it is found that at any emitter temperature there is a 
more or less definite voltage beyond which the current is nearly 
constant, all emitted electrons being drawn to the collector. 
This current is called the saturation current, and the corresponding 
voltage, the saturation voltage. The lack of increase of current 
beyond saturation voltage is spoken of as voltage saiuraiion. 
Saturation current varies with the temperature and electron 
affinity of the emitter. The negative emitter in Fig. 2-3 is called 
the cathode; and the positive collector, the anode or plate. An 
electron tube containing only a cathode and an anode is called a 
diode. Although the electrons move from cathode to anode, the 
current, according to convention, is said to flow from anode to 
cathode within the tube. 

2-2. Richardson’s Equation.—By means of classical kinetic 
theory, and by thermodynamic theory, Richardson derived two 
slightly different equations for saturation current as a function of 
temperature.^ It is not possible experimentally to determine 
which of Richardson’s equations is correct^ but this was later 
done theoretically by M. v. Laue, S. Dushman, and A. Sommer- 
feld. The equation that is now believed to be correct is 

I, = ( 2 - 1 ) 

in which is the saturation current per unit area of emitter, 
T is the absolute temperature, w is the electron affinity of the 
emitter, k is Boltzmann’s universal gas constant, and A is a 
constant, probably universal for pure metals. The value of k 
is 8.63 X 10“^ volt/deg and the theoretical value of A for pure 
metals is 60.21. The form of the curve that represents Richard¬ 
son’s equation, shown in Fig. 2-4, is determined practically 
entirely by the exponential factor. 

It is important to note that Richardson’s equation holds only 
for the saturation current and that the anode voltage must, 

^ Richardson, he. cU. 
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therefore, be high (enough at all times so that all (miitted electrons 
are drawn to the anod(\ If the anode voltage is fixed at some 
value Eij while the temperatun^ is raised, then at some tempera¬ 
ture the current will begin to be limited by space charge in a 
manner similar to that when there is no accelerating voltage. 
Further increases of temperature will then have no effect upon the 
current. This temperature is called the saturation temperaiufe, 
and the failure of the current to increase at higher temperature 

is spoken of as temperature saturation. 
If the emitter were homogeneous and 
the electrostatic field constant over 
the surface of the emitter, the advent 
of saturation would be abrupt, as indi¬ 
cated at point A. Actually, because 
of variations of temperature and elec¬ 
tron affinity and of electrostatic field, 
saturation does not take place over 
the whole cathode surface at the same 
temperature, and so experimentally 
determined curves bend over gradu¬ 
ally, as shown by the dotted curves. At higher anode voltage 
E 2 j saturation occurs at a higher temperature. If the voltage 
is increased with temperature, then the current will continue 
to rise with temperature until the temperature becomes suffi¬ 
ciently high to vaporize the emitter. 

Since only those electrons which have relatively high energies 
can escape from the metal, thermionic emission necessarily 
results in the reduction of the average energy of the remaining 
' electrons and molecules, and hence of temperature of the emitter. 
Heat must be supplied continuously to the emitter in order to 
prevent its temperature from falling as the result of emission. 
The cooling effect of emission current is plainly visible in filaments 
in which the emission current is comparable with the heating 
current, as in the type 30 tube. 

Richardson^s equation shows that the emission current which 
can be obtained at any temperature varies inversely with the 
electron affinity. The exponential form of the equation indicates 
that small changes in temperature or electron affinity result in 
large changes of emission current. A 15 per cent reduction of 
electron affinity produces an eight- or tenfold increase of emission 



Fio. 2-4.—Curves of anode 
current V8. emitter temperature 
at two values of anode voltage. 
The left-hand curve, /«, rep- 
resenta saturation emission 
current. 
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over the working range of temperature. The ratio of the 
emission current in milliamperes per square centimeter to the 
heating power in watts per square centimeter is called the emis¬ 
sion efficiency. Emission efficiency increases with decrease of 
electron affinity. 

A satisfactory practical source of thermionic emission must 
satisfy two requirements! it must have a high emission efficiency, 
and it must have a long life. Thermal losses can be reduced by 
proper design of the emitter and by reduction of emitter tempera¬ 
ture. (Cathodes of special design, which give very low thermal 
losses, can be used in gaseous discharge tubes. These will be 
discussed in Sec. 9-14.) The life of an emitter increases with 
the difference between the normal operating temperature and the 
vaporization or melting temperatures of the metal or metals of 
which it is constructed. Since low operating temperature is 
made possible by low electron affinity, it is evident that the 
choice of emitters of low electron affinity is favorable to long 
life, as well as to high efficiency. 

2-3, Pure Metallic Emitters. —Pure metals having low electron 
affinities, such as the alkali metals or calcium, cannot be used as 
emitters in electron tubes because they vaporize excessively at 
temperatures at which appreciable emission is obtained. Only 
two pure metals, tantalum and tungsten, are suitable for use as 
practical emitters. Although the electron affinity of tantalum is 
lower than that of tungsten, tantalum is more sensitive to the 
action of residual gases and has lower vaporization temperature. 
Tantalum is therefore seldom used. Pure metallic emitters are 
now used only in large high-voltage (above 3500 volts) power 
tubes, in which they are found to have longer life than the special 
emitters which are used successfully in small tubes. 

2-4. Thoriated Tungsten Emitters. —The presence of impuri¬ 
ties in a metal may produce a marked change in the value of its 
electron affinity. This is usually attributed to the formation of 
thin layers of these impurities at the surface. Such a layer 
may produce very high fields at the surface by virtue of the fact 
that it may be electropositive or electronegative relative to 
the main metal. Thus the presence of an absorbed layer of 
oxygen, which is electronegative with respect to tungsten, 
results in a field that opposes the emission of electrons and there¬ 
fore increases the electron affinity of tungsten. The presence, 
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on the other hand, of a monatomic layer of thorium atoms or 
ions on the surface of tungsten reduces its electron affinity 
remarkably. It is of interest to note that the electron affinity of 
thoriated tungsten may be even lower than that of pure thorium 
(see Table l-II). 

The reduction of the electron affinity of tungsten as the result of 
introduction of small amounts of thorium was first observed by 
Langmuir in 1914 in the course of a study of the properties of 
tungsten filaments.^ Thorium oxide is introduced into tungsten 
during the process of manufacture in order to improve its physical 
properties. Subsequent high temperature converts a portion 
of the thorium oxide into metallic thorium, which diffuses to the 
surface. Investigations by Dushman, Becker, and others^ indi¬ 
cated that the lowest value of w and the highest value of the 
constant A in Richardson\s equation are obtained when the 
tungsten is completely, or perhaps very nearly, covered with a 
single layer of thorium atoms. 

Thoriated tungsten shows no increase of emission over that of 
pure tungsten until it is activated. The activation process is 
performed after evacuation of the tube. It consists first in 

flashing*^ the emitter for a few moments at a temperature of 
2500 to 2800°K. This high temperature reduces some of the 
thorium oxide to thorium. The temperature is then kept for 
some minutes at about 2200°K, which allows the metallic 
thorium to diffuse to the surface. The best value of diffusing 
temperature is determined by the rates of diffusion of thorium 
to the surface, and of evaporation from the surface. If the 
temperature is too high, the evaporation exceeds the diffusion, 
resulting in deactivation. The emitter is normally operated at 
temperatures that do not exceed 2000°K, which is sufficiently 
low so that evaporation of thorium from the surface is negligible. 
If the emitter is accidentally operated at such a high temperature 
that the whole supply of thorium diffuses to the surface and 
evaporates, it can be reactivated by repeating the original 
activation process. This may be done several times before all 
the thorium oxide is used up. 

^ Langmuir, I., Phys. Rev., 4 , 544 (1914). 

* Dushman, S., and Ewald, J., Phys. Rev.j 29,857 (1927); Becker, J. A., 
Trans. Am. Electrochem. Soc.j 99, 153 (1929). 
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A useful tool in the study of the phenomenon of activation 
is the ‘^electron microscope/^^ This consists of the emitter and 
means for accelerating the electrons and for focusing them upon 
a screen^ which fluoresces under the impact of electrons. It has 
been shown that the action of electromagnetic and electrostatic 
fields upon electron beams is similar to the action of lenses upon 
light. ^ Thus it is possible to obtain on the screen a sharp 
enlarged image which shows clearly the individual points of 
emission of the cathode.^ Similar results are achieved by use of 
a straight filament at the axis of a cylindrical glass tube, the inner 
surface of which is covered with a fluorescent material.^ The 
coated surface, which acts as the anode, is maintained at a posi¬ 
tive potential of several thousand volts by means of a wire helix 
coiled inside the tube in contact with the coating. Electrons 
emitted by the filament are attracted radially toward the anode 
coating, where they produce a magnified image of the electron 
emission at the surface of the filament. Figure 2-5 gives a series 
of photographs of the screen of such a tube, showing the activa¬ 
tion of thoriated tungsten. (The bright vertical line is caused by 
light from the filament, and the dark lines by the shadow of the 
helix.) 

The presence of even small amounts of gas has a very destruc¬ 
tive effect upon a thoriated tungsten emitter. This may result 
either from direct chemical action, such as oxidation, or from the 
removal of thorium from the surface by the bombardment of 
positive ions. The sensitiveness of thoriated emitters to the 

1 Knoll, M., and Ruska, E., Ann, Physik, 12, 607 (1932). The electron 
microscope has many applications besides that mentioned here. Recent 
instruments may be used in place of ordinary microscopes in the study of 
matter and give higher magnification than can be attained with light. 
For a survey and a bibliography of this subject, see R. P. Johnson, J. 
Applied Physics, 9, 508 (1938). 

2 See, for instance, I. G. Maloff and D. W. Epstein, ^‘Electron Optics in 
Television/^ McGraw-Hill Book Company, Inc., New York, 1938. 

Busch, H., Ann. Physik, 81, 974 (1926); Maloff, I. G., and Epstein, 
D. W., Proc. I.R.E., 22, 1386 (1934); Epstein, D. W., Proc. I.R.E., 24, 
1095 (1936); Maloff and Epstein, loc. cit. 

* See, for instance, E. Briiche and H. Johannson, Ann. Physik, 16, 145 
(1932); M. Knoll, Electronics, September, 1933, p. 243. 

® Johnson, R. P., and Shockley, W., Phys. Rev., 49,436 (1936). See also 
Electronics, January, 1936, p. 10, March, 1937, p. 23. 
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action of gases and the rate of evaporation of thorium may be 
greatly reduced by heating the emitter in an atmosphere 
of hydrocarbon vapor, which causes the formation of a shell of 



(a) ^ (b) (c) id) (e) 

Fig. 2-6.—Typical activation behavior of thoriated tungsten. Image (a) 
immediately after 10 seconds at 2800®K, (b) after additional 4 minutes at 1850°K, 
(c) after 20 minutes at 1850®K, (d) after 30 minutes at 1850°K, (e) after 70 
minutes at 1850°K. All pictures made at 1200®K. The decreasing exposure 
time is evidenced by reduction of apparent brilliance of the filament. {Courtesy 
of R. P. Johnson.) 


tungsten carbide. Because of the reduction of the rate of 
evaporation of the thorium, a carbonized emitter can be oper- 




Tempera+ure ' Deg. K. 

(b) 


Fig. 2-6.—a. Curves of omission current vs, heating power, b. Curves of emission 
current m, emitter temperature. 


ated at a much higher temperature, with consequent increase of 
emission current and efficiency. At this higher temperature 
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the increase of diffusion makes possible the continuous replace¬ 
ment of thorium removed from the surface by the action of gas 
molecules or ions. Figure 2-6 shows that the emission efficiency 
of thoriated tungsten is much higher than that of pure tungsten 
and that a given emission may be obtained at a much lower 
temperature. Because of the^ lower electron affinity, higher 
emission efficiency, and longer life of oxide-coated emitters, 
thoriated tungsten emitters are now used very little in receiv¬ 
ing tubes. 

2-6. Oxide-coated Emitters. —By far the most widely used 
emitters in small high-vacuum tubes are oxide-coated emitters, 
first used by Wchnelt.^ Although the process of manufacture of 
oxide-coated cathodes varies considerably, it consists, in general, 
in coating a core metal, usually nickel or alloys of nickel and 
other metals, with one or more layers of a mixture of barium 
and strontium carbonates. The carbonates may be suspended 
in water, although a binder such as collodion or a mixture of one 
part of Zapon varnish in 20 parts of amyl acetate is usually used. 
The mixture may be applied to the core by spraying or by dipping 
or dragging the core through the mixture. When a thick coating 
is desired, the mixture is applied preferably in the form of several 
thin coatings heated sufficiently between applications to burn 
out the binder. After application of the carbonate coating, the 
emitter is mounted in the tube, which is then evacuated, and the 
emitter is heated electrically to a temperature of about 1400°K. 
The high temperature reduces the carbonates to oxides, the 
liberated carbon dioxide being removed by the pumps. The 
temperature is then lowered somewhat and voltage is applied 
to the anode for some time, during which the emission builds up 
to its proper value. The normal operating temperature is in the 
range from 1000 to 1300°K. 

Many experiments have been performed to determine what 
takes place during the activation process and from which part 
of the emitter electrons are emitted. Reduction of the oxides 
to pure metal may result from chemical reaction, from electrolysis 
of the oxides, or from the bombardment of positive ions formed 
in the gas between the anode and the emitter by electrons 

^ Wehnelt, a., Ann. Physikj 14, 425 (1904). For an excellent review of 
the subject of oxide-coated emitters see J. P. Blewett, J. Applied Physics, 
10, 668 and 831 (1939). 
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accelerated by the applied field. Perhaps all three of these 
processes occur. Free metal formed throughout the oxide 
diffuses toward the surface. Although particles of free metal are 
distributed throughout the coating in a completed emitter, most 
recent evidence appears to indicate that the emission takes place 
at the outer surface. 

Examination of Fig. 2-6 shows that the emission efficiency of an 
oxide-coated emitter is even higher than ^ that of thoriated 
tungsten. The electron affinity ranges from ^ to 1-J volts. 
The low temperature at which an oxide-coated cathode can be 
operated is an advantage in most applications. 

The emission from oxide-coated cathodes is reduced or destroyed 
by the presence of oxygen or water vapor, due to oxidation of the 
active metal or to removal of the active metal or even the com¬ 
plete coating by positive-ion bombardment. Another cause of 
•damage to oxide-coated cathodes is the development of hot spots. 
Because of nonuniform activation of the emitter, emission is not 
uniform over the surface. The flow of emission current through 
the oxide coating, which has high resistance, raises its tempera¬ 
ture. -Since the temperature rise is greatest at points of the 
cathode at which the emission is high, the emission increases still 
more at these points. If the current is not limited by space 
charge, the action may become cumulative and the current and 
temperature increase to such an extent that the coating is 
removed. In filamentary cathodes the local rise in temperature 
may be so great as to melt the filament. Hot spots are most likely 
to occur at high anode voltages. This is one reason why oxide- 
coated emitters are not used in high-voltage tubes. 

When full emission current is drawn from an oxide-coated 
emitter the current first falls rapidly and then slowly approaches 
a steady value. This decay of current is thought to be caused 
by electrolytic removal of barium from the surface or by electro¬ 
lytic deposition of oxygen on the surface. The initial emission is 
recovered if the emitter is heated without the flow of space cur¬ 
rent. The useful life of oxide-coated emitters, which is several 
thousand hours, is terminated by a rather sudden decay in 
emission to a very low value. This may be caused by evapora¬ 
tion of free barium and of the supply of barium oxide that 
furnishes free barium during the active life of the emitter. The 
useful life of a vacuum tube containing an oxide-coated cathode 
may also be terminated by the liberation of gas from the emitter. 
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2-6. Cesiated Tungsten Emitters. —fourth type of emitter, 
not used commercially in thermionic tubes, is produced by 
depositing a monatomic layer of cesium on tungsten. Because 
the ionizing potential of cesium vapor is less than the electron 
affinity of tungsten, the tungsten removes an electron from a 
cesium atom which strikes it, leaving a positive ion which is held 
to the tungsten surface by the resulting electrostatic field. The 
force of adhesion is even greater if the tungsten is first covered 
with a monatomic layer of oKygen, which is electronegative with 
regard to tungsten. The strong electrostatic field between the 
cesium ions and the tungsten or oxygen reduces the electron 
affinity to the comparatively low value of 0.7 electron volt or less. 
Because cesium melts at a temperature only slightly above room 
temperature, the cesium vapor is obtained by merely introducing 
a small amount of cesium into the evacuated tube, the subsequent 
vaporization being sufficient to coat the filament. 

The low electron affinity of the tungsten-oxygen-cesium emitter 
makes possible high emission currents at a temperature of only 
lOOO^K. This type of emitter has several disadvantages, how¬ 
ever, which make it impractical for use in commercial tubes. 
As the result of the high vapor pressure of cesium at operating 
temperatures of the tube, the characteristics of the tube are 
influenced by tube temperature. Too high temperature vapor¬ 
izes the cesium, .causing temporary reduction in emission, or even 
removal of the oxygen layer with permanent reduction of emis¬ 
sion. Except at very low anode 
voltages, ionization of the cesium 
vapor occurs, resulting in fluc¬ 
tuations of anode current. The 
presence of positive ions is also detri¬ 
mental to the action of amplifier 
tubes for other reasons, which will be 
discussed (Secs. 2-8, 6-5, 10-16). 

2-7. Mechanical Construction of V-99^ 2 - 7 .-^ypicai fiiamenury 
Cathodes. —Cathodes used in high- cathodes. {Courtesy of Radio 
vacuum thermionic tubes are divided (Corporation of America.) 
into two general ^classes, filamentary and indirectly heated. Fig¬ 
ure 2-7 shows the form of typical filamentary cathodes. Early 
vacuum tubes used only filamentary cathodes. When filamentary 
cathodes are operated on alternating current, the stray alternating 
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electrostatic field and the alternating voltage across the filament 
cause an alternating component of plate current that may be objec¬ 
tionable in amplifiers in which several tubes are used in succession. 
This difficulty led to the development of the indirectly heated, 
or heater-type^ cathode. In addition to the unipotential emitting 
surface and freedom from large stray fields, the heater-type 
cathode has the advantage that a single source of power may be 
used to heat a number of cathodes between which a difference of 
potential exists. The heating time of heater-type cathodes is, 
however, longer than that of filamentary cathodes. 

Indirectly heated cathodes used in receiving tubes consist of an 
oxide-coated cylindrical sleeve, usually of nickel, within which is 
some form of heater. The most common types of heaters arc 
illustrated in Fig. 2-8. The 5Z4 and 25A6 heater coils are 

helically wound. That of the 6K7 
type of cathode is wound in a re¬ 
verse helix. After being wound 
and formed, the coils are coated 
with a refractory insulating mate¬ 
rial and inserted into the sleeve. 
The heater of the 25L6 type of cath¬ 
ode is covered with a refractory 
insulating coating of sufficient ad¬ 
herence to permit the wire to be 
bent into the desired shape after it 
has been coated. Because of the small magnetic field produced 
by the 6K7 type of heater, there is very little 60-cycle plate- 
current variation, or ^^hum,^^ when the heater is operated on 
alternating current. The return type of helical heater exempli¬ 
fied by the 25A6 heater and the folded type of heater used in the 
25L6 cathode make possible the use of enough wire for 25-volt 
operation. The advantage of the 25L6 construction is its low cost. 
More complicated cathode structures used in arc-discharge tubes 
will be discussed in Chap. 9. 

2-8. Effects of Gas upon Emission and Space Currents. —The 

deleterious effects of gas upon emitters of various types as the 
result of chemical action, absorption of thin layers of gas upon 
the surface, and positive-ion bombardment have already been 
mentioned. If the anode voltage is sufficiently high to produce 
ionization of the gas, other effects become apparent, if anode 
current is at first limited by space charge, the appearance of 


f f\ 



6Z4 25A6 6K7 25L6 

Fig. 2-8,—Structure of typical 
heater-type cathodes. {Courtesy of 
Radio Corporation of America.) 
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positive ions tends to neutralize the negative space charge sur¬ 
rounding the filament, thus increasing the anode current. If the 
voltage is high enough to give saturation current initially, then 
increase of current occurs because the electrons and ions produced 
by bombardment of neutral gas molecules by the emitted 
electrons add to the current. Unfortunately this increase of 
current is likely to be accompanied by a number of undesirable 
effects. Currents through ionized gases usually fluctuate, result¬ 
ing in noise in tubes used for amplification. The relatively 
low velocity of positive and negative ions produces a lag in the 
response of current to changes of voltage. Variations of gas 
pressure resulting from changes of temperature or from the 
absorption or emission of gas from the walls and electrodes may 
cause the characteristics of the tube to vary. Finally, in a gassy 
tube, positive-ion current may flow to an electrode to which a 
negative voltage is applied. When the anode current is con¬ 
trolled by means of a negative voltage applied to an electrode 
through a high resistance, the resulting flow of current through 
the resistance may cause an objectionable voltage drop and, under 
certain circumstances, may even result in damage to the tube 
(see Secs. 6-5, 9-17, and 10-16). 

In the manufacture of high-vacuum tubes, many precautions 
are taken to ensure the removal of gas from walls and electrodes. 
The electrodes are thoroughly cleaned and are then heated for 
several minutes in an atmosphere of hydrogen, which removes 
oxygen and water vapor. After the tube is assembled and con¬ 
nected to the pumps, the electrodes are heated to about 800 or 
1000®C by high-frequency induction in order to remove other 
occluded gases. Residual gas is removed by the use of getters^ 
which are active chemical substances such as barium, magnesium, 
aluminum, and tantalum, having the property of combining with 
gase^ when they are vaporized. In glass tubes a small amount 
of the getter is mounted in such a position that it will be heated 
and vaporized or flashed” during the inductive heating of the 
elements. By proper location of the getter, the vapor can be 
prevented from condensing in places where it might cause elec¬ 
trical leakage or undesirable primary or secondary emission. 
The effectiveness of the getter results not only from its chemical 
combination with gases during flashing, but also from sub¬ 
sequent absorption of gases by getter that has condensed on 
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the walls of the tube. The action of the getter during flash¬ 
ing is increased by ionization of the gas by means of voltages 
applied between the electrodes or by the radio-frequency field 
of the induct on heater. To ensure the removal of gas from the* 
walls, tubes are baked during the process of manufacture. On 
machines that exhaust and seal the tubes separately, the bulbs 
are heated in ovens during exhaustion. On ^^Sealex” machines, 
the tubes are sealed and exhausted on the same machine, the 
heat from sealing being used to drive gases from the bulbs during 
exhaustion. 

In tubes with metal envelopes, the shielding action of the shell 
makes it impossible to heat the electrodes and the getter by 
induction. The electrodes may be heated by radiation from the 
shell, which is heated by gas flames. Although the getter may 
be fastened to the inside of the shell and vaporized by heating 
the shell locally, another method has been developed that requires 
less critical control.^ A short length of tantalum ribbon, 
which connects the shell to its terminal pin in the base, is coated 
with a mixture of barium and strontium carbonates. While 
the tube is on the pumps, the temperature of the tantalum wire 
is raised electrically to about 1100°C. This converts the car¬ 
bonates into oxides. After the tube has been sealed off, the 
tantalum wire is heated to a temperature in excess of 1200°C. 
This causes the tantalum to reduce the oxides to pure metallic 
barium and strontium, which vaporize. Since the vapor moves 
in straight lines, it can be directed as desired by means of shields 
and by proper location of the tantalum wire. This type of getter 
is called hatalum [See (11) in Fig. 3-116]. 

2-9. Limitation of Anode Current by Space Charge. —The 
effect of space charge in limiting space current and the increase of 
anode current resulting from an accelerating anode potential have 
already been mentioned in connection with the theory of therm¬ 
ionic emission. Before proceeding to a discussion of the quanti¬ 
tative relation between anode current and anode potential in a 
two-element tube, it is of interest to discuss further the physical 
picture underlying the phenomenon. The behavior of the 
emitted thermionic electrons is complicated by their initial 
velocities. For this reason it is best first to formulate a theory 

^Lederer, E. a., and Wamsley, D. H., RCA Rev., 2, 117 (1937). This 
article also discusses gettering methods used in glass tubes. 
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on the assumption that the initial velocities are zero and then, 
when they are taken into consideration, to see in wh^,t manner 
the results should be altered. For the present, therefore, initial 
velocities will be assumed to be zero. It will be further assumed 
that both cathode and anode are homogeneous, constant-poten¬ 
tial, parallel planes of large area, and hence that the electric 
field over the surface of the cathode may be assumed to be 
uniform. 

Electrons that leave the cathode constitute a space charge 
that exerts a retarding field at the cathode. The net field at the 
surface of the cathode is the difference between this retarding 
field and the accelerating field produced by the positive voltage 
of the anode. The number of electrons in the space, and hence 
the retarding component of field at the cathode, increases 
with the anode current. When the positive anode voltage is 
applied, the anode current builds up with great rapidity to such 
a value that the average retarding field at the cathode caused 
by the space charge is equal to the accelerating field caused 
by the anode voltage, making the average field zero at the 
cathode. Increase of emission then does not raise the anode 
current, as the additional emitted electrons merely reenter 
the cathode. If it were possible in some manner to increase the 
density of space charge by increasing the current beyond this 
equilibrium value, or if the anode voltage were reduced slightly, 
then the net field at the cathode would be a retarding one. For 
an instant, all emitted electrons would be prevented from moving 
away from the cathode, and the current and space-charge density 
would be automatically reduced to a value that would again make 
the average field at the cathode zero. An increase of anod^ 
voltage causes the accelerating field to exceed the retarding field. 
The number of electrons moving to the anode then increases untilj 
the retarding field again equals the accelerating field. 

At first thought it may not seem plausible that there can be a 
steady flow of electrons to the anode when both the velocities of 
emitted electrons and the average electrostatic field are zero 
at the cathode. It is only the time average fi dd ^ howe ver, that 
i^zero at any point on the cathqd^ The instar Uaneous tiela at 
po inT rnay"^v^y^ a ran dom m anner betwegu-~UQsitiye and 
negative values. Immediately after one or more electrons have 
entered some point of the anode, the net field at a corresponding 
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point of the cathode may be positive, causing one or more elec¬ 
trons to move away from Ihe cathode. These electrons produce 
a retarding field behind them which prevents the departure of 
more electrons from that point until the entrance of other 
electrons into the anode again results in an accelerating field. 
Many electrons are entering and leaving the space at any instant, 
so that the ^^Id fluctuations are rapid and haphazard. 

2-10. Child’s Law.—The foregoing descriptive explanation 
shows that, if an ample supply of electrons is available at the 
cathode, the anode current in a diode varies with the voltage 
applied between the anode and cathode. A mathematical 
analysis of this phenomenon was first made by Child. ^ The 
equation relating the anode current and voltage is called ChiUTs 
law. The general derivation for electrodes of any size and shape 
is too difficult to yield a useful equation, and so only the relatively 
simple cases such as those applying to plane parallel electrodes 
of large area and to long concentric cylinders are ordinarily 
considered. In deriving Child^s law for plane parallel electrodes 
the following assumptions are made: 


1. The cathode temperature is high enough at all points so that more 
electrons are emitted than are drawn to the anode; i.e., the current is 
limited by space charge. 

2. The cathode and anode are parallel plates whose area is large as 
compared to their spacing; f.e., the electrostatic field is normal to the 
electrode surfaces and uniform over the surface of any plane parallel 
to the electrodes. 

3. The surfaces of the anode and cathode^are equipotential surfaces. 

4. The space between the cathode and the anode is sufficiently free of 
gas so that electrons do not lose energy by collision with gas molecules 
in moving from the cathode to the anode. 

x/- Emitted electrons have zero initial velocity after emission. 


Under these assumptions the following three equations may be 
written: 


dW 

dx^ 


4tTp 


(2-2) 


8F = (2-3) 

pvA = 4 (2-4) 


in which V is the potential, relative to the cathode, at a distance x 
from the cathode; p is the density of electron space charge at a 
1 Child, C. D., Phy8. Rev,, 82, 498 (1911). 
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distance x from the cathode; 8 and me are the charge and mass, 
respectively, of an electron; v is the velocity dx/dt of an 
electron at a distance x from the cathode; 4 is the anode current; 
and A is the area of the electrodes. 

Equation (2-2) combines in symbolic form the definitions 
of potential difference and electric field. It is a special form of 
Poisson's equation, one of the most important fundamental 
laws of electrostatics, and may be derived directly from Gauss's 
law^ (see Sec. 1-10). Equation (2-3) states that the energy gained 
by an electron in moving from the cathode to a distance x 
from the cathode under the influence of the electric field appears 
entirely in the form of kinetic energy. Equation (2-4) is a 
symbolic formulation of the definition of the magnitude of an 
electric current as the rate of flow of charge. 

In the solution of the simultaneous differential Eqs. ( 2 - 2 ), 
(2-3), and (2-4), the following boundary conditions must be 
applied: At the cathode, the potential F, the average electric 
field dV/dXy and the velocity v are zero. 

At the anode, where x is equal to the 
cathode-to-anode spacing d, the poten¬ 
tial is equal to 65 , the applied anode ^ 
voltage. Solution of the equations and 
substitution of numerical values of 8 > 
and give the following equation 
for the anode current of a diode ^ 

% = 2.34 X 10-« amp (2-5) ° ^ 

^ Coithoole Pla+e 

. 1-11 j 70 j • Fia. 2-9.—Variation of field 

in which A and d are measured in the strength e, potential v, elec- 

same units. By combining Eq. (2-5) velocity v, and space- 

•XT- T7. /o o\ /o j /O xu charge density p with distance 

With Eqs. (2-2), (2-3), and (2-4), theo- ^ from plane cathode. Zero 
retical expressions may be derived for initial velocity. Arbitrary 

density of space charge, electron veloc¬ 
ity, electric field strength, and potential as functions of distance 
from the cathode. Curves derived from these are shown in 
Fig. 2-9. 

Child's law for concentric cylinders whose length is large as 
compared to their spacing is 

^ Page, L., and Adams, N. I., Principles of Electricity,” p. 83, D. Van 
Nostrand Company, Inc., New York, 1931. 

* Page and Adams, op, cit.j p. 297. 
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% = 14.G8 X 10-« ~ amp (2-6) 

in which r is the radius of the anode, h is the length of the elec¬ 
trodes, and 6 is a factor whose value depends upon the ratio of the 
radius of the anode to that of the cathode, b has the approximate 
value i for a ratio 2, ^ for a ratio 3, and 0.9 for a ratio 8. If the 
plate diameter is large as compared to that of the cathode, 
Eq. (2-6) reduces to the approximate form 

H = 14.7 X ]0-* ~ amp (2-7) 

Equations (2-5), (2-6), and (2-7) show the importance of 
close spacing between cathode and anode if large currents are 
desired at small anode voltages. 

2-11. Deviations from Child’s Law Observed in Practical 
Diodes.—Deviations from Child^s law result from the failure of 
practical diodes to satisfy the assumptions made in its derivation. 
Since the temperature of the cathode is fixed by considerations 
of emission efficiency and life, there is always a saturation voltage 
above which the current is not limited by space charge but by 
filament emission. If other assumptions were satisfied, the 



Fig. 2-10.—Curves of anode current vs. anode voltage at two values of emitter 

temperature. 

saturation voltage would be quite definite and the current- 
voltage curve would be as shown by the dotted lines of Fig. 2-10. 
Because of variations in temperature, electron affinity, and field 
strength over the cathode surface, the anode voltage at which 
voltage saturation takes place is not the same for all points 
of the cathode. The curve of anode current vs, anode voltage 
therefore bends over gradually, as shown by the full line of Fig. 
2-10. Above saturation the current is not entirely constant but 
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continues to rise somewhat with anode voltage. This is explained 
by reduction of electron affinity with increase of external field 
(see Sec. 1-12), and lack of homogeneity of the surface of the 
emitter. The effect is particularly noticeable with oxide-coated 
cathodes. 

The assumptions of uniform field and equipotential cathode are 
satisfied fairly closely in heater-type diodes with cylindrical 
plates. The voltage drop in filamentary cathodes may be 
shown to change Child’s f-power law into a |^-power law at 
anode voltages relative to the negative end of the filament that 
are less than the voltage of the positive end of the filament. 
This tends to make the lower part of the ih-eb curve steeper. 
The exact effect upon the curve of failure to satisfy the assump¬ 
tion of uniform field is complicated and impossible to predict 
completely. 

2-12. Effect of Initial Velocities of Emitted Electrons.—Modi¬ 
fied forms of Child’s law which take into consideration the initial 
velocities of emitted electrons have been derived by Schottky, 
Langmuir, and others.^ For the purpose of this book, a qualita¬ 
tive explanation of the effect of initial velocities is sufficient. Let 
it first be supposed that the electrons emerge with zero velocity. 
Under equilibrium conditions the space current and the space- 
charge density assume such values that the average field at the 
cathode is zero. The field and potential distributions in the inter- 
electrode space are as shown in Fig. 2-9. Now let the emitted 
electrons suddenly have initial velocities that, for the sake of 
simplicity, are assumed to be the same for all electrons. Elec¬ 
trons that, without initial velocity, would have reentered the 
cathode now move toward the anode in spite of the fact that 
the average field is zero. As a result, the current and the 
space-charge density increase. The retarding field of the 
space charge now exceeds the accelerating field of the anode, 
giving a net retarding field at the cathode surface which slows 
up the electrons in the vicinity of the cathode. Equilibrium 
results when the retarding field in the vicinity of the cathode is 
sufficiently high so that the electrons are brought to rest in a 
plane a short distance s from the cathode. The average field in 

^ Schottky, W., Physik. Z., 15, 526 (1914); Ann. Phyatkj 44, 1011 (1914). 
Langmuir, I., Phys. Rev., 21, 419 (1923). Davisson, C., Phys, Rev., 26, 
808 (1925). 
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this plane is zero, but instantaneous fluctuations allow just enough 
electrons to pass to give the required anode current. The 
behavior is similar to that which would obtain if the initial 
velocity were zero and the cathode were moved toward the anode 
by the distance s. Because of the random distribution of electron 
velocities the phenomenon is actually more complicated than 

this simplified picture indicates. The 
simple theory shows, however, that 
the effect of initial velocities is to in¬ 
crease the anode current corresponding 
to any anode voltage and is therefore 
equivalent to that of a small increase 
of anode voltage. Because the elec¬ 
trons emerge with velocities corre¬ 
sponding to kinetic energy of the order 
of a volt or less, the effect is appreciable 
only for low anode voltages. The field 
and potential distributions throughout 
the interelectrode space are plotted in 
Fig. 2-11. That the potential must 
pass through a minimum where the 
field is zero follows from the fact that 
the field at any point may be expressed as the space derivative 
of the potential at that point. 

The lower part of the ib-Cb curve of Fig. 2-10 is raised slightly 
as the result of initial velocities of emitted electrons, and a small 
negative voltage must be applied in order to reduce the anode 
current to zero. Theoretical equations relating anode current 
and voltage at negative anode voltages have been derived by 
Schottky^ and Davisson.^ Because of their complicated form 
and because of failure to satisfy in practice the assumptions made 
in their derivation, these are seldom of great practical value. At 
negative anode voltages that are high enough to reduce the anode 
current to the order of 50 /xa or less, the anode current of diodes 
with unipotential cathodes follows closely the empirical relation 

ib = (2-8) 

in which ki and k 2 are constants for a given tube. The current 

^ ScHOTTKY, loc. cU.; Langmuir, loc. cit, 

* Davisson, loc. cit. 
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Fig. 2-11.—Variation of 
field strength and potential 
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considered. 


Sec. 2 - 16 ] 


THERMIONIC EMISSION 


41 


departs materially from this exponential law as the negative 
anode voltage is reduced in the vicinity of zero voltage, par¬ 
ticularly at high cathode temperatures. Experimental curves 
corresponding to Eq. (2-8) were first obtained by Germer. ^ 

Unless the plate of a highly evacuated diode becomes hot 
enough to emit electrons, increase of negative anode voltage 
beyond the value that reduces the current to zero has no further 
effect upon the anode current. The fact that anode current 
flows in one direction only is employed in the application of 
diodes to detection and to power rectification, which will be 
discussed in Chaps. 7 and 11. 

y 2-13. Relation of Richardson’s and Child’s Laws. —It should 
be noted that Richardson^s equation and Child^s law apply to two 
different conditions of operation of two-element tubes. Richard¬ 
son’s equation holds only under voltage saturation, whereas 
Child’s law applies only under temperature saturation. In most 
applications, vacuum tubes are used in such a manner that tem¬ 
perature saturation prevails. 

2-14. Shot Effect. —The random motion of electrons causes 
rapid variations of the number of electrons that pass from the 
cathode to the anode in unit time, and thus produces fluctuations 
of anode current. This phenomenon, which may be readily 
detected by the use of sufficient amplification, is called the shot 
effect. It is one of the factors that limit amplification by vacuum 
tubes (see Sec. 6-15). 

Heating of the Plate. —The kinetic energy acquired by elec¬ 
trons in moving from the cathode to the plate is converted 
into heat when the electrons strike the plate. The average 
current that a vacuum tube can pass is limited by the temperature 
of the plate at which absorbed gas is driven out of the plate or 
electron emission takes place from the plate. The power that 
is converted into heat at the plate is equal to the time integral of 
the product of the plate current and plate voltage. Radiation 
of heat from the plate is increased by blackening its outer 
surface.) 7 

2-16. Classification of Tubes.— rElectron tubes may be classi¬ 
fied in a number of ways. These classifications include those 
based upon the process involved in the emission of electrons 
from the cathode, the degree of evacuation, the number of elec- 

^ Gebmeb, L. H., Phya. Rev.^ 26, 795 (1925). 
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Fig. 2-12.—Structure of a typical glass receiving tube. (Courtesy of Ken-rad Tube and Lamp Corp,) 
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Fig. 2-13.—Assembly of a typical glass receiving tube. {CouHesy of Radio Corporation of A\ 






















Fig. 2-15.—Size of typical “acorn*’ tubes shown in comparison with a golf ball. 
{Courtesy of Radio Corporaiion of America,) 

produced ^by the heating of an electrode. A phototube is an 
electron tube in which electron emission is produced directly 
by radiation falling upon an electrode. According to degree 
of evacuation, electron tubes are classified as high-vacuum tubes 
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and gas- or vapor-filled tubes A high-vacuum tube {vacuum tube 
or pliotron) is an electron tube evacuated to such a degree that its 
electrical characteristics are essentially unaffected by gaseous 
ionization. A gas-filled or vapor-filled tube {gas tube) is an 
electron tube in which the pressure of the ^ ^ ^ ; 

gas or vapor is such as to affect appreci- jCSlfc ^ i 

ably the electrical characteristics of the , 

tube. According to the number of elec- j fjB B } | 

trodes, tubes are classified as diodes^ tri- j | 

odeSy penfodeSy etc. For convenience or | 

economy or for reduction of space or J|if | 1 i 

weight, two or more sets of elements may JHM { ! 

be enclosed in a single envelope. Thus, i | 

there are duplex (double) triodes, duplex- - j i 

diode pentodes, triode pentodes, etc. The | | j 

diverse classification of electron tubes ' : 1 j 

according to application will be made in I § < 

later chapters,^ | ,[ '1 

2-16. Structure of Tubes.—Tubes ! 
are made with both glass and metal ^ i 

envelopes.^ The principal advantages of 'Jf J J 

metal tubes lie in their greater mechanical 7 1 ! 

strength and in the fact that the electrodes | [ ^ 

are permanently and completely shielded ! j ! 

without the use of an external shield. ^ ' I 

Furthermore, they do not require on the ^ j' } 

inside of the envelope the conducting f UjM j . | - J 
coating that must be used in glass tubes V .f- j 

to prevent the wall from acquiring a posi- ■ • 

tive charge as the result of secondary 

emission caused by the impact of elec- tube. {Courtesy of Radio 
trons that pass around the plate. A dis- ^o^porotion of AmeHca.) 
advantage of metal tubes is that the shells become so hot in 
operation that they cannot be conveniently handled. This is 
of importance in the routine factory testing of radio receivers. 
Another minor disadvantage is the impossibility of determining 
visually whether the heater is in operation. Glass tubes appear 
to be somewhat more reliable. In rectifiers, particularly, metal 

^ Pike, O. W., and Metcalf, G, F., ElectronicSy October, 1934, p. 312. 
See also ElectronicSy September, 1935, p. 31. 
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tubes are likely to give difficulty as the result of short circuits. 
Figures 2-12 and 2-13 show the construction of a glass receiving 
tube; Figs. 2-14 and 3-115 show typical metal receiving iubes. 

The great range in size of vacuum tubes is illustrated by 
Figs. 2-15 and 2-16. Figure 2-15 shows a typical acorn tube, 
developed for use at very high frequencies, at which it is essential 


Griefs 

Dlamefers rneasvrecL 
h 0.00! Inch 

Cd-hode-Sleeve Wofll 
Approyimafely 
0.002Jnch thick 

Air Pressure 
100,000.000 fhafof 
atmospheric presy 
sure ertsea level 

Bulb^ 

Inspected under, 
polarized light 
for sfrainSt 



PI cite 
Diameter gauged 
to 0>002inch 

Ceifhode Coating 
Weight variation 
less than 0.00007oz. 

Grid Wire 
Diameter does not 
vary more than 
a 00009 inch 

Hea+er Wire 
Di a meter does not 
vary more than 
0.00002 inch 


Fig. 2-17.—Materials used in typical radio receiving tubes. The complex 
nature of the structure of the modern vacuum tube, and of the manufacturing 
processes, is well illustrated by a consideration of the materials that are used. 


Oases. —Argon, carbon dioxide, chlorine, helium, hydrogen, illuminating gaa, neon, 
nitrogen, and oxygen. 

Metals and Compounds. —Alumina, aluminum, ammonium chloride, arsenic trioxide, 
barium, barium carbonate, barium nitrate, borax, boron, cesium, calcium, calcium alum¬ 
inum fluoride, calcium carbonate, calcium oxide, carbon, chromium, cobalt, cobalt oxide, 
copper, iridium, iron, lead, lead acetate, lead oxide, magnesia, magnesium, mercury, misch 
metal, rnolybdenum, monel, nickel, phosphorus, platinum, potassium, potassium carbonate, 
silica, silicon, sttver, silver oxide, sodium, sodium carbonate, sodium nitrate, tantalum, 
thorium, thorium nitrate, tin, titanium, tungsten, zinc, zinc chloride, and zinc oxide. 

Accessories. —Bakelite, ethyl alcohol, glass, glycerine, isolantite, lava, malachite green, 
marble dust, mica, nigrosine, petroleum jelly, porcelain, rosin, shellac, synthetic resin, and 
wood fiber. 


to keep lead capacitance and inductance as small as possible. ‘ 
No base is used on the acom type of tube, connections being 
made directly to the electrode leads. Figure 2-16 shows a 
100 -kw water-cooled transmitting tube of a type that is used in 
large broadcasting stations. 
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3-1. The greatest single advance in the development of 
vacuum tubes undoubtedly came with the introduction by 
De Forest of a control electrode between the cathode and plate 
of the diode. ^ The principal value of such a co ntrol ele ctrode 
arise s from the f act that relatively large plate currenlancLpoy^er 
may be control led by small variations of ypltage of.the cpn^ol 
electrode relative to the cathode without the expenditure of 
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Fiq. 3-1.—Electrode structure of typical filamentary and heater-type triode 

receiving tubes. 

app reciable power in the control circuit. A three-electrode 
vacuum tube‘containing an anode, a cathode, and a control elec¬ 
trode is called a triode. Figure 3-1 shows the cross sections of 
typical high-vacuum triodes. 

The form of the control electrode in early tubes led to the use of 
the term grid for this electrode. A grid is now defined more 
broadly as an electrode that contains openings through which 
electrons or ions may pass. Many vacuum tubes contain two or 
more grids. In numerous applications of multigrid tubes the 
voltages of all but one grid are kept constant. This grid, called 
the control gridy serves to vary the plate (or other electrode) 
current by means of changes of voltage applied to it.. The 
behavior df multigrid tubes with all grid voltages but that of the 
control grid fixed is in many respects similar to that of a triode. 

1 De Forest, Lee, U. S. Patent 841387 (1907); U. S. Patent 879632 (1908). 
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Standard symbols for filamentary and heater-type triodes are 
shown in Fig. 3-2a.^ Often circuit diagrams can be simplified 
by the use of the modified forms of Fig. 3-26. In most circuits 
the filament and heater connections are of secondary importance 
and may be omitted. Whenever 
possible, therefore, simplified 
symbols such as those of Fig. 3-2c 
will be used. Except for the 
omission of the grid, diode sym¬ 
bols are the same as those used 
for triodes. Figure 11-8 contains 
the symbol used for a diode with 
two anodes, and Fig. 12-10 shows 
the symbol for a tube in which a 
single envelope contains a diode 
and a triodc with a common cath¬ 
ode connection. 

3-2. Theory of Grid Action in 
Triodes. Equations for Plate 
and Grid Currents.—Electrody¬ 
namic analyses of the action of 
the grid in controlling the plate 
current of a triode have been 
developed. 2 For the purposes of this book it will be better to 
present a brief qualitative discussion of the phenomenon of grid 
control and to base subsequent derivations upon empirically 
determined facts. 

In Fig. 3-3 is shown the approximate field distribution result¬ 
ing from applied electrode voltages in a triode with plane cathode 
and anode. Lines are used in the customary manner to indicate 
the electrostatic field, but, contrary to convention, the arrows 
indicate the direction in which electrons are urged by the field.* 
The plate voltage is assumed to be positive and constant in 

^ “Standards on Electronics,” p. 15, Institute of Radio Engineers, New 
York, 1938. 

* See, for instance, E. L. Chaffee, “Theory of Thermionic Vacuum 
Tubes,” Chap. VII, McGraw-Hill Book Company, Inc.,'New York, 1933. 

* No special effort has been made in Fig. 3-3 to depict the field distribution 
accurately. Figure 3-3 is derived from more complete and carefully 
constructed diagrams shown on pp. 175 and 176 of “Theory of Thermionic 
Vacuum Tubes,” by E. L. Chaffee. 



Fig. 3-2.—Symbols for filamentary 
and heater-type high-vacuum triodes. 
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value. If the grid is made sufficiently negative with respect 
to the cathode, all lines of force terminate on the grid, and no 
field exists directly between the plate and cathode. This is 
illustrated in Fig. 3-3a. The field at all points of the cathode 
is in the direction to return emitted electrons to the cathode, 
and so the plate current is zero. If the grid is slightly less 
negative, some field will extend directly from the anode to 
the cathode, as shown in Fig. 3-36, and there will, be a force 



Caihode Caihode 

a - High neg. gn'd voltage b- Medium neg. grid vol+age 

Zero plate current 


> Plai - p . 


Phie 



Caihode 

c- Zero grid voltage 


Gn’d Caihode 

d'small positive grid voltage 


Fig. 3-3.—Approximate field distribution resulting, from applied voltages in a 
triode with plane parallel electrodes for fixed positive plate voltage and four 
values of grid voltage. Arrows indicate direction of force on an electron. 


tending to carry electrons from certain points of the cathode 
to the anode. Further decrease of negative grid potential 
increases the areas of the cathode over which the field tends to 
remove electrons and strengthens the average field over these 
areas. As long as the grid is negative with respect to the cathode, 
electrons can reach the grid only if they have sufficient kinetic 
energy to overcome the retarding field terminating on the grid. 
Because the initial velocity of emission of the electrons is small, 
electron current to the grid is zero until the negative grid voltage 
is appreciably less than a volt. If the tube contains traces of 
gas, there may be a small positive-ion current to the grid when the 
grid is negative. At zero grid potential, illustrated by Fig. 3-3c, 
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no point of the cathode experiences a retarding field. Initial 
velocities cause some electrons to strike the grid, giving a small 
grid current. When the grid is positive, as in Fig. 3-3d, there is 
an accelerating field over the whole surface of the cathode. A 
portion of this field terminates on the grid, causing appreciable 
grid current to flow. 

As in the diode, the net field at the cathode is actually the 
resultant of the retarding field produced by the space charge 
and the field caused by the electrode voltages. Equilibrium is 
established when the average net field is zero at a short distance 
from the cathode. Increase of applied accelerating field causes 
the net field to become positive and thus allo.ws more electrons 
to go to the plate. The space current and space charge increase 
until the average net field is again zero a short distance from the 
cathode. 

Since the field at the cathode depends upon the potential 
both of the grid and of the plate, the plate current is a function 
of both grid and plate voltages. This may be stated symbolically 
by the functional equation 

ib = fi^bf Cc) (3-1) 

in which 4 is the plate current, €b is the plate voltage, and Co 
is the grid voltage. Because of the screening action of the grid, 
only a portion of the field from the plate extends directly to tho. 
cathode, whereas there is nothing to intercept the field between 
the grid and the cathode. LQne is led to guess, therefore, that the 
plate current is affected more by changes of grid voltage than of 
plate voltage, i.e,, that the grid voltage is /x times as effective as 
the plate voltage in controlling the plate current, ju being a factor 
greater than unity, n is not necessarily constants The effect of 
initial velocity of emitted electrons is the same^a^though a small 
increase were made in either grid or plate potential. The con¬ 
tact potentials may either increase or decrease the effective field 
at the cathode. It is convenient to combine the effects of initial 
velocity and contact potentials into a single quantity €, an 
equivalent voltage that would produce the same effect upon 
plate current as the initial velocity plus the contact potentials, 
c is ordinarily so small in comparison with externally applied 
potentials that it may be neglected. This analysis leads to the 
assumption that the plate current is a function of {ei + m^c + «)- 
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This fact may be expressed by the functional equation 

ih — "j“ "b t) {Tf const.) (3*2) 

where Tf is the temperature of the cathode. 

The use of Eq. 3-2 is justified by the fact that it is verified 
experimentally. Sometimes it is possible to make use of the more 
explicit approximate law 

ih = A(eb -f- (3-3) 

in which A is a constant. The exponent n varies considerably 
with grid and plate voltage, the values ranging roughly between 
1.2 and 2.5 for negative values of ec. When either grid or plate 
voltage is maintained constant, however, the variation of n is 
often so small that it may be assumed to be constant over certain 
ranges. In some analyses, n is assumed to be equal to 1.5 when 
€e = 0, although actual values may depart appreciably from 
this value. 

fjL is called the plate amplification factor, or simply the amplifica¬ 
tion factor of the tube. It is a measure of the relative effective¬ 
ness of the grid and plate voltages in controlling the plate current. 
The amplification factor will be shown to be related to certain 
of the characteristic curves of a triode, and it will be defined 
mathematically on the basis of this relationship (see Sec. 3-5). 
The value of fx depends upon the shape and spacing of the 
electrodes,^ and to some extent upon the plate current; it may 
also be made to vary with electrode voltages (see Sec, 3-7). 
Electrodynamic analysis, based upon the assumption that the 
electrodes are parallel and of infinite extent, that the grid wire 
spacing is large compared to the diameter of the grid wire, and 
that the space charge between electrodes is zero, yields the follow¬ 
ing approximate formula for 



in which p is the distance between the planes of the grid and the 
plate, a is the distance between adjacent grid wires, and r is the 
radius of the grid wire. An approximate expression for which 
» Kusunose, Y., Proc. I.R.E., 17, 1706 (1929). 

*ScHOTTKY, W., Arch. Elekirotech,, 8, 21 (1919); Salzberq, B., Proc. 
I.R.E., SO, 134 (1942). 
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applies to a long cylindrical anode and cathode and a helical grid is^ 


2 % — (pp — p„) 

Pv _ 


(3-5) 


in which pp and pg are the radii of the anode and grid, respec¬ 
tively, and a is the spacing of the grid wires. 

The effect of space charge is to cause a variation of amplifica¬ 
tion factor with plate current or electrode voltages. Except 
in the case of “variable-mu^’ tubes (see Sec. 3-7), in which the 
grid wires are not equally spaced, the variation of p with electrode 
voltages is sufficiently small so that it may often be assumed to be 
constant over the working range of current and voltages. At 
positive grid voltages, however, diversion of current from the 
plate to the grid lowers p. 

The grid current of a triode is also a function of the grid and 
plate voltages. This fact may be expressed by the functional 
equation 

ie = G{ec 4“ Pg^b 4" «) (T/ = const.) (3-6) 

in which pgy the grid amplification factor, is less than unity. 

3-3. Time of Transit of Electrons. —Because of its small mass, 
the acceleration of an electron is so rapid that the time taken for 
electrons to pass from the cathode to the plate may usually be 
neglected and the response of electrode currents to changes of 
electrode voltages considered to be instantaneous. At the very 
high frequencies corresponding to wave lengths of the order of a 
few meters or less, however, time of transit must be taken into 
consideration.^ Since the operation of vacuum tubes at ultrahigh 
frequencies will not be discussed in detail in this book, the time of 
transit of electrons will be neglected. 

3-4. Static and Dynamic Characteristics. —Theoretical and 
practical studies of the performance of vacuum tubes and 
vacuum-tube circuits are greatly facilitated by the use of curves 

^ Abraham, H., Arch. Elektrotech., 8, 42 (1919); King, R. W., Phys. Rev., 
15. 256 (1920). 

* Benham, W. E., Phil. Mag., 6, 641 (1928). Llewellyn, F. B., Proc. 
LR.E.; 21, 1632 (1933); 22, 947 (1934); 23, 112 (1935). Chaffee, J. G., 
Proc. I.R.E., 22, 1009 (1934). Ferris, W. R., Proc. I.R.E., 24, 82, 105 
(1936). North, D. O., Proc. I.R.E., 24, 108 (1936). 
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I relating the electrode currents and voltages, called characteristics. 

I A static electrode characteristic is a relation, usually shown by a 
graph, between the voltage and current of that electrode, other 
“electrode voltages being maintained constant. A static transfer 
characteristic is a relation, usually shown by a graph, between the 
voltage of one electrode and the current of another electrode, all 
other voltages being maintained constant. Unless otherwise^ 
specified, the term transfer characteristic is understood to apply to 
characteristics relating control-grid voltage and J)late current, 
which are the most frequently used transfer characteristics. 

Strictly, a static characteristic is one obtained with steady 
voltages, whereas a dynamic characteristic is one obtained with’ 
alternating voltages. Inasmuch as all voltages but one are 
specified to be constant in the above definitions, the character¬ 
istics obtained with alternating voltages differ from those 
obtained with direct voltages only when the frequency is so high 
that tube capacitances and electron transit time cause appreciable 
out-of-phase components of current, "^^e term dynamic transfer 
characteristic has come to be applied to a transfer characteristic 
obtained with alternating control-grid voltage when the electrode 
current under consideration passes through an external imped¬ 
ance, called the load impedance^ the supply voltage for that 
current being maintained constant. Voltage drops in the load 
iSPKlance cause the electrode voltage to differ from the supply 
voltage, and the electrode voltage to vary with current. In 
general, IR drop in the load causes the transfer characteristic 
to be affected by load even when the characteristic is derived by 
using steady voltages. Extension of the term dynamic transfer 
characteristic to include such a characteristic may be justified 
by considering it to be a limiting curve obtained as the frequency 
of alternating voltage is made to approach zero. 

There are four sets of static characteristics of triodes. They 
are the plate characteristics 4 vs. Cb at constant values of Cc] the 
grid characteristics % vs. Cc at constant values of ct; the grid-plate 
transfer characteristics 4 vs. Cc at constant values of c*,; and the 
plate-grid transfer characteristics 4 vs. Cb at constant values of 
Cc.^ Th^ behavior of a triode is completely specified by either 

^ Since the static characteristics are constructed by plotting corresponding 
values of direct voltages and currents, the letters used in representing these 
voltages and currents should be capitals to be entirely in accord with the 
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the plate and grid families of characteristics or the two families of 
transfer characteristics. 

In Figs. 3-4a and 3-45 are shown typical characteristics for a 
triode. The bending of the ib-Sc curves of Fig. 3-45 at positive 
values of ecj particularly noticeable for low values of plate 
voltage, is caused by diversion to the grid of electrons emitted 
by the cathode, and by secondary emission. When the grid 
voltage is less than the plate voltage, secondary electrons emitted 


AVERAGE PLATE CHARACTERISTICS 
Triode Connection 



Fia. 3-4a.—Typical triode plate characteristics and plate-grid transfer chara^PI 

istics. 

by the grid are drawn to the plate, but secondary electrons 
emitted by the plate, when the grid voltage exceeds the plate 
voltage, are drawn to the grid and constitute a current opposite in 
direction to the normal plate current. Typical curves of u and 
^c vs. Sb at large positive grid voltages are shown in Fig. 3-4c. The 
reversal of curvature of the plate characteristics of Fig. 3-4c 
between the plate voltages of 50 and 100 for grid voltages of 45 
and above is also the result of secondary emission. 

The points at which the characteristic curves intercept the 
voltage axes are called cutoff 'points, and the corresponding 

system of nomenclature used in this book (Sec. 3-17). In most applica¬ 
tions of the characteristic curves, however, the currents and voltages are 
assumed to vary, and so must be represented by lower-case symbols. For 
this reason, lower-case symbols have been used in Eqs. (3-1) to (3-6) and 
will be used for all characteristic curves. 
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voltages, the cutoff voltages. An 
grid and plate voltages at plate 



-60 -40 -20 0 20 40 


Grid Voltage, ec 

Fig. 3-46.—Typical triode grid-plate 
transfer characteristics and grid charac¬ 
teristics (same tube as Fig. 3-4a). 

cathode, variation of the electric i 


approximate relation between 
current cutoff can be derived 
fromEq. (3-3). When 4 = 0, 
(c6 + fiCcy = 0. This can be 
true only if Cb = Be¬ 

cause n is never strictly con¬ 
stant, the accuracy of this 
relation depends upon the volt¬ 
ages at which fi is evaluated. 
Considerable error may result 
when the usual published value 
of M is used, but the relation is 
often useful in making a rapid 
approximate determination of 
cutoff voltages. Because of 
lack of homogeneity of the 
emitter, voltage drops in the 
ild at various points of the cath¬ 


ode, and distribution of initial velocities of emission, the inter- 



0 100 200 , 300 400 500 

Plate Voltage,ejj 


Fio. 3-4c.—Typical triode plate characteristics and plate-grid transfer charaoter- 
.r istics at high positive grid voltages. 

sections of the characteristic curves with the voltage axis at cutoff 
are not sharp. Although some grid current usually flows at 
negative grid voltages lower than half a volt to a volt, the sim- 
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plifying assumption is often made that grid current cutoff occurs 
at zero grid voltage. 

The transfer characteristics of Fig. 3-46 may be derived from 
the plate characteristics of Fig. 3-4a, and vice versa. In Chap. 4 
it will be shown that much essential information concerning the 
performance of tubes in circuits may be obtained from the plate 
characteristics. It is important to note that in tubes with 
filamentary cathodes the grid and plate voltages are measured 
with respect to the negative end of the filament. 

The curves of plate and grid currents against cathode tem¬ 
perature of a triode are similar to those of plate current against 
cathode temperature of a diode, but voltage at which saturation 
becomes apparent depends upon both plate voltage and grid 
voltage. Since triodes are almost always operated above tem¬ 
perature saturation, these curves are of comparatively little 
practical value in connection with ordinary applications. 

3-6. Tube Factors.—The mathematical and graphical analyses 
of the operation of vacuum tubes and vacuum-tube circuits 
require the use of certain tube factors whose numerical values are 
dependent upon the construction of the tube and upon the 
electrode voltages and currents, and which serve as indices of the 
ability of given tubes to perform specific functions. Although 
only triodes have been discussed so far, it will be convenient 
also to present at this point general definitions which apply to 
tubes with more than three electrodes. 

MuEfactor is the ratio of the change in one electrode voltage to 
the change in another electrode voltage, under the conditions 
that a specified current remains unchanged and that all other 
electrode voltages are maintained constant. It is a measure 
of the relative effect of the voltages of two electrodes upon the 
current in the circuit of any specified electrode. As most 
precisely used, the term refers to infinitesimal changes. Sym¬ 
bolically, mu-factor is defined by the equation 
de- 

iijki etc., = const.) (3-7)^ 

The most important mu-factor is the control-grid-plate 
mu-factor, or amplification factor. Amplification factor is the 

^Although the partial derivative implies that other variables are held 
constant, for the sake of emphasis it seems advisable in this and following 
equations to indicate the constant parameters in parentheses. 



58 


PRINCIPLES OF ELECTRON TUBES 


[Chap. 3 


ratio of the change in plate voltage to a change in control-grid 
voltage under the conditions that the plate current remains 
unchanged and that all other electrode voltages are maintained 
constant. It is a measure of the effectiveness of the control- 
grid voltage, relative to that of the plate voltage, upon the plate 
current. The sign is taken as positive when the voltage changes 
of the two electrodes must be of opposite sign. As most precisely 
used, the term refers to infinitesimal changes. Symbolically, 
amplification factor is defined by the equation 

I M (4 = const.) (3-8)^ 

It must be proved that the factor ix which appears in Eqs. (3-2) 
and (3-3) is the same as that defined by Eq. (3-8). Examination 
of Eq. (3-2) shows that, unless the plate current is independent 
of electrode voltages, which is true in practice only when the 
current is zero or saturated, 4 is constant only when eh + + € 

is constant. Since tubes are seldom used continuously either 


with zero plate current or with saturation plate 
constant when 

current, 4 is 

('b + + € = const. 

(3-9) 

Differentiation of Eq. (3-9) shows that 


dcftl _ 

Jtb = const. 

(3-10) 

or 


deb 

(3-11) 


Since Eq. (3-11) is identical with Eq. (3-8), the factor fx of 
Eq. (3-2) is the same as that of Eq. (3-8). 


^ The symbolic definitions of tube factors are usually written in terms of 
the alternating components of electrode voltages and currents, rather than 
in terms of the total values. Since the difference between the instantaneous 
value of the alternating component of a varying quantity and the instan- 
taneous^total value of the quantity is equal to the average value, the deriva¬ 
tive of which is zero, derivatives of the alternating component and of the 
total quantity are equivalent. In order to show more closely the relation 
of the tube factors to the characteristic curves, and to simplify derivations 
based upon Eq. (3-2), the tube factors will be defined in terms of the total 
values of currents and voltages (see Secs. 3-17 and 3-18 for symbols). 
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Electrode conductance is the ratio of the change in the current 
in the circuit of an electrode to a change in the voltage of the same 
electrode, all other electrode voltages being maintained constant. 
As most precisely used, the term refers to infinitesimal changes as 
indicated by the defining equation 

di 

gj = ^ (cfc, etc. = const.) (3-12) 

aCj 

(See also Sec. 3-25.) 

Electrode resistance rj is the reciprocal of electrode conductance. 
The electrode conductance that is used most frequently in the 
analysis of vacuum tubes and vacuum-tube circuits is thej>toe 
conductance 

Qv (Cc = const.) (3-13) 

oCb 

Plate resistance is tlie reciprocal of plate conductance. 

Tp = - - = ^ {cc = const.) (3-14) 

^ g p oZb 

(See also Sec. 3-25.) 

Transconductance is the ratio of the change in the current in the 
circuit of an electrode to the change in the voltage of another 
electrode, under the condition that all other voltages remain 
unchanged. As most precisely used, the term refers to infini¬ 
tesimal changes as indicated by the defining equation 

gjk = (c;. Cl, etc. = const.) (3-15) 

OCk 

The transconductance most frequently used in the analysis 
of vacuum tubes and vacuum-tube circuits is the grid-plate 
transconductance {mutual conductance), which is defined sym¬ 
bolically as 

fifm = {ch = const.) (3-16) 

Unless otherwise specified, the term transconductance usually 
refers to control-grid-plate transconductance and will be so used 
in the remainder of this book. 

Grid Factors, —In many applications of vacuum tubes the 
operating voltages are such that no conduction current flows to 
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the control grid and all electrode voltages except those of the con¬ 
trol grid and the plate are kept constant. Under these condi¬ 
tions, vacuum-tube problems and derivations can be treated 
by the use of only three of the factors that have been defined: 
Hy Tpy and If conduction current flows to the control grid, it 
may be necessary to make use of the corresponding control-grid 
factors, which are defined symbolically as follows: 

const.) (3-17) 

(3-18) 

const.) (3-19) 

Because of the effect of space charge, and because of division 
of the total cathode current between the grid and the plate, 
iig is not in general the reciprocal of /x. 

Proof that Qm = f^/rp. — Only two of the plate factors are inde¬ 
pendent. This may be shown by taking the partial derivatives 
of the plate current, as expressed by Eq. (3-2). 

+ Me. + e) 

ffp = H = P'i^b + MCc + «) 

Dividing Eq. (3-20) by Eq. (3-21) gives 

J= = M or = f (3-22) 

yp 'p 

A similar derivation, based on Eq. (3-6), shows that 

Qn = ^ (3-23) 

*0 

3-6. Relation of Tube Factors to Characteristic Curves. —The 

definitions state that and fx are the slopes of the 

and Ob-ec curves, respectively, at points corresponding to the 
given voltages. Values of these factors may, therefore, be deter¬ 
mined accurately by measuring the slopes of the static character¬ 
istics at points corresponding to the electrode voltages, and 
approximately by taking the ratios of small increments of current 
and voltage corresponding to points on the characteristics. All 


(3-20) 

(3-21) 


Grid amplification factor Hg = 


Grid conductance gg 


(cfe = const.) 


Plate-grid transconductance gn = (Cc 

OCb 
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three factors may be determined from a single family of character¬ 
istics. The most accurate method of obtaining the three plate 
factors of a triode from the plate family of characteristics is to find 
rp from the reciprocal of the 
slope of the tangent to the ib-ei, 
curve at the point correspond¬ 
ing to the given electrode volt¬ 
ages, n from the ratio of Aet to 
Aec at the constant current at 
the point, as- shown in Fig. 3-5, 
and Qm from the ratio of /x to 
rp. Curves of ei vs, Cc at con¬ 
stant lb for a typical triode 
are shown in Fig. 3-6.^ The 
practically constant slope of the curves except at low plate 
voltages and high positive grid voltages indicates that over the 
normal operating range the amplification factor is nearly con¬ 
stant. Except in tubes designed to have variable amplification 



Fio. 3-6.—Typical triode Cb-ea characteristics (derived from Fig. 3-4a). 

factor, the variation of over the normal range of voltages does 
not exceed 10 to 15 per cent in triodes. Because of the small 
variation of (jl at negative grid voltages, fairly large voltage 
increments may be used without great error in determining its 
value from the plate characteristics. Some increase in accuracy 

^ eirtfo curves are not usually used in the solution of vacuum-tube prob¬ 
lems and are shown here only to point opt the nearly constant value of 
amplification factor in the normal range of voltages. 



Fig. 3-5.—Method of determining 
triode amplification factor from plate 
characteristics. 
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is gained by using a grid-voltage increment such that the point 
at whjch M is desired is at the center of the increment, rather 
th^at one side as in Fig. 3-5. 

^^-7. Sharp-cutoff and Remote-cutoff Grids. Variable-mu 
Tubes. —Thus far it has been assumed that the grid-wire spacing 
and diameter and the spacing of the grid from the cathode 
are uniform throughout the length of the grid. When this is 
true the field strength does not vary greatly over the cathode 
surface and so the negative grid voltage necessary to prevent 
electrons from going to the plate at any value of plate voltage 
is very nearly the same for all points of the cathode. The static 
transfer characteristic therefore approaches the grid-voltage axis 
relatively sharply. For this reason a grid of uniform structure 
is called a sharp-cutoff grid. If some dimension of the grid, such 
as the spacing between the wires, varies along the grid, on the 
other hand, the field at the cathode varies correspondingly at 
the cathode surface. A greater negative grid voltage is required 
to prevent electrons from leaving the cathode at points cor¬ 
responding to portions of the grid whore the spacing is large 

than to portions where the spac¬ 
ing is small. Cutoff conse¬ 
quently takes place at different 
values of grid voltage at differ¬ 
ent parts of the cathode and so 
the static transfer characteristic 
approaches the axis gradually. 
Such a grid is known as a gradual- 
cutoff or remote-cutoff (super- 
control) grid. Because the 
mu-factor corresponding to an 
elementary length of the grid 
varies along the grid, and be¬ 
cause the mu-factor of the entire 
grid varies greatly with electrode 
voltages, such a grid is also' termed a variable-mu grid. A tube 
that has a variable-mu control grid is called a variable-mu tube. 

Figure 3-7 shows the static transfer characteristics of two 
comparable tubes, one of which has a sharp-cutoff control grid, 
and the other a remote-cutoff control grid. Multigrid tubes 
may contain both one or more sharp-cutoff grids and one or 


12 



Control Grid Voltage 

Fio. 3-7.—Comparison of transfer 
characteristics of similar tubes having 
remote-cutoflf (6K7) and sharp-cutoff 
(6SJ7) grids. 
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more remote-cutoff grids. The advantages of remote-cutoff 
grids and tubes are discussed in Secs. 6-11 and 6-13 in connection 
with their use in voltage amplifiers. 

3-8. Multigrid Tubes. —Many desirable characteristics can be 
attained in vacuum tubes by the use of more than one grid. The 
most common types of multigrid tubes are the tetrode and the 
pentode. A tetrode is a four-electrode type of thermionic tube 
containing an anode, a cathode, a control electrode, and an 
additional electrode, which is ordinarily a grid. A pentode is 
a five-electrode type of thermionic tube containing an anode, a 
cathode, a control electrode, and two additional electrodes, which 
are ordinarily grids. 

The symbols for tetrodes and pentodes are similar to those for 
triodes, the various grids being shown in the relative positions that 
they occupy in the tubes. A special symbol, shown in Fig. 3-8?>, 
is often used for screen-grid tetrodes. 

The Screen-grid Tetrode. —One stimulus to the development 
of multigrid tubes was the necessity of reducing the capacitance 
between the grid and plate of the triode. If a vacuum tube 
used in a voltage amplifier has high grid-plate capacitance, the 
rS^atively large variations of plate voltage may induce appreci¬ 
ate variations of grid voltage. If the phase rela-tions are correct, 
this Induced grid voltage may add to the impressed alternating 
Voltage in such a manner as to cause the amplifier to oscillate 
(S^ee Sec. 8-3). This difficulty imposes a limit upon the ampli¬ 
fication that can be attained in radio-frequency amplifiers. 
For some years the problem was solved by “neutralizing.^^ 
Neutralization consists in connecting the grid through a small 
variable condenser to a point in the output circuit whose voltage 
is opposite in phase to that of the plate. The condenser may be 
adjusted so that the alternating grid voltage is independent 
of the output of the amplifier. Difficulties of adjustment, cir¬ 
cuit complications, and the cost of patent royalties made it 
advantageous to solve the problem by removing the cause, rather 
than by counteracting it* This was accomplished by introduc¬ 
ing between the control grid and the plate another grid,^ the 
Screen gndy the purpose of which is to shield ^e^idiroia.ihe 
pla^te, andT thus reduce"^^^ grid-to-plate capacitance. ^ Further 

* ScHOTTKY, W., Arch. Elektrotech.j 8 , 299 (1919); U. S. Patent 1537708; 
Barkhaubbn, H., Jahrh. drahtl. Tel. u. Tel, 14, 43 (1919); Howe, G. W. O.. 
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reduction in capacitance between the grid and plate was attained 
by placing the control-grid terminal at the top of the tube, 
instead of on the base. The screen-grid tetrode proved to have 
other characteristics which are fijly as important as its low grid- 
to-plate capacitance. 

The general construction of the elements of a type 24A screen- 
grid tetrode is shown in Fig. 3-8a. Th e ^reen grid consists ^f 
two cylinders of fine-mesh screening, one of which is between the 
plate and the control grid and the other outside of the plate. 
These two cylinders are joined at the top by an annular disk, 
completes the shielding. The potential of the screen is 
iR^fih'ally intermediate between the quiescent potentials of ttie 
cathode and plate. The positive voltage of the screen draws the 

electrons away from the cathode. 
Some of these electrons strike the 
screen and result in a screen current 
which usually performs no useful 
function; the rest pass through the 
screen grid and into the field of 
the plate, which causes them to be 
drawn to the plate. Since the elec¬ 
trostatic field of the plate terminates 
almost completely on the screen, the 
capacitance between the plate and 
grid is very small. Furthermore, 
variations of plate voltage have little effect on the plate current. 
The control-grid voltage, on the other hand, is just as effective as 
in the tridde. The change in plate current resulting from a change 
in plate voltage at constant grid voltage is small, and the ratio of the 
change in plate voltage to the change in grid voltage, necessary to 
produce a given change in plate current, is very high. It follows 
from the definitions of plate resistance and amplification factor 
that the screen-grid tetrode has high plate resistance and high 
amplification factor. By proper choice of control-grid structure 
and spacing of electrodes the transconductance can also be made 



Fig. 3-8.—(a) Electrode struc¬ 
ture of heater-type screen-grid 
tetrode. (6) Tube symbols for 
filamentary ajid hoater-type 
screen-grid tetrodes. 


Radio Rev.f 2, 337 (1921); Hull, A. W., and Williams, N. H., Phya, Rev., 27, 
432 (1926); Hull, A. W., Phya. Rev., 27, 439 (1926); Warner, J. C., Proc. 
I.R.E., 16, 424 (1928) (with 22 references); Prince, D. C., Proc, I.R.E., 
16, 805 (1928); Williams, N. H., Proc. I.R.E., 16, 840 (1928); Pidoeon, 
H. A., and McNally, J. O., Proc. I.R.E,, 18, 266 (1930). 
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high. Therefore a screen-grid tetrode can be designed to have 
the same transconductance as that of an equivalent triode and 
very much higher amplification factor and plate resistance. 

In Fig. 3-9 is shown a family of plate characteristics for a 
typical screen-grid tetrode, the type 24A. The negative slope of 
the characteristics at plate voltages lower than the screen voltage 
is the result of secondary emission from the plate. At zero plate 
voltage there is a small plate current which results from those 
electrons that pass through the screen with sufficient velocity to 
reach the plate. As the plate voltage is raised, more and more 
electrons are drawn to the plate after passing through the screen. 



Fig. 3-9.—Plate characteristics of type 24A screen-Rrid tetrode at 90-volt screen 

voltage, ec 2 . 

The velocity with which they strike the plate increases with the 
plate voltage and, when Cb is about 10 volts, becomes sufficiently 
high to produce appreciable secondary emission from the plate. 
Because the screen is at a higher voltage than the plate, these 
secondary electrons are drawn to the screen. Since the second¬ 
ary electrons move in the direction opposite to that of the primary 
electrons, they reduce the net plate current. If the plate is 
not treated to reduce secondary emission, the number of second¬ 
ary electrons leaving the plate may exceed the number of primary 
electrons that strike the plate, and so the plate current may 
reverse in direction. This is shown by the dashed curve of 
Fig. 3-9, which is for the old type 24A tube, with untreated plate. 
As the plate voltage approaches the screen voltage, the field at the 
plate caused by the screen voltage becomes smaller, and the 
electrons in the space between the screen and plate partly 
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offset this field. The number of secondary electrons drawn to 
the screen therefore falls off, and the plate current again increases. 
When the plate voltage is slightly higher than that of the screen, 
all the secondary electrons return to the plate. At higher 
voltages secondary emission from the plate has no effect upon 
the plate current, which is then determined almost entirely by 
the screen and control-grid voltages. Since very little of the 
plate field penetrates to the cathode, further increase of plate 
voltage has only a small effect upon the plate current. The small 
increase of plate current at plate voltages higher than the screen 
voltage is accounted for partly by increase in the number of 
secondary electrons from the screen that are drawn to the plate. 

3-9. The Space-charge Tetrode. —Instead of using the inner 
grid of a tetrode as the control electrode and applying a positive 
voltage to the second grid, it is possible to operate the tube by 
applying a small positive voltage to the inner grid and using the 
second grid as the control electrode.^ The positive voltage 
on the first grid overcomes the effect of the space charge in the 
vicinity of the cathode, and thus increases the plate current 
and the transconductanee. Some of the electrons are drawn 
to the positive inner space-charge grid, but the remainder pass 



Voltage of Second Grid ec2 


Fio. 3-10.—Characteristics showing 
first-grid current iei and plate current ib 
of a space-charge tetrode as a function of 
second-grid voltage Cct* 


through this grid and into the 
region controlled by the second 
grid and the plate. The effect 
is in some respects the same as 
though the cathode were plao^ 
much closer to the control gfn 
in. a triode. A high negative 
voltage on the second grid prW 
vents the electrons from pass¬ 
ing to the plate and returns 
them to the positive space- 
charge grid. As the negative 
control-grid voltage is reduced; 


more electrons pass to the plate and fewer to the space-charge- 
grid. Tlius, the plate current increases, and the space-charge- 


grid current decreases with decrease of negative voltage on the 


1 Ardennb, M. von, Hochfrequenztech. u. Elekiroakustik, 42, 149 (1933). 
See also Wireless Eng., 11, 93 (1934) (abstr.); 1. Langmuir, U. S. Patent 
1668437, filed Oct. 29, 1913; Warner, loc. cU. 
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control grid. Figure 3-10 shows typical curves of plate current 
and of first-grid current as a function of second-grid voltage. 

Although the transconductance of a space-charge tetrode is 
greater than thatoj^ftriode with a similar cathode, the relatively 
high currentJj^^e space-charge grid results in a less efficient 
use of thjgJjBthode current. Because more recently developed 
pentodes* much better characteristics than space-charge 
tetrodes', kps^-charge tetrodes are now Tormina! 

used onl^ in special applications, some _ I IL 

of wl^ich will be discussed in later / | yShietd 

chaptefs. i / 

3-10. The Pentode. —For most ap- ) *—frf g, 

plications the curved portions of the / IT^ ~ \ 
characteristic curves of screen-grid I;; * *• *; L _ 

tetrodes at plate voltages lower than 1 : * j : | 1 

the screen voltage are undesirable. In \ / 444)-^^“""^ 

amplifiers, excessive distortion results \ / / / / 

if the tube is operated in this region, ^ ^ , 

and, if the circuit contains inductance structure of the type 57 
and capacitance, oscillation may occur 

' ’ are normally the control, 

(see Sec. 8-2). Restriction of opera- screen, and suppressor grids, 

tion to the region to the right of the ^^spectiveiy. 
plate-current dip reduces the voltage or power output that can 
be obtained at a given Value of operating plate voltage. 

By the use of a ribbed plate and special treatment to reduce 
secondary emission, it is possible to design tetrodes whose 
characteristic curves do not have portions with negative slope. 
The type 48 tetrode is an example of such a tube. The effects 
of secondary emission can also be reduced or eliminated by pre¬ 
venting the secondary electrons emitted by the plate from 
going to the screen. This can be done by placing between 
the screen and the plate a third grid, called the s^ippressor grid. 
Figure 3-lla shows the arrangement of the electrodes of a typical 
suppressor pentode of the voltage amplifier type, the 57. The 
purpose of the shield in the dome of the tube is to shield the 
control-grid lead and terminal from the plate. This shield is con-, 
nected internally to the cathode and shaped so as to act as the 
continuation of an external shield which may be placed around 
the tube. In voltage pentodes of more recent design, such as 
that shown in Fig. 3-115, special precautions in placing and shield- 


Fig. 3-lla.—Electrode 
structure of the type 57 
pentode. G\, (# 2 , and (?s 
are normally the control, 
screen, and suppressor grids, 
respectively. 
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ing the leads have made it possible to connect the control grid to a 
base pin instead of to a terminal at the top of the tube. ^ In power 
pentodes the control-grid terminal is in the base of the tube. 

Figure 3-12 shows a series of plate characteristics of the 57 tube 
at constant control-grid and screen-grid voltages for a number of 
suppressor-grid voltages. It can be seen that the secondary- 


1 METAL ENVaOPE 
1 SPACER SHIHD 

3 INSULATING SPACER 

4 MOUNT SUPPORT 

5 CONTROL GRID 

6 COATED CATHODE 

7 SCREEN 

• HEATER 

♦ SUPPRESSOR 

10 PLATE 

11 BATALUM GETTER 

17 CONICAL STEM SHIELD 

13 HEADER 

14 GLASS SEAL 



15 HEADER INSERT 

16 GLASS-BUnON STEM SEAL 

17 CYLINDRICAL STEM SHIELD 

18 HEADER SKIRT 
10 LEAD WIRE 

70 CRIMPED LOCK 

71 OCTAL BASE 
77 EXHAUST TUBE 

73 BASE PIN 

74 EXHAUST TIP 

75 ALIGNING KEY 
24 SOLDER 

77 ALIGNING PLUG 


Fig. 3-116.—Typical metal voltage-amplifier pentode in which the control-grid 
connection is brought out through the base. Note conical stem shield 12. 
{Courtesy of Radio Corporation of America.) 


emission dips move to the left and become less pronounced as 
the suppressor-grid voltage is reduced below the screen voltage. 
When the suppressor voltage is zero, i.c., when the suppressor is 
connected to the cathode, the secondary-emission effects are 
almost entirely absent. 

The explanation of the action of the suppressor is simple. 
When the suppressor is connected to the cathode, the field 
1 Kelly, R. L., and Miller, J. F., Electronics^ September, 1938, p. 26. 
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between the plate and the suppressor is always such as to move 
electrons toward the plate. The secondary electrons removed 
from the plate have sufficiently low velocity of emission so that 
even at low plate voltages few can permanently leave the plate 
against this retarding field. Velocity acquired by the primary 
electrons in the space between the cathode and the screen carries 
most of them through the screen and suppressor and thence into 
the field beyond the suppressor, which draws them to the plate. 

The additional shielding effect of the suppressor grid results in 
plate resistance and amplification factor that are even greater 



Fi«. 3-12.—Plate characteristics of the type 57 pentode, showing effect of variation 
of suppressor voltage Crs at 90-volt screen voltage ec 2 . 

than for tetrodes and in lower capacitance between the control 
grid and the plate. It can be seen from Fig. 3-12 that the plate 
resistance of the suppressor pentode can be varied by means of 
negative suppressor voltage. 

In some pentodes the suppressor is permanently connected to 
the cathode internally; in others, all three grids may have external 
connections in order that the grids may be used in various ways. 
When the second and third grids are connected to the plate, 
the tube has ordinary triode characteristics. When the first 
and second grids are used together as the control grid and the 
third is connected to the plate, the tube acts as a triode with 
very high amplification factor and low plate current. Other 
special applications of pentodes will be discussed in later chapters 
(see end of Sec. 6-1 and Secs. 6-18, 8-2, 8-10, and 12-4). 

Figures 3-13 and 3-14 show the plate characteristics for two 
types of suppressor pentodes, the 57 and the 2A5 (see also Figs. 
A-7, A-9, and A-12, page 375). It will become apparent from 







70 


PRINCIPLES OF ELECTRON TUBES 


[Chap. 3 


material to be presented in this and later chapters that ideal 
characteristics for amplifier tubes would be straight, parallel, 
and equidistant for all values of plate voltage. The gradual 
bending of the characteristics at low plate voltages, particularly 
noticeable in the characteristics of pentodes designed to give 



Fio. 3-13.—Plate characteristics of a typical voltage pentode. 



Fig. 3-14.—Plate characteristics of a typical power pentode. 

large power output, such as the type 2A5, causes distortion and 
is therefore objectionable. Xt is the result of nonuniformity pf 
the fieldr in the plane of the suppressor grid. Saturation is 
obtained at different plate voltages for different sections of this 
plane, and so the characteristics bend gradually and have broad 
knees. This difficulty is avoided in the beam power tube,^ 

1 Schade, O. H., Proc. I.R.E.f 26, 137 (1938). See also F. Below, Z, 
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3-11. Beam Pentodes. —In the beam tube the secondary elec¬ 
trons are returned to the plate by the repulsion of negative space 
charge between the screen and the plate. This space charge is 
accentuated by the retarding field of the plate when the plate 
potential is lower than the screen potential. By proper design 
the space charge may be made so dense as to cause the formation 
of a virtual cathode (i.e., a plane of zero average field and zero 
electron velocity) near the plate at low plate voltages. For all 
values of plate voltage less than the screen voltage a potential 
minimum is formed which may be kept sufficiently lower than 
the plate potential so that secondary electrons from the plate are 



Fig. '4-15 .—Electrode structure of the type 0L6 beam power pentode. {Courtesy 
of Radio Corporation of America.) 

returned to the plate. The action is similar to that of a sup¬ 
pressor grid; but, if the density of space charge and the electron 
velocity at the virtual cathode are uniform and the distance 
of the virtual cathode from the plate is everywhere the same, then 
saturation takes place simultaneously at all points in the plane 
of the virtual cathode, and the knee of the plate characteristic is 
sharp. The virtual cathode and the plate act in a manner 
similar to a diode, the plate current being limited by space 
charge at low plate voltages. As in a diode, saturation at low 
plate voltage, i.c., a low-voltage knee, requires that the virtual 
cathode shall be close to the plate. 

In the beam power tube, of which the 6L6 is a typical example, 
the required electron density is achieved by confining the elec- 

Fernmeldetech. 9, 113 (1928); R. S. Burnap, RCA Rev., 1, 101 (1936); J. F. 
Dreyer, Jr., Electronics, April, 1936, p. 18; J. H. O. Harries, Electronics, 
May, 1936, p. 33; B. Salzberg and A. V. Haeff, RCA Rev., 2, 336 (1938). 
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trons to beams. The homogeneity of space charge and electron 
velocity is attained by proper design of the contours of the 
cathode, grids, and plate and by correct choice of the ratio of 
screen-plate to screen-cathode spacing (2.9) and b eam ang le 
(approximatel y 60 de g). The electrons are confined to beams^by 
means of beam-formmg plates, as shown in Fig. 3-15, which 
are at cathode potential. The flattened cathode gives a larger 
effectiv e area than a round ca^io de and soTcimtts'in a higher 
transcohductaiice. 

The l^eeiT current of beam power tubes is much lower than 
that of suppressor pentodes. The screen and control grid have 

AVERAGE PLATE CHARACTERISTICS 



Fig. 3-16.—Plate characteristics of the type 6L6 beam power pentode. 

i^qual pitch and are proportioned and assembled so that the 
^creen grid is hidden from the cathode by the control grid, and 
[the individual beam sheets formed by the control grid are 
focused in the plane of the screen. Very few, therefore, of the 
electrons moving toward the plate can strike the screen directly. 
Furthermore, because of the sharpness of the beams and the 
unifonrf fields, few electrons acquire tangential velocity at the 
expense of velocity normal to the electrode planes. The number 
of electrons that miss the plate at low plate voltage and return 
to the screen is therefore also small. Low screen current results 
in a number of advantages, among which are low screen dissipa¬ 
tion and consequent larger power rating without danger of elec- 
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tron emission from the screen because of high screen temperature, 
and the possibility of using low-power resistors in the voltage 
divider that supplies the screen voltage. 

Figure 3-16 shows the plate characteristics of the 6L6. These 
characteristics are straight and parallel over a much greater 
range of plate voltage than those of suppressor pentodes, and 
the knees are sharper. 

3-12. Equations for Plate Current of Multigrid Tubes.—Plate- 
current equations similar to Eqs. (3-1) and (3-2) may be written 
for tetrodes and pentodes. In most circuits, however, only the 
control-grid and plate voltages are varied, and Eqs. (3-1) and 
(3-2) may be applied. 

3-13. Determination of Tetrode and Pentode Factors from 
Characteristics.—The most accurate method of determining 
tetrode and pentode tube factors at given voltages from the plate 
characteristics is to find Vp from the reciprocal of the slope of the 
characteristic at the point corresponding to the given voltages; 
Qm from the ratio of a small increment of plate current to the 
increment of control-grid voltage that causes it at constant plate 
voltage, as in Fig. 3-17; and 
M from the product of Vp and 
Since gm is not constant, 
accuracy in the values of gm 
and fi found by this method 
is dependent upon the use of 
very small increments. For 
the sake of accuracy it is 
desirable, when convenient, to 
use an increment of grid voltage such that the point at which 
gm is desired lies at the center of the increment, rather than 
at one end. If the grid voltage intervals corresponding to the 
available plate characteristics are large, it may be desirable 
to construct the static transfer characteristic corresponding to 
the given plate voltage and to find gm from the slope of this 
characteristic at the given grid voltage. 

3-13 A. Duplex Tubes and Tubes with More than Three Grids.— 
The behavior of the individual units of duplex tubes is no differ¬ 
ent than when these units are enclosed in separate envelopes. 
For this reason duplex tubes require no further discussion. 
Special tubes having more than three grids will be treated in 



Fig. 3-17.—Graphical determination of 
transconductancc of pentodes. 
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later chapters in connection with their applications (see Secs. 
6-11, 6-18, 7-10, and 12-3). 

3-14, Applied Voltages in Grid and Plate Circuits. —In most 
applications of vacuum tubes, one or more alternating voltages 
are applied to the control-grid and plate circuits, in addition 
to the steady voltages, as shown in Fig. 3-18. The steady 


-c — ib 



Fig. 3-18.—Triodc grid and plate 
circuits, showing impressed voltages, 
electrode voltages, and voltages across 
grid and plate load impedances. 


applied voltages Ecc, Ebb, and 
Eff are called the grid supply 
voltage or C-supply voltage, the 
plaie supply voltage or B-supply 
voltage, and the filament or 
heaier supply voltage, respec¬ 
tively. Vg and Vp, the applied 
alternating voltages in the grid 
and plate circuits, are called 
the grid excitation voltage and 
plate excitation voltage, respec¬ 


tively. Because of external circuit impedance, the electrode 


voltages will in general differ from the applied voltages when 


current flows. All electrode voltages are measured relative to the 


cathode and are called positive if they make the electrodes posi¬ 


tive relative to the cathode. 


3-16. Form of Alternating Plate-current Wave. —Figure 3-19 
shows the manner in which a sinusoidal grid voltage causes the 
plate current to vary when the load is nonreactive. wave of 

plate current Is constructed by projecting from the wave of grid 
voltage to the transfer characteristic at various instants through¬ 
out the cycle (see Fig. 4-12). 

When the a-c resistance of the plate circuit differs from the 
d-c resistance, as when the load consists of a transformer with a 
resistance across the secondary, the current corresponding to the 
time axis of the wave of alternating plate current actually 
differs somewhat from the value Ibo assumed when the excitation 
voltages are zero. Since it is not often essential to take this fact 
into consideration, and since .a more rigorous analysis is likely 
to prove gonfusing to a student studying the subject of electron 
tubes for the first time, it will be assumed throughout the 
remainder of this book that the current corresponding to the 
axis of the wave is the same as that assumed when there is no 
excitation. The errors resulting from this simplification in 
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treatment are of importance mainly in the graphical analysis of 
pentode ppwer amplifiers. For a rigorous analysis the student 
should refer to a more advanced treatment of electron tubes. ^ 

Curvature of the transfer characteristic in general causes the 
wave of varying plate current to be asymmetrical even though 
the exciting voltage is sinusoidal. It will be proved in later 
sections that the wave of alternating plate current, measured 
relative to the time axis, in general contains not only a funda¬ 
mental component of the same frequency as the grid excitation 
voltage, blit also harmonics of that frequency and a steady 
(component. The steady component of alternating plate current 
causes the average value of plate current to differ from the value 
assumed with zero excitation. When the load is nonreactive, the 
wave of plate voltage is of the same form as the wave of plate 
current. 

Usually it is most convenient to measure the instantaneous 
value of the alternating component of plate or grid current or 
voltage relative to the time axis of the wave. Occasionally, 
however, it is necessary to measure the instantaneous value with 
respect to the average value. An instantaneous value measured 
relative to the axis differs from the value measured relative to the 
average in that the former contains the steady component of the 
alternating current or voltage, whereas the latter does not. 
Unless otherwise specifically stated, the terms alternating plcUe 
current and alternating grid current, and the corresponding terms 
for voltages, will be understood to refer to values measured 
relative to the time axes. 

3-16. Static and Dynamic Operating Points. —The steady 
values of electrode voltages and currents assumed when the 
excitation voltages are zero are called the quiescent or static 
operating voltages and currents. The point on the static char¬ 
acteristics corresponding to given static operating voltages and 
currents is termed the static operating point (or quiescent point). 
The static operating point will be indicated on the characteristic 
curves by the letter 0. The average values of electrode voltages 
and currents assumed with excitation are called the dynamic 
operating voltages and currents. The corresponding point on 

^ See, for instance, H. .T. Reich, “Theory and Applications of Electron 
Tubes,“ Secs. 4-7 to 4-13, McGraw-Hill Book Company, Inc., New York, 
1939. 
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the plate characteristics is termed the dynamic operating point 
and will be indicated by the letter A. The dynamic and static 
operating points coincide when the wave of plate current is 
symmetrical. 

3-17. Symbols. —The presence of both steady and varying 
components in the electrode voltages and currents necessitates 
the use of a large number of symbols. The symbols used in this 
book are based upon those proposed in 1933 by the Standards 



Fio. 3-19.—Plate-current relations for asymmetrical wave of plate current. 


Committee of the Institute of Radio Engineers. The student 
will find it helpful to learn the following rules, according to which 
these symbols are formed: 

1. The subscripts and g refer to the grids or to the grid circuits, 
and the subscripts h and p to the plate or to the plate circuits. 

2. Lower-case letters indicate instantaneous values of varying quan¬ 
tities, and capital letters indicate steady (direct) values and average, 
r-m-s, and ^rest values of varying quantities (see Figs. 3-19 and 3-20). 

3. Lower-case letters with subscripts c and h indicate total instantane¬ 
ous values of varying quantities (see Figs. 3-19 and 3-20). 

4. Lower-case letters with subscripts g and p indicate instantaneous 
values qf the alternating components of varying quantities. 
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5. Capital letters with subscripts « and h indicate direct or average 
values. Second subscripts <, or « are added to differentiate between 
quiescent and average values of an asymmetrical wave of total varying 
plate current or voltage (see Fig. 3-19). 

6. Capital letters with subscripts „ and p indicate r-m-s or crest values 
of alternating quantities. Crest values of sinusoidal alternating quanti¬ 
ties are distinguished from r-m-s values by the addition of the second 
subscript «» (see Fig. 3-20). 

In tetrodes and pentodes and in tubes having more than three 
grids, it is necessary to distinguish between the voltages and 
between the currents of the various grids. This is done by 



Time 


Fig; 3-20.—Plate-current relations for sinusoidal wave of plate current. 

means of the addition of a number in the subscript to indicate the 
number of the grid. Thus Cd, Ccs, etc., indicate the instan¬ 
taneous total voltages of the first, second, and third, etc., grids, 
grid 1 being nearest the cathode. Usually the first grid serves 
as the control electrode, and Cd indicates the control-grid voltage. 
In many analyses it is neccvssary to speak only of the control-grid 
vx)ltage. It is then convenient to omit the number in the sub¬ 
script, even though the tube contains more than one grid. In 
the work which follows, therefore, it will be understood that, when 
no number appears in the subscript, reference is to the control 
grid and that the term grid refers to the control grid. 

The following symbols will be used in the remainder of this 
book. 


Control-grid supply voltage.-Kocior Ecc 

Screen-grid supply voltage. 
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Plate supply voltage. Ehb 

Filament or heater supply voltage.. E// 

Instantaneous value of grid excitation voltage. v^, 

Instantaneous value of plate excitation voltage. Vp 

Instantaneous total grid voltage. €c 

Instantaneous total plate voltage. eh 

Instantaneous total grid current.tV 

Instantaneous total plate current (see Fig. 3-19). ib 

Quiescent (zero excitation) value of grid voltage. Eco 

Quiescent (zero excitation) value of plate voltage. Ebo 

Quiescent (zero excitation) value of plate current (see Fig. 3-19). . ho 

Average value of grid voltage (grid bias). Ec (or Era) 

Average value of plate voltage./?/,« 

Average value of plate current. Iba 

Instantaneous value of alternating component of grid voltage. . .Cg 
Instantaneous value of alternating component of plate voltage, 
measured relative to the time axis of the wave of alternating 

plate voltage.Cp 

Instantaneous value of alternating component of plate current, 
measured relative to the time axis of the wave of alternating 

plate current (see Fig. 3-19). ip 

Effective value of alternating component of grid voltage. Eg 

Effective value of alternating component of plate voltage. Ep 

Effective value of alternating component of plate current./p 

Crest value of sinusoidal alternating component of grid voltage 

(grid swing). Egn, 

Crest value of sinusoidal alternating component of plate voltage Epm 
Crest value of sinusoidal alternating component of plate current 
Impedancd of the plate circuit (load impedance) at angular 

frequency w. Zb = n jxt, 

• . . 1 
Admittance'of the plate circuit at angular frequency w . . . f/6 « = Qb — jh 

Zb 

D-c resistance of the plate circuit. Rb 

Instantaneous value of the alternating voltage drop in the plate 
circuit impedance. ett 


3-18. Current and Voltage Relations in the Grid and Plate 
Circuits.—The following relations are apparent from Fig. 3-18 
and from Fig. 3-19 and the similar wave of plate voltage; 


— Vp “1“ f'zb — Vp ipZb (3-24) 

ib = 7&0 + ip (3-26) 

Bb = Ebo + (3-26) 

Eba = Ebb — IhaEb (3-27) 


For the special case in which the wave of alternating plate current 
is symmetrical, as illustrated by the sinusoidal current wave of 
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Fig. 3-20, Iha in identical with and Eha is identical with Eho^ 
For a symmetrical wave, therefore, Eq. (3-27) reduces to 

Ebo = Ei^- (3-28) 

Equation (3-28) also holds when the • excitation is zero. In 
most applications of vacuum tubes, excitation voltage is applied 
only to the grid, and Eq. (3-24) reduces to 

ep = —ipZb (3-29) 

The amplitude of the alternating grid voltage Egm is called the 
grid swing. The direct component of grid voltage is called the 
grid bias or C bias. Because the symbol Ec has long been used to 
represent the grid bias, this symbol, rather than the alternative 
Ecay will be used throughout the remainder of this book. In all 
applications of electron tubes to be treated analytically in this 
book the grid bias is maintained sufficiently negative so that grid 
current does not flow. Therefore 

Er = Ecc (3-30) 

and, unless some other current flows through an impedance con¬ 
tained in the grid circuit (see Sec. 4-2), 

= Va (3-31) 

3-19. Generation of Harmonics.—If a sine wave of excitation 
voltage is applied to an electrode of a vacuurh tube, it is found 
that the plate current in general contains not only an alternating 
component of the same frequency as that of the applied voltage 
but also components whose frequencies are equal to harmonics 
of the impressed frequency. Usually there is also a change in 
average plate current. If two or more sinusoidal voltages are 
impressed simultaneously the wave form of the alternating plate 
current is even more comi)licated, containing the applied fre¬ 
quencies and their harmonics and also frequencies equal to the 
sums and differences of the applied frequencies and their multi¬ 
ples. It is evident, therefore, that it is not in general possible 
to apply to the vacuum tube the superposition theorem, which 
states that the current that flows through a linear circuit element 
as the result of a number of simultaneously impressed voltages of 
different frequencies is equal to the sum of the currents that would 
flow if the various voltage components were applied individually. 

The generation of new frequencies by a vacuum tube is asso¬ 
ciated with the fact that it is not a linear circuit element, i.c., 
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that the characteristic curves are not linear. The appearance 
of plate-current components of frequencies different from the 
impressed frequency as the result of curvature of the transfer 
characteristic can be readily demonstrated graphically. The 
transfer characteristic of Fig. 3-21 is parabolic, and the exciting 
voltage sinusoidal, as indicated by the curve of eg. The wave of 
ip is constructed by finding from the transfer characteristic the 
values of instantaneous plate current corresponding to instan¬ 
taneous grid voltages at various instants of the cycle. The dotted 
curves show the fundamental, steady, and second-harmonic 
components into which the alternating plate current ip may be 
resolved. 



Fig. 3-21.—Generation of second-harmonic and steady components of plate cur¬ 
rent by tube with parabolic transfer characteristic. 

3-20. Series Expansion for Alternating Plate Current.—Theo¬ 
retically, it should be possible to predict from Eq. (3-2) and 
corresponding tetrode and pentode equations the form of the 
alternating plate current corresponding to an exciting voltage of 
known wave form. Practically, however, F(eb 4;; + c) is so 

complicated in form that Eq. (3-2) is of little or no value for this 
purpose. The behavior of a nonlinear circuit element can in 
general be analyzed mathematically most readily by expressing 
the alternating current in the form of an infinite power series. 
For a two-terminal element, in which the current depends upon 
only one voltage, the series involves only the impressed voltage, 
the impedance of the element and its derivatives at the operating 
point, and the circuit impedance. It may be derived by the 
application of Taylor^s expansion for a function of one variable 
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to the functional equation of current. Because the plate current 
of a vacuum tube depends upon all the electrode voltages, a 
complete series expansion applicable to a tube with three or more 
electrodes must involve all electrode voltages, as well as various 
tube factors and their derivatives at the operating point. ^ The 
general series expansion for tetrodes and pentodes is complicated, 
therefore, particularly if control-grid current is assumed to flow 
and the control-grid circuit contains an impedance. When all 
electrode voltages except those of the control grid and the plate 
are constant, however, as is usually true, the action of multigrid 
tubes is similar to that of triodes, and the general form of the 
series reduces to that for a triode. The triode expansion may 
consequently be applied to any tube in which only the plate and 
control-grid voltages vary. Furthermore, most problems in 
which the series expansion is of value can be adequately treated 
by the use of the form derived under the assumption that control- 
grid current does not flow. A further simplification results 
from the assumption that /x is constant, which is approximately 
true in many tubes. For the general forms of the series expansion 
for plate current of multigrid tubes, and for the similar expansions 
for currents to other electrodes, the student should refer to the 
work of Llewellyn‘S and others.'*^ 

3-21. Series Expansion. Resistance Load .—The series expan¬ 
sion for the plate current of a triode with negative grid voltage 
for the case of constant amplification factor and nonreactive load 
has the following form:"* 

ip = aie + a^e^ a^e^ + * ' * (3-32) 

where 

Tp + n 

^ 2(rp + ny dCk 

1 Carson, J. R., Proc. I.R.E., 7, 187 (1919). 

* Llewellyn, F. B., Bell System Tech. J., 6, 433 (1926). 

^Brainerd, j. G., Proc. I.R.E.j 17, 1006 (1929); Caporale, P., Proc. 
I.R.E., 18, 1593 (1930); Boner, M. O., Phys. Rev., 39, 863 (1932); Bennett, 
W. R., Bell System Tech. J., 12, 228 (1933); Espley, D. C., Proc. I.R.E., 22, 
781 (1934); Barrow, W. L., Proc. I.R.E., 22, 964 (1934). 

♦The derivation of Eqs. (3-32) and (3-33) is outlined in Sec. 3-22 of 
** Theory and Applications of Electron Tubes.” 
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and 

+ (3-34) 

Tp and its derivatives are evaluated at the operating point in 
Eqs. (3-33). 

For common high-vacuum triodes, Eq. (3-32) converges 
rapidly enough so that the required accuracy is usually obtained 
with only a few terms of the series if the current amplitude is not 
too great, drp/deb may be evaluated by plotting a curve of 
Tp vs. e.b determined from the static plate characteristic corre¬ 
sponding to the given operating grid bias, dtp/dcb is the slope of 
this Tp-fb curve at the point corresponding to the operating plate 
voltage. Other higher-order derivatives may be evaluated in 
a similar manner from curves of derivativevs of the nt^xt lower 
order, but the accuracy rapidly decreases with increase of order 
of the derivative. The value of the series expansion lies not so 
much in the direct solution of numerical problems, as in the gen¬ 
eral analysis of the operation of vacuum tubes. Applic^ations of 
the series expansion in the study of the operation of vacuum 
tubes and associated circuits will be made in this and later 
chapters. 

3-22. Harmonic Generation and Intermodulation.—Before 
proceeding to a discussion of the more general problem of a tubci 
with impedance load, it is necessary to show that the presence 
of the second- and higher-order bums of the series is associated 
with the production of com{Xjnents of alternating plate current 
of frequencies other than those which arc contained in the 
applied signal. Consider, for instance, the simple case in which 
the excitation voltage has only a single frequency. Then 

e Em sin 1 

= Em^ sin2 a>< = ^Em!^ — \Err? cos 2(jii > (3-35) 

= ^Em^ sin wt — ^Eft? sin 3w^ ) 

Thus the second-order term of the series gives rise to a steady 
component and to a second-harmonic component in the alter¬ 
nating plate current. The third-order term gives rise to a funda¬ 
mental and a third-harmonic component of alternating plate 
current. The production of harmonics in the plate current has 
been shown graphically in Fig. 3-21 for the simple case in which 
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the static characteristics are asvsumcd to obey a parabolic law, 
lb = A(eb + ixCcYj and Zb is assumed to be zero. If n is zero, 

oi, 02 , and 03 , as given by Eqs. (3-33), reduce to 


and 


dHb 


respectively. Similarly, any coefficient On reduces 


to^ 


dHh 

Since and higher-order derivatives of plate cur- 


3! acv' 
n \ dCb”’ 

rent with respect to plate voltage are zero when the static charac¬ 
teristics obey a parabolic law, the plate-current series contains 
only the first- and second-order terms. Consequently the alter¬ 
nating plate current should consist of fundamental, steady, and 
second-harmonic components when the excitation is sinusoidal. 
This is in agreement with Fig. 3-21. 

If the excitation voltage contains more than one frequency, 
the plate current contains not only the impressed frequencies 
and their harmonics, but also frequencies equal to the sums and 
differences of the impressed frequencies and their integral multi¬ 
ples, as may be shown by expanding 


{El sin (i)it “j- E 2 sin 0 ) 2 ^ ~f" Elz sin cos^ “b * ’ * )”• 


These arc called intcrmodulation frequencies. Intermodulaiion 
is defined as the production, in a nonlinear circuit element, of 
frequencies equal to the sums and differences of integral (1, 2, 3, 
etc.) multiples of two or more frequencies which are transmitted 
to that element. It should be noted that the harmonic and 
intermodulation frequencies contained in the output are not 
present in the impressed excitation but are generated by the 
nonlinear circuit clement. It will be shown in later chapters 
that intermodulation in vacuum-tube circuits is sometimes desir¬ 
able and sometimes objectionable. 

The production of intermodulation frequencies can be demon¬ 
strated in a striking manner by a simple laboratory experiment. 
The voltages from two audio-frequency oscillators are filtered to 
remove harmonics and are applied in series to the grid circuit 
of a vacuum tube. The voltage developed across a plate load 
resistance (preferably considerably smaller than the plate 
resistance) is applied to the input of a low-pass filter (0- to 3000- 
cycle, for instance), the output of which goes to headphones or, 
through an amplifier, to a loud-speaker. The oscillator fre- 
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quencies are made high enough so that the fundamental com¬ 
ponents of the output voltage cannot pass through the filter. 
Various combinations of oscillator frequencies can be found at 
which one or more frequencies are heard in the phones, the pitch 
of which varies with the tuning of either oscillator. The fre¬ 
quencies are always found to be equal to the difference between 
one oscillator frequency or one of its multiples and the other 
oscillator frequency or one of its multiples. Since the applica¬ 
tion of the harmonics to the grid of the tube is prevented by 
filtering the oscillator voltages, the frequencies that are heard 
in the output are generated by the tube. A similar experiment, 
performed with a high-pass filter in the output, demonstrates the 
production of intermodulation frequencies equal to the sums of the 
oscillator frequencies and their multiples. 

3-23. Series Expansion. Impedance Load and Variable Ampli- 
ficaiion Factor .—The series expansion for the more general case 
of impedance load, although similar in form to that for resistance 
load, is considerably more complicated. Since the coefficients 
of the series involve the load impedance, which depends upon 
the frequency, there must be a coefficient an for each frequency 
arising from the expansion of = {E\ sin + E 2 sin a> 2 ^ 
instead of a single coefficient Un, as with resistance 
load. This may be indicated by writing Eq. (3-32) in the form 

fp = 2aic + :i:a2c2 + Saac’ + • * * (3-36) 

An excellent development of the series expansion for the general 
case of impedance load and variable amplification factor has been 
given by Llewellyn, who has derived the first two coefficients.^ 
The first coefficient, which will be used in later chapters, is 


ai 


rp “b ^6 


(3-37) 


In using Eq. (3-37) it must be kept in mind that there is one 
coefficient for each frequency component of the excitation 
voltage, Zh being evaluated at these frequencies. 

No step in the derivation of Eqs. (3-32) and (3-33) restricts 
these equations to alternating exciting voltage. They apply 
equally well when e is a small change of applied grid or plate 
voltage. Equations (3-36) and (3-37), on the other hand, 
^ Llewellyn, loc. cit. 
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involve impedances that are evaluated at specific frequencies. 
They cannot, therefore, be used when e is not a periodic function 
of time. The sudden application of grid or plate excitation or of 
direct voltages will in general result in the production of transient 
components of plate current when the grid or plate circuits con¬ 
tain reactance. The theory of the transient behavior of tube 
circuits is beyond the scope of this book.^ 

3-24. Relation of Series Coefficients to Tube Characteristics.— 
The ratio of a 2 to ai for the special case of resistance load and 
constant amplification factor is found from Eqs. (3-33) to be 
proportional to Vplirp -f rb)^. This rapidly approaches zero as 
Tb is increased relative to Vp. The ratios of and other higher- 
order coefficients to ai decrease even more rapidly with increase 
of n. A similar analysis for the more general case of impedance 
load, although not quite so simple, also shows that in general the 
amplitudes of the second- and higher-order terms of the series are 
decreased relative to the amplitude of the first term by increase 
of load impedance and, if m were constant, could be reduced to any 
desired degree by making Zb/vp sufficiently high. 

Equations (3-32) and (3-33) show that for resistance load the 
dynamic transfer characteristic would be a straight line if the 
series contained only the first term and that the presence of 
the higher-order terms is associated with curvature of the 
dynamic transfer characteristic. If only the first term were 
present, a change of grid voltage Asc would result in a proportional 
change of plate current A4, indicating a linear relation between 
ib and €c. The higher-order terms of the series destroy this 
linearity, since contributions to Aib from the higher-order terms 
are not proportional to Acc. Reduction of the higher-order 
terms of the series by increase of load resistance is therefore 
accompanied by reduction of the curvature of the dynamic trans¬ 
fer characteristic. 

That the transfer characteristic of a triode is straightened by 
the introduction of plate load resistance and, hence, that the 
amplitudes of the second and higher terms of the series are 
reduced with respect to the first term can also be shown by 
constructing dynamic transfer characteristics for different values 
of load resistance. Although the dynamic transfer character- 

^ Jackson, W., Phil, Mag,y 13, 143, 735 (1932); Schlesinqbr, K., E,N,T.y 
CS, 144 (1931). 
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istics can be most readily obtained from the plate family of 
characteristics in a manner that will be explained in Chap. 4, it is 
instructive at this point to derive one from the static transfer 
characteristics. 0 represents the static operating point in 

Fig. 3-22. With no external 
resistance in the plate circuit a 
change of grid voltage from Ec 
to Ec + Ac<. would cause the 
current to change to 4', corres¬ 
ponding to a new point a on 
the same static characteristic. 
With resistance in the plate cir¬ 
cuit, however, the increase of 
plate current accompanying the 
change in grid voltage increases 
the IR drop in the plate circuit 
and thus reduces the voltage of the plate to a new valuer Ebo — Rb^iby 
corresponding to point a'. Similarly, if the grid voltage is 
changed to Ec — ACc, the point shifts to 6'. By plotting cor¬ 
responding values of 4 and ec it is possible to obtain the complete 



Fig. 3-22.—Construction of dy¬ 
namic transfer characteristic from 
family of static transfer characteristics. 



Fig. 3-23.—Dynamic transfer char¬ 
acteristics of the type 56 triode for four 
values of load resistance at fixed oper¬ 
ating voltages. Tb = Rb- 



Fig. 3-24.—Dynamic transfer 
characteristics of the type 56 
triode for five values of load 
resistance at fixed plate supply 
voltage. 


dynamic transfer characteristic, shown by the dashed line. 
Figure 3-23 shows the dynamic transfer characteristics of a type 
56 triode tor various values of resistance load, the plate supply 
voltage being increased with Rh in such a manner as to maintain 
the same static operating point. Figure 3-24 shows similar 
curves for constant plate supply voltage. 
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At large values of grid excitation voltage, the amplification 
factor of pentodes is not constant throughout the range of 
operation and, although the curvature of the transfer character¬ 
istic first decreases with increase of load resistance, a value is 
reached beyond which curvature again 
increases (see Sec. G-25). 

When the load contains reactance, 
as well as resistance, the behavior is 
complicated by the phase difference 
between the plate voltage and plate 
current. If the impedance is suffi¬ 
ciently high, the dynamic transfer 
characteristic obtained with sinusoidal 
excitation is nearly elliptical. For 
lower values of impedance the dynamic 
transfer characteristic resembles an el¬ 
lipse but has a curved axis, as shown 
for inductive reactance in Fig. 3-25. As the reactance is reduced, 
the path of operation gradually changes into the curve obtained 
for pure resistance (see Sec. 4-6). 

3-25. Dynamic Plate Resistance.—The dynamic plaie resist-- 
ance is the quotient of the alternating plate voltage by the inphase 
component of the alternating plate current, all other electrode 
voltages being maintained constant. The quadrature com¬ 
ponent of current, which results from electrode capacitances and, 
at ultrahigh frequencies, from electron transit time, is negligible 
at low audio frequency. The inphase component of plate 
current corresponding to a given alternating plate voltage 
when other electrode voltages are constant may be found from 
Eqs. (3-32), (3-33), and (3-34) by making eg and Vh zero. When 
Tb is zero, Vp = Cp, and Eq. (3-32) becomes 


Ec 

Grid Voltage 

Fig. 3-25.—Typical 

namic transfer characteristic 
for load containing induct¬ 
ance. 


ip 


Cp 


_L (o ^ 
2rp2 dCb \ dCb 



+ . . . 


(3-38) 


Because of curvature of the static plate characteristics, the 
derivatives of the plate resistance are not zero. When the 
excitation voltage is high, therefore, the second- and higher-order 
terms of Eq. (3-38) are not negligible. Contributions of the 
third- and other odd-order terms to the fundamental component 
of plate current cause the ratio of the alternating plate voltage 
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to the fundamental component of alternating plate current to 
differ from rp, the static plate resistance. As Cp is reduced, 
however, the ratio of the higher-order terms to the first term 
decreases, and ep/ip approaches Vp. If the amplitude of the plate 
excitation voltage is small enough, the dynamic plate resist¬ 
ance approximates the value determined from the slope of the 
static characteristic at the operating point (at frequencies low 
enough so that the electron transit time is negligible). The static 
plate resistance may, therefore, be found dynamically by using a 
sufficiently small plate excitation voltage. In a similar manner 
it may be shown that the dynamic measurement of transcon¬ 
ductance and of variable amplification factor requires the use of 
small excitation voltages. 


Problems 

3-1. From the static plate characteristics of the type 6J5 tube find the 
values of /x, rp, and Qm at the point Eb = 200 volts, Ed = —8 volts, Eci = 100 
volts. 

3-2. From the static plate characteristics of the type 6SJ7 tube, find the 
values of Vp, and at the point Eb — 200 volts, Ec — ^2 volts. 

3-3. a. From the following data find approximate values of ^x, rp, and gm 
at the point Eb = 180 volts, Ec — —12.5 volts. (Note that only two of 
these factors can be found directly from the data given.) 


Eb, volts 

Ec, volts 

h, ma 

180 

-12.5 

7.5 

160 

-10.0 

7.5 

180 

-12.3 

7.84 


6. From the following data find approximate values of /x, rp, and gm at 
the point Eb = 250 volts, = —16 volts. 


£^6, volts 

Ec, volts 

Ib, ma 

250 

-16 

2.0 

220 

-rl4 

2.0 

260 

-16 

3.0 


3 - 4 . Determine the frequencies of all components of alternating plate 
current associated with the first three terms of the plate-current series when 
the frequencies 60, 100, and 900 are simultaneously impressed upon the 
grid of a vacuum tube. 





CHAPTER 4 


METHODS OF ANALYSIS OF VACUUM TUBES AND 
VACUUM-TUBE CIRCUITS 


Since the application of vacuum tubes is governed in part by 
the extent to which it is possible to analyze the operation of tubes 
and associated circuits, a study of the methods of analysis is of 
considerable importance. This chapter will therefore present 
analytical and graphical methods of analysis of high-vacuum 
tubes and their circuits. 

4-1. The Equivalent Plate Circuit.^ —In the solution of many 
vacuum-tube problems, particularly when the excitation voltage 
is small and the load impedance high, sufficient accuracy is 
obtained by making use of only the first term of the series expan¬ 
sion for the plate current [Eqs. (3-36), (3-37)]. To a first 
approximation the alternating plate current is then given by the 
equations^ 


where 


h = 


__ ijlE 

Tp + Zb Tp + n + jXb 
fiE 


Vi^p + ny + 


/e 


(4-1) 

(4-2) 


E == — + Eg and 
M 


d = — tan~^ —^— 
Tp + n 


In these equations Vj, is the plate resistance at the operating 
point, and Zb is the impedance of the plate load at the frequency 
of the applied voltage. The value of Ip given by Eqs. (4-1) and 
(4-2) is the same as that which would flow in the simple serias 
circuit of Fig. 4-1. This equivalent plate circuit may, therefore, 
be used to find the approximate value of the fundamental com- 


1 Miller, J. M., Bur. Standards Bull. 15, 367 (1911); Proc. I.R.E.j 6, 
141 (1918). Van der Bijl, H. J., Phys. Rev., 12, 171 (1918);Proc. I.R.E., 
7, 97 (1919). Chaffee, E. L., Proc. I.R.E., 17, 1633 (1929). Goodhue, 
W. M., Electronics, December, 1933, p. 341. Richter, W., Electronics, 
March, 1936, p. 19. Landon, V. D., Proc. I.R.E., 18, 294 (1930). 

* Lower-case current and voltage symbols were used in place of capital 
symbols in Secs. 4-1 and 4-2 in the first six impressions of this book. 
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ponent of plate current and of the currents in the various branches 
of the load impedance This fact may be expressed in the 
form of the equivalent-plate-circuit theorem for amplification^ which 
states that the fundamental component of alternating plate 
current is approximately equal to the current that flows as the 
result of the application of the voltage Vp + iiEg to an equivalent 
circuit consisting of the external load impedance in series with a 
constant resistance equal to the a-c plate resist¬ 
ance of the tube at the opc'rating point. 

A similar equivalent circuit for any other elec¬ 
trode may be derived from the first term of the 
series expansion for the current to that electrode. 
For applications in which the voltage of only the 
current electrode and of one other electrode is 
varied, the equivalent circuits arc of the same 
form as that of Fig. 4-1, the subscripts and 
amplification factor being replaced by correspond¬ 
ing symbols applying to the electrodes in question. The equiv¬ 
alent circuit for the grid of a triode, for instance, is obtained by 
replacing the subscripts p, and i by g, p, and ,, respectively, and 
M by ng. 

Equation (4-1) is based upon Fig. 3-18, in which the load 
impedance is assumed to be free of e.m.fs. and the plate excita¬ 
tion voltage Vp is assumed to be in series with Zb. The load 
impedance i^ in general made up of a number of branches that 
may contain other e.m.fs., in addition to or in place of the 
e.m.f. in series with the entire impedance. Application of the 
principle of superposition, which is valid under the assumption 
that the second- and higher-order terms of the plate current 
series may be neglected, shows that the presence of additional 
alternating e.m.fs. in Zt does not affect the currents caused by Eg 
or by a voltage Vp in series with Zb. The equivalent circuit will, 
therefore, give the correct values of currents if the additional 
alternating voltages are included in the equivalent circuit in the 
positions that they occupy in the actual circuit. The equivalent 
plate circuit must include all circuit elements that are conduc- 
tively, inductively, or capacitively coupled to the plate. Since 
Eqs. (4-1) and (4-2) may also be written in terms of r-m-s or 
crest values, the equivalent circuijt may be used to find instan¬ 
taneous, r-m-s, or crest values of fundamental currents and 
voltages. ^ 



Fig. 4-1.— 
Series equivalent 
plate circuit for 
amplification. 
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The use of equivalent circuits greatly simplifies the solution of 
many problems involving tubes and associated circuits. Once 
the equivalent circuit has been formed, it is not even necessary 
to know that a vacuum tube is involved, as currents and volt¬ 
ages at various points may be computed by the ordinary methods 
of a-c circuit analysis. The validity of the equivalent cir¬ 
cuit in a given problem depends upon the desired accuracy. 
If only qualitative results are desired, it is often possible to apply 
the equivalent circuit even when the harmonic production is 
high. Where a high degree of accuracy is essential, the use of the 
equivalent circuit is valid only at small amplitudes. It cannot 
be applied when the conditions of operation are such that current 
ceases to flow during a portion of the cycle of exciting voltage (see 
Sec. 5-14). The equivalent circuit obviously gives no indication 
of the production of harmonics and intermodulation frequencies. 

Since the grid conducts only when it is positive and since the 
grid characteristics are not linear, the flow of grid current through 
external impedance distorts the alternating grid voltage. Fur¬ 
thermore, the grid current varies with plate voltage. For these 
reasons the simple equivalent plate circuit is not applicable with 
accuracy when grid current flows through a grid-circuit imped¬ 
ance. Ordinarily, however, in circuits in which appreciable 
grid current is allowed to flow, the conditions of operation arc 
such that the equivalent circuit would not be applicable even 
if no grid current flowed. In such circuits it is necessary to 
fesort to graphical or experimental methods of analysis. 

4-2. Construction of Equivalent Circuits. —Use of the following 
procedure ensures that voltage and current polarities are correct 
in the equivalent circuit: 

1. In the actual circuit diagram, show the instantaneous grid excita¬ 
tion voltage Fff in such polarity as to make the grid positive. 

^2. Show the instantaneous plate current Ip flowing into the plate. 

3. Insert the equivalent voltage pEg^ in series with the operating 
plate resistance r^, between the plate and the cathode, choosing the 
polarity of the equivalent voltage so that it would cause Ip to flow in 
the indicated direction, i.e., so that the cathode side is positive. 

4. Assume positfVe directions for the other instantaneous circuit 
currents. 

5. Delete the tube symbol (or show dotted), the batteries, and all 
circuit elements not coupled to the plate (such as the screen circuit). 
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6. Redraw the resulting equivalent circuit in the form in which it 
may be most readily analyzed. 


The value of the instantaneous grid voltage Eg may differ from 
the exciting voltage Vg applied from an external source if the plate 
circuit is coupled in any manner to the grid circuit as, for instance, 
in Fig. 4-2. In general, therefore, it is necessary to evaluate Eg 


Cc 



(c) 


Fig. 4-2.—a. Tube circuit, b. Corre¬ 
sponding equivalent plate circuit, c. 
Equivalent plate circuit after rearrange¬ 
ment. 


in terms of Vg and circuit para¬ 
meters and currents before the 
circuit can be solved. Eg is 
usually most readily found 
from the actual circuit and is 
equal to the vector sum of all 
alternating voltages between 
the cathode and the grid along 
any continuous path. 

This procedure is not re¬ 
stricted to the plate circuit, 
but may be used in forming 
the equivalent circuit of any 
electrode. It is merely neces¬ 
sary to use in place of Vp the 
appropriate symbol for the re¬ 
sistance of the electrode for 
which the circuit is being 
formed, in place of /i the mu- 
factor relating that electrode 
and the electrode which serves 
as the control electrode, and 
for Eg the excitation voltage 
applied to the control elec¬ 
trode. If two electrodes serve 


as control electrodes simultaneously, then the equivalent cir¬ 
cuit contains two equivalent voltages in series with the elec¬ 
trode resistance. Thus, if excitation is applied to the third 
grid of a pentode in order to vary the current to the second 
grid, the equivalent circuit of the second grid contains the 
equivalent voltage ti^zEgz in series with the resistance Vg^ of 
the second grid. If the excitation is applied simultaneously to 
the third grid and to the first grid, then the equivalent circuit 
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of the second grid contains the two equivalent voltages fJL 2 BEgs 
and in series with r^ 2 . 

The method of constructing the equivalent circuit and of 
finding the value of Eg to be used in the equivalent circuit is 
illustrated by the following example. Figure 4-2a shows the 
circuit of an amplifier in which a portion of the output voltage is 
impressed in the grid circuit. Application of steps (1) to (5) 
of the above procedure to Fig. 4-2a gives the equivalent circuit 
of Fig. 4-26, which may be rearranged into the more convenient 
form of Fig. ,4-2c. The most direct path between cathode and 
grid is through Ct. The magnitude of Eg is equal to the product 
of 1 2 and the reactance of Ci and, since increase of 1 2 tends to make 
the grid negative relative to the cathode, the sign of Eg is opposite 
to that of / 2 . Therefore Eg = —/ 2 /ja)Ct. An alternative path 
from cathode to grid is through and Vg. Hence Eg is also 
equal to + (/2 — I\)tz. Either of these expressions for and 
the three equations obtained by summing voltages in the three 
loops of the equivalent circuit may be solved simultaneously to 
find the values of the currents in terms of the circuit constants 
and Vg. If Ci were omitted, then 1 2 would be zero and Eg would 
be equal to Vg — hrs. The right-hand loop of the equivalent 
circuit of Fig. 4-2c would also be omitted. 


0 

6r/c/ Plate 



Fig. 4-3.—Complete equivalent circuit of triodo with negligible leakage conduc¬ 
tances. Cpjfc, Cg-p, and Cp* are the interelectrode capacitances. 

4-3. Tube Capacitances and Admittances. —The complete 
equivalent circuit is not so simple as that which has been pre¬ 
sented up to this point. The small interelectrode capacitances 
and the conductances caused by surface leakage or by electron 
or ion currents between grid and cathode or grid and plate cannot 
always be neglected. Fortunately this does not invalidate the 
equivalent-circuit theorems, inasmuch as the interelectrode 
capacitances and conductances act the same as equal capacitances 
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and conductances connected externally between the electrodes. 
It is permissible, therefore, to add them to the simple equivalent 
grid and plate circuits as parts of the external impedances. In 
modern tubes of good manufacture the leakage conductances 
are so small that they can usually be neglected in comparison 
with other tube and circuit conductances. Figure 4-3 shows the 
complete equivalent circuit of a triode (or any tube in which only 
the plate and control-grid voltages are allowed to vary) with 
negligible leakage conductances. 

The rather involved formulas for the total grid and plate 
admittances which may be derived by the solution of the network 
of Fig. 4-3^ are seldom useful. In ntost circuits in which electron 
grid current is allowed to flow, harmonic generati6n is so great 

that the equivalent plate circuit 
is not applicable. ^More fre¬ 
quently used are the somewhat 
less complicated formulas for the 
case in which the grid bias is 
sufficiently groat to prevent the 
flow of thermionic grid current. 
Approximate forms of these for¬ 
mulas can be obtained by an 
analysis based upon the circuit of Fig. 4-4. Figure 4-3 reduces 
to that of Fig. 4-4 when thermionic grid current does not flow. 

The input current h in the equivalent circuit of Fig. 4-4 is 
the vector sum of two components: /i, which flows through 
and / 2 , which flows through Cgp. The voltage which causes 
/i is Egy whereas that which causes /2 is the vector difference 
between Eg and Ezb^ Application of the equivalent-plate-circuit 
theorem shows that 

^^EgZl! 



Fig. 4-4.—Circuit of triode with 
impedance load, showing interelec¬ 
trode capacitances. 


Eth = “ 


(4-3) 


Tp + Zb 

where Zh is the resultant impedance of the load Zby in parallel 
with Cpk and Cgp^ The vector difference between Eg and Ea, is 


1 Chaffee, E. L., Proc. I.R.E.y 17, 1633 (1929); Colebrook, F. M., 
Wireless Eng^^ 10, 657 (1933). See also J. M. Miller, Bur. Starhdards Sci. 
Paper 351 (1919); S. Ballantine, Phys, Rev.^ 16, 409 (1920). 

* It is the vector difference, rather than the vector sum, because both 
voltages are measured relative to the cathode. 

* Actually, C„p shunts Zb through Eg, so that this value of Zb is approxi¬ 
mately correct only when Etb is much larger than which is usually so. 
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Eg + fiEgZb l{rp + Zh)j and the input current is 

/t = 7l + /2 = EgjoiCgk + Egjo)Cgp 1 H- ^ (4-4) 

V rp + Zb / 

When the load is a pure resistance r?,, which is small in com¬ 
parison with the reactance of Cpk and Cgp in parallel, Zb is approxi¬ 
mately Hi and the approximate input admittance is 

Yg increases with the ratio of n to Vp and, if the reactance of 
Cpk + Cgp is large in.comparison with r^, approaches the limiting 
value j(j>3[Cgk + Cgp(l + /x)]- The limiting value of effective 
input capacitance is 

Ci = -7-^ = Cgk + Cgp{l + m) (4-6) 

For pure reactance load Xby small in comparison with the 
reactance of Cpk -f- Cgpy the input admittance is approximately 

K. - [c,. + (l + . ^-^)] - , (4-7) 

If the reactance of Cpk + Cgp is much larger than rp, the effective 
input capacitance approaches the value given by Eq. (4-6) 
as the ratio of Xb to Vp is increased. The input conductance, 
given by the second term of Eq. (4-7), is zero when Xb is zero, 
rises to a maximum value at Xb = rp, and then falls with further 
increase of Xb. When the load is an inductance L^, the input 
conductance is negative and has an approximate maximum value 

Max Gg = — ^ii-^Cgp (4-8) 

It must be remembered that this analysis is an approximation 
and that Eqs. (4-5) to (4-8) yield sufficiently accurate results 
only when the reactance of Cpk + Cgp is considerably larger than 
Tp and Zb- The effect of the capacitance Cpk -f Cgp is usually to 
decrease Zb and thus to reduce the effective input capacitance 
below the value given by Eq. (4-6). This equation is, therefore, 
useful in indicating approximately the largest value of Ci that is 
likely to be obtained. At 10,000 cycles the reactance of Cpk + Cgp 
is of the order of 1 to 3 megohms in receiving tubes and so does 
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affect the value of Yg of pentodes, tetrodes, and high-mu triodes 
even at audio frequencies. 

More accurate values of input admittance may be found by 
laboratory measurement or by the use of equations derived by a 
more rigorous method.^ It should be noted that the foregoing 
analysis neglects electron transit time, which has an appreciable 
effect upon tube admittances at ultrahigh frequencies. The 
approximate analysis shows that the increase of effective input 
capacitance over that obtained when the cathode is cold results 
from the action of Ezb in sending current through Cgp. 

The fact that the input conductance may be negative when the 
plate load contains inductance is of importance because oscillation 
may take place when an oscillatory circuit shunts a negative 
resistance (see Sec. 8-2). It will be shown in Chap. 6 that the 
input capacitance must be taken into consideration in the 
analysis of vacuum-tube amplifiers at frequencies above about 
2000 cycles per sec. 

4-4. Graphical Methods. —Many vacuum-tube problems can 
be solved most readily by graphical methods based upon the plate 
or transfer families of characteristics. ^ In certain cases there is 
some advantage in the use of the transfer characteristics, but the 
usefulness of the plate characteristics is much broader. This 
results partly from the fact that with nonreactivc load the locus 
of corresponding values of plate current and plate voltage 
assumed during the cycle with a given load is a straight line in an 
iirCb diagram, and partly because certain areas of the it-et diagram 
are proportional to power supplied or expended in various parts 
of the plate circuit. 

4-6. Static Load Line. —When the excitation voltages are zero, 
the plate current and voltage assume their quiescent values, 
which are related by Eq. (3-28). This equation may be written 
in the form 

' («> 

If Rb is constant, Eq. (4-9) is that of a straight line intersecting 

^ See, for instance, Chaffee, loc. cit., or H. J. Reich, “Theory and Applica¬ 
tions of Electron Tubes,” Sec. 4-2. 

* Warnbb, J. C., and Louohren, A. V., Proc. I.R.E.y 14 , 736 (1926); 
Green, E., Wireless Eng.^ 3, 402, 469 (1926); GrOnwald, E., r,F.T., 22 , 
306 (1933); Cocking, W. T., Wireless Eng,^ 11, 655 (1934). 
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the voltage axis at the point = E^h and having a negative slope 
in amperes per volt equal to the reciprocal of the d-c load resist¬ 
ance. Occasionally the d-c load resistance may vary with Iho- 
Then Eq. (4-9) is that of a curve passing through the point on the 
voltage axis where eh = Static load lines for fixed and vari¬ 
able load resistance arc illustrated in Figs. 4-5a and 4-56. The 
line represented by Eq. (4-9) is the locus of all static operating 
points that can be assumed with the given d-c load resistance and 
plate supply voltage, and is called the siaiic load line. From a 
comparison of Eqs. (3-27) and (3-28) it follows that all corre¬ 
sponding values of average plate current and average plate volt¬ 
age assumed with excitation must also lie on the static load line. 



Fig. 4-5.—Static load line for (a) fixed d-c load resistance and (5) d-c load 
resistance that varies with current. 

For constant d-c load resistance and given plate supply voltage, 
the static load line may be constructed by drawing a straight line 
through the point ei = Ehb on the voltage axis and through any 
other point whose coordinates satisfy Eq. (4-9). If the d-c 
load resistance is not too small, the intercept on the current 
axis, for which % = Ehb/Rhj may be conveniently used. The 
static operating point for a particular grid bias may then be 
determined from the intersection of the load line with the static 
characteristic corresponding to the given bias. Similarly, for a 
given operating point, the static load line is drawn through this 
point and through any other point whose coordinates satisfy 
Eq. (4-9). Although the required plate supply voltage may 
then be found from the intersection of the load line with the 
voltage axis, it may be determined with greater accuracy from 
Eq. (4-9). If the d-c load resistance is a function of the steady 
plate current, the static load line may be constructed by making 
use of the fact, shown by Eq. (4-9), that the static load line is a 
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curve of current through the load vs. voltage drop through the 
load. The load voltage drop is plotted in the negative direction 
relative to Ehb. 

4-6. Dynamic Path of Operation. Dynamic Load Line.—The 

locus of all corresponding values of instantaneous plate current 
and plate voltage assumed during the cycle with a given value of 
load impedance is called the dynamic path of operation. Under 
the assumption that the alternating plate current is sinusoidal, 
the instantaneous alternating plate current and plate voltage are 

ip = I pm sin (^3t (4-10) 

Cp = -Ipm\zb\ sin {(at + e) (4-11) 

(see Eq. 3-29) where 

e = tan-‘ - (4-12) 

n ^ ’ 


Expanding sin {nd -f- 6) and substituting Eq. (4-10) in Eq. (4-11) 
gives 

— Cp = ip\zi\ cos 6 + \zb\\/lpm^ — ip^ sin 6 (4-13) 



Transposing, squaring, and substituting rb/\zb\ and xi/\zb\ for cos 6 

and sin 6 simplify Eq. (4-13) to: 

ep^ + ^CpipTb + ip^W\ 

= Ipm^Xb^ (4-14) 

This is the equation of an ellipse 
whose center is at the operating 
point. It follows that the dy¬ 
namic path of operation is an 
ellipse whose center is the oper¬ 
ating point, as shown in Fig. 4-6. 
When ip = /pm, Eq. (4-14) re¬ 
duces to Ipmlcp = —llrbj indicating that the slope of the line join¬ 
ing the operating point with the points of tangency of the ellipse 
to the upper and lower horizontal tangents is the reciprocal of the 
a-c load resistance. 

The presence of harmonics in the plate current and voltage 
causes the path of operation to depart from the elliptical form 
indicated by an analysis based only upon the fundamental com¬ 
ponent. Graphical methods of analysis are most useful when 
harmonic production is not negligible. Since the true path of 


Fio. 4-6.—Path of operation for load 
containing reactance. Distortion as¬ 
sumed to be negligible. 
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operation cannot be determined until the harmonic content is 
known, however, and the path of operation is needed for the 
determination of harmonic content, graphical analysis is rather 
complicated when the load reactance is taken into consideration.^ 
For this reason it is customary to make the assumption that the 
load is nonreactive. Although the results attained under this 
assumption are not rigorous, they are of considerable value in 
predicting the performance of vacuum-tube circuits. If Xh — 0, 
Eq. (4-14) reduces to 

Cp + ipTh = 0 (4-15) 

which is the equation of a straight line through the static oper¬ 
ating point having a'negative slopes equal to the reciprocal of the 
a-c load resistance. This line, which represents the locus of all 
corresponding values of platen cun*ent and voltage assumed 
during the cycle with the given resistance load, is called the 
dynamic load line. If the a-c load resistance varies with plate 
current, as is usually true if the plate is coupled to the grid of a 
tube that passes grid current, then the dynamic load line is a 
curve whose slope at ev(‘ry point is the reciprocal of the a-c 
resistance corresponding to the current at that point. The 
dynamic load line will be indicated by the letters M-N, as in 
Figs. 4-7, 4-10, and 4-11. 

4-7. Construction of the Load Line. Plate Diagram.—Possi¬ 
ble confusion, caused by the fact that the slope of the load line is 
measured in mhos, is avoided by the use of the equivalent units, 
amperes per volt. The slope of the dynamic load line must be 
such that Acb/Aib = n in ohms, or volts per ampere, where Acb and 
Aib are the diflferences of voltage and current of any two points on 
the line. Similarly, the slope of the static load line must be such 
that Acb/Aib = Rh in volts per ampere, where ACb and Aib are the 
diflferences of voltage and current of any two points on that line. 

The family of plate characteristics, together with the static and 
dynamic load lines, is called the plate-circuit diagram^ or simply 
the plate diagram. In the derivations and analyses presented 
in the remainder of this book, the reactive component of load 
impedance will be neglected in the construction of plate-circuit 
diagrams. 

^ Green, he. oil.; Ardbnne, M. von, Proc. I.R.E.j 16, 193 (1928); Bar¬ 
clay, W. A., Wireless Eng., 6, 660 (1928); Preisman, A., RCA Rev., 2, 
124, 240 (1937) (with bibliography). 
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Figure 4-7 shows the plate diagram for a circuit in which the 
load is a pure resistance. Since the a-c and d-c load resistances 
are equal, the static and dynamic load lines coincide. In Fig. 
4-7 the path of operation and the shape of the static character¬ 
istics are such that the current amplitude of the positive half 
cycle exceeds that of the negative. The average plate current, 



Fig. 4-7.—Triode plate diagram. Pure resistance load, n — Rb. 


therefore, increases with excitation and the dynamic operating 
point A lies above the static operating point 0. In general, the 
position of A relative to 0 depends upon the region of operation 
and the shape of the static characteristics. 


C 



Fig. 4-8.—Circuit in Fig. 4-9.—Circuit in 

which the a-c resistance which the a-c resistance 

between the terminals ex- between the terminals 

ceeds the d-c resistance. is less than the d-c 

resistance. 

Usually the a-c resistance of the load differs from the d-c resist¬ 
ance. Figure 4-8 shows a circuit in which the a-c resistance 
exceeds th6 d-c resistance. The d-c resistance is merely the resist¬ 
ance Ri of the transformer. The a-c resistance, however, is equal 

to Ri -f n * For an iron-core transformer this 

(/t2 + Ry + w 

R A" R 

may usually be simplified to H — - - — f where n is the pri- 

n* 
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mary-to-secondary turn ratio. ^ Figure 4-9 shows a circuit in 
which the a-c resistance is less than the d-c resistance. The d-c 
resistance is Rij whereas the a-c resistance approaches that of 
Ri and 7^2 in parallel as the frequency is increased. 



Fia. 4-10.—Simplified plate diagram for a circuit in which the a-c resistance of the 
load exceeds the d-c resistance. 

Figure 4-10 shows a simplified plate diagram, for a circuit in 
which the a-c resistance of the load exceeds the d-c resistance. 
A rigorous analysis shows that the dynamic operating point A 
lies above or below 0 on the static load line, and that the dynamic 
load line should pass through this point, as shown in Fig. 4-11, 



Fio. 4-11.—Exact plate diagram for nonreactive load, rj, > Rf,. Conditions of 
operation such that average plate current increases with excitation 

rather than through the static operating point 0. For such an 
analysis and for an explanation of the methods of successive 
approximations that must be used in constructing a true plate 
diagram, the student should refer to more advanced texts.^ 

^ Reich, H. J., “Theory and Applications of Electron Tubes,” Sec. 8-20. 
* See, for instance, E. L. Chaffee, “Theory of Thermionic Vacuum Tubes,” 
pp. 201-213, McGraw-Hill Book Company, Inc., New York, 1933; H. J. 
Reich, op. cif., pp. 92-107. 
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Errors resulting from the use of the simplified plate diagram 
in the graphical study of vacuum-tube circuits are appreciable 
only when there is a relatively large change in average plate 
current with excitation, as there may be, for instance, in pentode 
circuits. 

4-7A, Operating Point for Tubes with Filamentary Cathodes.— 

In obtaining the data for the static characteristics of a tube 
with a filamentary cathode, the filaments are always operated 
on direct voltage, and the grid and plate voltages are measured 
with respect to the negative end of the filament. When such a 
tube is operated with alternating filament voltage, the grid and 
plate circuits are connected to the filament through a center tap 
on the filament transformer or through a center-tapped resistor 
shunting the filament (see Sec. 5-12), and the operating grid bias 
is specified with respect to the center tap. Therefore the numer¬ 
ical value of bias used in locating the operating point graphically 
under a-c operation is less, by one-half the filament voltage, than 
the voltage specified or applied between the grid and center of the 
filament. In families of plate characteristics furnished by tube 
manufacturers, the static characteristic corresponding to specified 

operating voltages with respect to 
the center of the filament is often 
shown as a dotted curve. The 
filament voltage is ordinarily so 
much smaller than the plate volt¬ 
age that no correction need be 
made in the plate voltage in locat¬ 
ing the operating point. 

4-8. Applications of the Plate 
Diagram.—Dynamic transfer char¬ 
acteristics may be readily derived 
from the plate diagram by plotting 
corresponding values of it and ec for 
the points at which the dynamic 
Toad line intersects the static char¬ 
acteristics. The dynamic transfer characteristic can then be used 
to determine the wave form of the plate current for a given wave 
of alternating grid voltage. From the values of instantaneous 
grid voltage at various points in the cycle the corresponding 
values of current are determined by reference to the curve, 



Fig. 4-12.—Use of the dynamic 
transfer characteristic in the graph¬ 
ical construction of the plate-cur- 
rent wave. 
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or the current wave may be constructed by projection, as in 
Fig. 4-12. Other applications of the plate diagram will be 
discussed in later sections. 

It is sometimes convenient to indicate the range over wliich 
the grid voltage varies by showing the wave of alternating grid 
voltage on an extension of the static characteristic through the 
operating point, as in Fig. 4-7. It should be noted that because 
the static characteristics for equal intervals of grid voltage are 
not usually equally spaced, the wave of plate current cannot be 
accurately constructed by projecting from the grid-voltage wave 
to the load line. 

4-9. Graphical Analysis of Plate Current. —Graphical methods 
of analyzing the plate current of a vacuum tube are- based upon 
tli(i assumption that for sinusoidal excitation voltage the plate 
current contains a finite number of frequency components, or 
upon the equivalent assumption that the plate current may be 
expressed as a finite series. If as many instantaneous values of 
current can be determined graphically as there are components, 
or terms in the series, simultaneous equations can be set up from 
which the amplitudes may be computed. A number of interest¬ 
ing and useful methods have been developed, which differ from 
one another mainly as to choice of the points of the cycle at 
which the currents are evaluated.^ The accuracy and con¬ 
venience of these methods depend upon the manner in which 
the selected currents arc chosen. The currents may be evaluated 
at equal time intervals of the excitation cycle, as exempli¬ 
fied by the method of Lucas; they may be evaluated at 
equal grid-voltage intervals, as in Espley\s method; or they 
may be evaluated at such instants as to give the highest 
accuracy. The advantage of the second method lies in the fact 
that the grid voltages at which the current is evaluated may 
often be made to coincide with those of the static plate character¬ 
istics, so that the currents may be read directly from the inter¬ 
sections of the dynamic load line with these static characteristics. 
Chaffee has developed a more general method which includes all 
three of these special methods.^ 

In the treatment that follows, it will be assumed that the load 
is nonreactive. The path of operation is then a straight line, and 

’ See bibliography at end of chapter. 

* Chaffee, E. L., Rev, Sci. InstrurnentSj 7, 384 (1936). 
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evaluating the current at a given number of points on the path of 
operation is equivalent to evaluating at twice that number of 
instants in the fundamental cycle. It is sometimes convenient 
to differentiate between methods of analysis according to the 
number of instantaneous values of current that are used to 
determine the amplitudes of the fundamental and harmonic 
frequency components. Thus a five-point analysis is one in 
which the current is evaluated at five points of the path of oper¬ 
ation or of the dynamic transfer characteristic, or at 10 instants 
in the fundamental period. 

Substitution of the sinusoidal voltage Eym sin o)t for the excita¬ 
tion voltage e in the series expansion for ip [Eq. (3-32)], gives 

ip = aiEgtn sin oot -f aiEgm^ sin^ cjt -f a^Eym^ sin* cot 

“b a^Egrr^ sin'^ -+- * * * (4-16) 

which may be written in the form 

ip Hq + Hi sin oit — H 2 cos 2(jot — Hz sin 3a)^ + ^^4 cos 

+ 7/5 sin boit - ‘ ‘ • (4-17) 

in which Hn is the amplitude of the nth harmonic compontmt of 
the alternating plate current and /7o is the steady component 
of alternating plate current. Under the simplifying assumption, 
discussed in Sec. 4-7, that the dynamic load linc^ passes through 
the static operating point, the axis of the wave of alternating 
current also passes through the static operating point, as in 
Figs. 4-10 and 4-13, and the total instantaneous plate current is^ 

ih = I ho + ip ~ I bo 4" 77o “b 77i sin wt — H 2 cos 2cjot — Hz sin 3o)t 
+ Ha cos 4u)t + Ih sin — • • • (4-18) 

Formulas must be derived for the coefficients of Eq. (4-18) in 
terms of selected values of instantaneous plate current. The 
accuracy of these formulas for harmonic amplitudes increases 
with the number of points of the fundamental cycle at which the 
current is evaluated and also depends upon the location of these 
points in the cycle. The variation of the instantaneous total 
plate current with amplitude of a given harmonic is greatest at 

1 As shown by Fig. 4-11, the axis of the wave actually passes through the 
point r, determined by the intersection of the dynamic load line with the 
static plate characteristic for which Ce = Eej and ht should be used in Eq. 
(4-18), in place of ho- The error resulting from the use of ho is small unless 
ha differs appreciably from ho, as it may in pentode circuits. 
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the instants at which the harmonic has its crest value. Highest 
accuracy is, therefore, obtained if the currents used to determine 
the amplitude of a given harmonic correspond to the instants 
at which the harmonic has its crest value. 

In order to explain the method and thus justify the use of the 
formulas, Espley\s formulas will be derived for the simple case in 
which the third and higher harmonics are assumed to be negli¬ 
gible. Under this assumption the alternating plate current may 
be expressed by two terms of the plate-current series. Plate 



Fig. 4-13.—DiaRram for use with Eqs. (4-20, 4-21, and 4-24). 


excitation voltage is assumed to be zero. The total instan¬ 
taneous plate current is 

ib — Ibo + OiCg + (i2eg^ (4-19) 

The following relations are apparent from Fig. 4-13: 

ib = /max when Cg = Egm (4-20) 

ib = /min when = -Egm (4-21) 


Substituting Eqs. (4-20) and (4-21) in Eq. (4-19) and solving the 
resulting simultaneous ecpiations gives 


Ol 


- In 


2Ea 


02 


“h /min — 2/ 
2Egm^ 


ho 


(4-22) 


Substituting Eq. (4-22) in the first two terms of Eq. (4-16) and 
expanding sin^ oit gives 


ib — Ibo “f" 4“ /min 2/bo) “f“ lf(/max /min) SlU 0)t 

— iilmmx + /min — 2/b<,) COS 2o)t (4-23) 
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The average plate current and the amplitudes of the fundamental 
and second-harmonic components of plate current are 

H(i ~ ”1" -^min 2/5o) 

Ibii — Ibo + Hq — HhnAX + /min + bo) 

//1 ^2 (/'“a* /mm) 

Hi — \{Imnx + I min — 21 bo) 

It is important to note that Eqs. (4-24) will give sufficiently 
accurate values of steady, fundamental, and second-harmonic 
components of plate current only when higher harmonics are 
negligible. If the higher harmonics cannot b(^ neglected, it is 
necessary to use formulas based upon a greater number of terms 
of the series expansion for ip. To derive equations that include 
harmonics up to the nth, n terms of the (expansion arc used, and 

the seiies is evaluated at n + I 
values of instantaneous grid 
voltage. Espley^s method for 
four harmonics requires the 
determination of the instan¬ 
taneous plate currents corn»- 
sponding to Cy = +Eym, Cg = 

= 0, Cy = 

and €y = —Eyrr,. These five 
values of current will be repre¬ 
sented by the symbols /i, /i.^, 
hoy J-Viy and /_i, respectively. 
The following expressions give the amplitude's of the components 
of plate current: 

ha 

Ih 
Hi 
H, 

Ha 

h, hh 3,nd I-I are determined from the intersections of the 
dynamic load line with the static charae^teristics correspond¬ 
ing to €c ^ E c "t” Egfnj &C ~ Eq “b "^Egmy 6c ~ Eg "sEgmy aild 
Ce — Ec — Egmy as shown in Fig. 4-14. If the static character¬ 
istics corresponding to these values of grid voltage are not 
available, the currents may be read from the dynamic transfer 


= \{h 21 21 ^y. + /_i) \ 

= Uh + Ih - I-H - /-i) / 

= i(/i - 2ho + /-i) } (4-25) 

= i(/i ^Ih + ^I-H I-i) \ 

= tV(/i 4/1/2 + 6 /e>a — 4/_«/2 -b /_i) / 



Fig. 4-14.—Use the plate diagram in 

the application of Kqs. (4-25). 


(4-24) 
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characteristic derived from the plate diagram, as shown in 
Fig. 4-15. 

Sometimes it is convenient or necessary to measure the instan- 



Flu. 4-15.—Uso of tlio dynamic 
transfer characteristic in the appli¬ 
cation of E(is, (4-25). 


taneous alternating currents (with 
respect to the current correspond¬ 
ing to the time axis ho)^ rather 
than the instantaneous total cur¬ 
rents, in making graphical anal- 



Fig. 4-16.—Diagram showing the rela¬ 
tion between the instantaneous currents 
measured relative to zero and relative 
to Ibi,. 


yses. The following rc'lations are apparent from Fig. 4-lG: 


I\ ~ ho + 

Iy> = ho + U’i 


7 - 7,„ I 

i_l = Ibo t-l j 


ill which the lower-case symbols indicate currents measured 
rc'lative to h,,. By moans of Eqs. (4-26), Eqs. (4-25) may be 
transformed into 


7 hit 

= hih 

+ 

2ii\y -j- 6/bo — 2z—Gi ■ 

7/i 

= ihi 

+ 

iy. -f- hy'i + i-i) 

7/2 

= iiu 

-- 

l-i) 

77, 

= Uu 

— 

2iyy — 2i-yi + i-\) 

7/4 


1 " 

- ““ ^*-0 


(4-27) 


If the dynamic transfer characteristic is .symmetrical about Er, 
then ii = i_i and iy, = and Eqs. (4-27) reduce to 


ha = ho th = |(fi + Hi) \ 

77j = /7< = 0 77, = iih - 2hi) f 


Equations (4-28) show that, when the dynamic transfer char¬ 
acteristic is symmetrical, the even harmonics arc zero and the 
steady component of plate current does not change when the 
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excitation voltage is applied. They are useful in the analysis of 
push-pull amplifiers, which will be defined in Chap. 5. 

For equations applicable when the fifth and sixth harmonics are 
present, the student should refer to other treatments of the 
subject.^ 

4-10. Field of Application of Equations for Harmonic Analysis. 

Although the equations of Sec. 4-9 were derived for the special 
case of excitation applied to the grid circuit, the student may 
readily show that they may also be used when the excitation is 
impressed upon the plate circuit. With suitable changes in 
symbols, they may be applied to the analysis of currents and 
voltages of other electrodes than the plate. Their use may, 
in fact, be extended to the harmonic analysis of any quantity 
that varies periodically as the result of the sinusoidal variation 
of another quantity that is related to the first through a>;ingle- 
valued curve of known form. 

4-11. Nonsinusoidal Excitation Voltage. —The formulas for 
harmonic content developed in this chapter are all based upon 
the assumption that the alternating grid voltage is sinusoidal. 
They are not, therefore, of value in analyzing the alternating 
plate current when the grid voltage is not sinusoidal. It is 
possible, however, to construct a wave of plate current by 
means of the dynamic transfer characteristic and to analyze it by 
well-known nlethods of wave analysis. ^ This negle(;ts the fact 
that the a-c load resistance and slope of the load line may be 
different for eath input frequency component. An approximate 
analysis may be made under the assumption that the components 
of the wave of plate current are the same as would be obtained 
if the various components of the grid voltage were applied 
separately and the corresponding output components added. 
This would be valid if there were no distortion. It gives no 
indication of the intermodulation frequencies and neglects the 
fact that the dynamic operating point is different for each 
component than it would be for the resultant grid voltage. 
Ordinarily, adequate indication of the performance of the tube 
and circuit may be obtained by graphical methods based upon 
sinusoidal excitation, with full excitation voltage. 

^See, for instance, H. J. Reich, ‘^Theory and Applications of Electron 
Tubes,Sec. 4-9. 

* Motjllin, E. B., Wireless Eng., 8, 118 (1931). 
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4-12. Significance of Algebraic Signs of Numerical Values. —It 

should be noted that the algebraic sign of the amplitude of a 
particular harmonic may turn out to be either positive or nega¬ 
tive, the sign indicating the phase relative to the fundamental. 
If the amplitude is positive, the harmonic adds to the funda¬ 
mental at the instant when the fundamental has its positive crest 
value; if the amplitude is negative, the harmonic subtracts from 
the fundamental at this instant. 

Mechanical Aids to Harmonic Measurement. —Scales that 
make possible the direct reading of percentage second and 
third harmonic have been described by D. C. Espley and L. I. 
Farren.^ These scales, which are based upon a five-point 
analysis, are particularly useful when a large number of graphical 
determinations of harmonic content must be made. 

4-13. Percentage Harmonic and Distortion Factor. —The 
percentage of a given harmonic is defined as the ratio of the 
amplitude of the harmonic to the amplitude of the fundamental 
multiplied by 100. Thus, if harmonics above the second are 
negligible, Eqs. (4-24) indicate that the percentage second 
harmonic is 

Percentage 7 - ^— X 100 (4-29) 

The relative importance of different harmonics in producing 
audible distortion of speech and music depends to some extent 
upon the fundamental frequency. A given percentage of har¬ 
monic is in general more objectionable the higher the order of 
the harmonic. High-order harmonics result in unpleasant 
sharpness of tone or a hissing sound. Actually, however, the 
intermodulation frequencies, rather than the harmonics, are 
largely responsible for the disagreeable effects. The principal 
reason for this is that the intermodulation frequencies are in 
general inharmonically related to the impressed frequencies. 
A second reason is that some of the intermodulation frequencies 
corresponding to impressed frequencies near the upper end of 

1 Espley, D. C., and Farren, L. I., Wireless Eng.^ 11, 183 (1934). 

* Massa, Frank, Proc, I.R.E., 21, 682 (1933); Federal Radio Commission 
Rules and Regulations, Secs. 103, 139; Nason, C. H. W., Radio Eng,^ 13, 
20 (1933); Grapfunder, W., Kleen, W., and Wehnert, W., Electronics 
(abst.), November, 1936, p. 48; Bartlett, A. C., Wireless Eng., 12, 70 
(1936). 
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the audio-frequency band may fall near the center of the band, 
whereas the harmonics fall outside of the band. The amplifica¬ 
tion of succeeding amplifiers and the sensitivity of the ear may 
be greater to these mid-band intermodulation frequencies than 
to the impressed frequencies.^ 

For a given value of maximum grid swing, the amplitude of 
a sum- or difference-frequency component associated with any 
term of the series does not exceed that of the corresponding 
harmonic produced when a single frequency is applied. The 
harmonic amplitudes at a given grid swing may, therefore, be 
used as a measure of distortion. A fairly satisfactory index 
of audible distortion is the distortion factory which is defined by 
the equation 

,. (4-30) 

n 1 

4-14. Graphical Determination of Power Output. —Ordinarily 
only the fundamental power output is of importance. This is 

Po = (0.707Hiyr, = (4-31) 

where Hi is the graphically determined value of fundamental 
plate-current amplitude. If harmonics higher than the second 
can be neglected, then the fundamental amplitude given by 
Eq. (4-24) is a close approximation. The corresponding equa¬ 
tion for fundamental power output is 

Po = i(/™« - IminYrt <4-32) 

But since the slope of the dynamic load line is 1 /rb it can be seen 
from ig. 4—13 that (/max Imin}rb — Em^x Emin> 

Therefore Eq. (4-32) may be transformed into 

Po ^ K/max — /inin) (-^max — Emin) (4-33) 

This is equal to one-eighth of the area of the rectangle KMLN in 
Fig. 4-13. 

Problems 

4-1. a. Draw the equivalent plate circuits for the circuits of Fig. 4-17, 
indicating the polarities of all instantaneous voltages. 

6. Write the network equations for the equivalent circuits. 

c. Write expressions for Eg in terms of Vg and circuit parameters and cur¬ 
rents, which may be used in conjunction with the equations of (6) to find 
the circuit voltages and currents. 

^ Massa, F., ElectronieSy September, 1938, p. 20. 
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4-2. a. Draw the equivalent second-Krid circuit for the circuit of Fijj. 
4-18. 

h. Write the expression for in terms of Vg 2 , rc, and Cr. 



( i ) (j ) 


Fuj. 4-17.—Diagrams for Proh, 4-1. 



Fig. 4-18.—“Reactaiice-tubo” circuit. Fio. 4-19.—"Reactance-tubc” circuit. 

4-3. a. Draw the equivalent plate circuit for the circuit of Fig. 4-19. 
h. By means of the equivalent circuit derive an expression for 1 in terms 
of E and thus show that the circuit acts like an admittance of value 

-•(l +M)+rp-;^ , 


2 /* 


(4-34) 
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c. Show that when r is large in comparison with Vp the circuit acts like a 
resistance r, in parallel with a reactance Xe whose values are 


Tpir^C^co^ + 1 ) 

r»C‘u)*(l + m) + 1 


Xe = - 




(4-35) 

(4-36) 


d. Show that when rCw is large, Eq. (4-35) reduces to 


re 


I +M 


(4-37) 


4-4. a. Making use of the similarity between the equivalent circuits of 
Probs. 4-2 and 4-3, write equations equivalent to Eqs. (4-35) and (4-36) 
for the circuit of Fig. 4-18. 

b. The current to the second grid in Fig. 4-18 is increased by a positive 
increment of second grid voltage, which is positive, but decreased by a 
positive increment of third grid voltage, which is negative. Making use 
of this fact, show that the effective parallel resistance between A and B 
may be negative, and that the effective parallel reactance may be inductive. 

c. Show that the minimum value of negative resistance is ecjual to 
rg 2 /{l -f M 23 ) and that the negative resistance approaches this value when 
the resistance r is large in comparison with the reactance of C. 

4-6. a.' By means of the equivalent plate circuit, show that the effective 
resistance between points A and B of Fig. 4-17j is equal to 


2r pTb 

rp -h r6(l - m) 


(4-38) 


h. Determine the condition that makes Ve negative. 

4-6. a. Construct the simplified plate diagram for a type 45 tube when 
Ebb — 280 volts, Ec — —50 volts, Rb = 500 il, and n = 3333 ih 

b. Derive a dynamic transfer characteristic from the plate diagram. 

4-7. If the static operating voltages of a type 45 tube are Ebo = 240 volts, 

= — 50 volts; the plate supply voltage is 250 volts; and the a-c load 
resistance is 5000 ft, 

a. Find rp, and Qm at the static operating point. 

5. Find the d-c resistance of the load. 

c. Construct the simplified plate diagram. 

d. Find the amplitudes of the fundamental and second-harmonic com¬ 
ponents of plate current at grid swings of 50 volts and 40 volts. 

c. Find the fundamental power output at grid swings of 50 volts and 
40 volts. 


Supplementary Bibliography 

A supplementary bibliography on the theory of harmonic generation and 
on harmonic analysis will be found at the end of Chap. 4 of Theory and 
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Applications of Electron Tubes^^ by H. J. Reich. The following references 
cover recent articles on harmonic generation and graphical methods of 
analysis: 

Macfadyen, K. a.: Wireless Eng.y 15, 310 (1938). 

Scott, H. J., and Black, L. J.: Proc. I.R.E., 26, 449 (1938). 

Fairweather, a., and Williams, F. C.: Wireless Eng.y 16, 57 (1939). 
Wheeler, H. A.: Proc. I.R.E.y 27, 359, 384 (1939). 

Thomson, W. T.: Electrical Eng.y 68 , 488 (1939). 

Jonker, j. L. H.: Wireless Eng.y 16, 274, 344 (1939). 

VAN der Ven, a. j. H.: Wireless Eng.y 16, 383, 444 (1939). 

Bloch, A.: Wireless Eng.y 16, 592 (1939). 

Nims, a. a.: ElectronicSy May, 1939, p. 23. 

Frommer, j., and R^dl, A.: Wireless Eng.y 17, 4 (1940). 



CHAPTER 5 


AMPLIFIER DEFINITIONS, CLASSIFICATIONS, AND 

CIRCUITS 

The many applications of thermionic electron tubes may be 
divided into amplification, detection and modulation, generation 
of alternating voltage, power rectification, current and power 
control, and measurement. The subject of amplification will 
be treated in tliis and the following chapter. The purpose of 
the present chapter is to define terms that must be used in the 
discussion of amplifiers, to classify different type's of amplifiers, 
and to show basic circuits of amplifiers. Chapter 6 will deal 
with the characteristics and the design of amplifiers. 

6-1. Signal.—The term signal is applied to any alternating 
voltage or frequency impressed upon the input of an amplifier 
or other four-terminal network. It is also applied to the result¬ 
ing fundamental components of output voltage or current, as 
distinguished from harmonic or intermodulation components. 

6-2. Amplifiers. —An amplifier may be defined as a device for 
increasing the amplitude of electric voltage, current, or power, 
through the control, by the input, of power supplied to the output 
circuit by a local source. A vacuum-tube amplifier is one that 
employs vacuum tubes to effect the control of power from the 
local source. 

Amplifiers are but one type of the general four-terminal net¬ 
work. Other types include the transformer and the filter. 
Wherever possible, the definitions and discussions given in this 
chapter are worded so as to apply also to other four-terminal 
networks. 

6-3. Amplifier Distortion. —If an amplifier, or other four- 
terminal network, is distortionless, the application of a periodic 
wave of any form to the input terminals will result in the produc¬ 
tion of an output wave that is a replica of the input wave. In 
general such a periodic wave will consist of a fundamental and 

114 
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one or more harmonics. In order that the output wave form 
shall be identical with that of the input, three conditions must be 
satisfied: (1) The output must contain only the frequencies 
contained in the input. (2) The output must contain all fre¬ 
quencies contained in the input, and the relative amplitudes of 
the various components must be the same as in the input. (3) 
If any component of the output is shifted in phase relative to the 
corresponding component of the input, all components must be 
shifted by the same number of electrical degrees of the funda¬ 
mental cycle. Examination of a fundamental wave and its 
nth harmonic shows that this is equivalent to saying that the 
phase shift of the nth harmonic, measured in electrical degrees 
of its own cycle, must be either n times the phase shift of the 
fundamental or an integer multiple of 180 deg. This can 
be true only if the phase shift for sinusoidal input is either 
proportional to the frequency, or zero or 180 deg at all 
frequencies.^ Failure to satisfy these three conditions results 
in three corresponding types of distortion: amplitude distortion 
(nonlinear distortion), frequency distortion (frequency discrim¬ 
ination), and phase distortion. 

Amplitude distortion {nonlinear distortion) is the generation in 
an amplifier or other four-terminal network of frequencies not 
present in the impressed signal and is usually associated with a 
nonlinear relation between output and input amplitudes. In 
vacuum-tube amplifiers it is the result of curvature of the 
dynamic tube characteristics. The generation of harmonics and 
intermodulation frequencies was discussed in Chap. 4. A non¬ 
linear relation between the output and input amplitudes when 
the dynamic transfer characteristic is curved is predicted by 
the fact that the third and higher odd-order terms of the series 
expansion for plate current [Eq. (3-36)] give rise to fundamental 
components of plate current, the amplitudes of which vary 
as the cube or higher odd power of the excitation voltage. 
For this reason, unless the coefficients of all odd-order terms 
of the series are negligibly small, the voltage, current, and power 
output are not proportional to the exciting voltage. Amplitude 
distortion is objectionable in the amplification of speech and 
music mainly because intermodulation frequencies are in general 
inharmonically related to the impressed frequencies and there- 

1 Fry, T. C., Physik. Z., 28, 273 (1922). 
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fore proauce unpleasant discords. Amplitude distortion^ can 
be minimized by proper choice of tubes, load impedances, and 
operating voltages, and by avoiding too high excitation voltage. 
Overloading is the very noticeable amplitude distortion that 
00001*8 when the exciting voltag(‘ is so large that the normal range 
of operation on the dynamic transfer characteristic is exceeded. 
It may be especially pronounced when the input amplitude 
is so large that plate current in one or more stages ceases to flow 
during a portion of the cycle. 

Frequency distortion in an amplifier or other four-terminal net¬ 
work is the variation of amplification or sensitivity with fre¬ 
quency of the impnvssc'd signal. In a vacuum-tube amplifier 
it results from dependence of circuit and inten'h^ctrode imped¬ 
ances upon frequency.- It can be minimized by proper design 
of input, output, and interstage coupling circuits, being least 
in amplifiers in which the circuits do not contain reactance. 
The difficulty of preventing frequency distortion increases with 
the width of the frequency band for which the amplifier is 
designed and with amplification per stage. Although frequency 
distortion may not produce disagreeable effects in the amplifica¬ 
tion of music, it impairs fidelity of tone and may prevent the 
reproduction of the sounds of some instruments. By eliminating 
the high frequencies essential to the reproduction of consonants, 
it may mal^ reproduced speech difficult to understand. 

Phase distortion is the shifting of the phase of the output 
voltage or current of an amplifier or other four-terminal network 
relative to the input voltage or current by an amount that is not 
proportional to frequency. Like frequency distortion, it results 
from the reactance of electrodes and circuit elements and can 
be made negligible by designing the coupling and other circuit 
elements so that the reactances have negligible effect throughout 
the desired frequency range.^ This causes the phase shift to 
approximate zero or 180 deg throughout the frequency range. 
Because phase distortion usually cannot be detected by ear 
it is ordinarily the least objectionable type of distortion in 
the amplification of sound. It is objectionable, however, in 

1 Bartlett, A. C., Wireless Eng,, 12, 70 (1935); Barrow, W. L., Phys, 
Rev., 89, 863 (1932); Espley, D. C., Ptoc. I.R.E., 22, 781 (1934). 

* At ultrahigh frequency electron transit time also causes distortion. 
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the amplification of television signals and in the use of amplifiers 
in the oscillographic study of voltage and current wave form. 

6-4. Amplifier Classification. —Vacuum-tube amplifiers are 
commonly classified in four ways: (1) according to use, (2) 
according to circuits, (3) according to frequency range, and 
(4) according to the portion of the cycle during which plate 
current flows. 

Voltage, Current, and Power Amplifiers. —When classified as 
to type of service, amplifiers are termed voltage amplifiers, 
current amplifiers, or power amplifiers, depending upon whether 
they are designed to furnish voltage, current, or power output. 
The effectiveness with which a voltage amplifier accomplishes 
its function is indicated by its voltage amplification. Voltage 
amplification is the ratio of the signal voltage available at the 
output terminals of an amplifier, transformer, or other four- 
terminal network, to the signal voltage impressed at the input 
terminals. It will be represented by the symbol m'- 

Current amplification is the ratio of the signal current pro¬ 
duced in the output circuit of an amplifier, transformer, or 
other four-terminal network to the signal current supplied to 
its input circuit. The effectiveness with which a current 
amplifier accomplishes its function may sometimes be specified 
by its current amplification, but usually the input impedance is 
so high that this term has no useful significance unless the input 
is shunted by a specified impedance. The performance can be 
indicated better by the current sensitivity, which is defined as 
the ratio of the signal current produced in the output circuit 
of an amplifier or other four-terminal network to the signal 
voltage impressed at the input terminals. Current sensitivity 
is measured in mhos. 

Power amplification is the ratio of the power delivered to the 
output circuit of an amplifier, or other four-terminal network 
containing a source of local power, to the power supplied to its 
input circuit. Because of the high input impedance of many 
types of power amplifiers, this term may have no useful sig¬ 
nificance unless the input is shunted by a specified resistance. 
It is, therefore, usually better to specify the performance of a 
power amplifier by its power sensitivity, which is defined as the 
ratio of the square root of the signal-frequency power delivered 
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by the output circuit of an amplifier or other four-terminal net¬ 
work containing a local source of power, to the effective value 
of the signal voltage impressed at the input terminals.^ Power 
sensitivity is measured in root mhos. 

A frequency-response characteristic is a graph that relates the 
amplification or sensitivity of an amplifier or other four-terminal 
network with the frequency of the impressed signal. The term 
is usually applied to a graph of voltage amplification as a func¬ 
tion of frequency of the impressed signal. 

In amplifiers designed to furnish voltage output, all stages, 
including the final one, should be voltage amplifiers. In ampli¬ 
fiers designed to furnish power output, on the other hand, the 
last stage must be a power amplifier. All other stages are 
voltage amplifiers unless the final power tube operates in such a 
manner that grid current flows during part of the cycle, in which 
case the next to the last stage must also be a power amplifier. 
The theory and characteristics of voltage, current, and power 
amplifiers will be considered in Chap. G. 

6-6. Amplifier Circuits. —The classification of amplifiers accord¬ 
ing to circuits is based upon the number of stages, upon 
the type of circuit used to couple successive stages, and upon 
w^hether each stage uses a single tube or a symmetrical arrange¬ 
ment of two tubes. The coupling circuit scarves a dual function. 
It converts the alternating plate current of one tube into alter¬ 
nating voltage to excite the grid of the following tube; and, by 
preventing application of dire(*t plate voltage of one tube to the 
grid of the following tube, it allows the propc^r operating voltages 
of all electrodes to be maintained. There are three fundamental 
types of coupling: direct couplmg, impedance-capacitance couplingy 
and transformer coupling, 

6-6. Direct Coupling. —A direct-coupled amplifier is one in 
which the plate of a given stage is connected to the grid of the 
next stage either directly or through a biasing battery. Basic 
circuits of two-stage amplifiers with direct coupling are shown 
in Figs. 5-1 and 5-2. The biasing battery adjacent to the grid 
of the second tube in the circuit of Fig. 5-1 is necessitated by the 
fact that the plate of the first tube is positive relative to its 
cathode, whereas the grid of the second tube must be negative 
relative to its cathode. The need for this battery is avoided 

^ Ballantine, Stuart, Proc. I.R.E.y 18, 462 (1930). 
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in the circuit of Fig. 5-2 by making the cathode of the second 
tube positive with respect to the cathode of the first tube. The 
voltage of the cathode of the second tube in Fig. 5-2 is adjusted 
so that the voltage between p and q is less than the drop through 
Zbi by the required grid bias of the second tube. 



Fig. 5-1.—Direct-coupled amplifier. Fig. 5-2.—Direct-coupled amplifier. 


The several voltage sources of Fig. 5-2 may be replaced by a 
vsingle voltage souri^c and a voltage divider, as in Fig. 5-3a.^ 
The function of the condensers, called by-pass condensers (see 
Sec. 6-14), whose reactances are much smaller than the resistances 



Fig. 5-3.—Direct-coupled amplifiers with single source of grid and plate voltages. 

that they shunt, is to prevent the application to the grids of 
signal voltages caused by the flow of alternating plate currents 
through the voltage divider. Since the reactance of these con- 

^Loftin, E. H., and White, S. Y., Proc. 16 , 281 (1928); 18 , 

669 (1930). 
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densers increases as the frequency goes down, their use may 
result in frequency distortion at low frequencies. They need 
not be used in the circuit of Fig. 5-36, in which the plate current 
of the second tube flows through a separate voltage divider and 
so cannot cause the application of signal voltage to the grid 
of the first tube. The voltage impressed upon the first grid 
as the result of the flow of plate current of the first tube through 
its voltage divider reduces the amplification somewhat, but has 
no other objectionable effect. This difficulty may be avoided 
entirely by the use of push-pull circuits,^ which are discussed in 
Sec. 5-10. 

Direct-coupled amplifiers respond down to zero frequency, 
Le.f they amplify changes of direct voltage. Although the 



Fig. 5-4.—Impedance-capacitance-coupled amplifier. 

small frequency distortion and the response at zero frequency 
are the advantages of the direct-coupled amplifier, the response 
to changes of st(?ady voltage makes it difficult to use more than 
two stages in the circuits of Figs. 5-1, 5-2, and 5-3.| Small 
changes in the operating voltages of the first tube are amplified 
to such an extent that it is hard to maintain correct grid bias 
in the final stage of an amplifier having three or more stages. 
This difficulty may be reduced, however, by the use of inverse 
feedback^ (see Sec. 6-31). 

6-7. Impedance-capacitance Coupling. —In the impedance- 
capacitance-coupled amplifier of Fig. 5-4 the plate voltage is 
kept from the grid of the succeeding tube by the use of a coupling 
condenser Cc. If the reactance of this condenser is small in 
comparison to the grid coupling impedance Z 2 , practically the full 

1 Goldberg, H., Trans. A.I.E.E., 59, 60 (1940). 

* Clapp, J. K., General Radio Experimenter^ 9, February, 1939, p. 1; 
Goldberg, loc. ciL 
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voltage developed across Zi is applied to the grid of the second 
tube. Z 2 is almost always a resistance. The plate coupling 
impedance zi may be a resistance, an inductive reactance, a 
resonant circuit, or a more complicated type of impedance. 
When resistance is used, the amplifier is termed a resistance- 
capacitance-coupled amplifier, or simply a resistance-coupled 
amphfier. 

6-8. Use of Cathode Resistors to Provide Bias. —It is unneces¬ 
sary to use a separate voltage source to supply grid-bias voltages. 
The plate and grid supply voltages of Fig. 5-4 may be replaced 
by a single voltage source and voltage divider, or the bias volt¬ 
ages may be obtained by the use of cathode resistors, as in 
Fig. 5-5. The steady components of plate and'screen currents 



Fig. 6-6. —Impedance-capacitance-couplcd amplifier with self-biasing resistors 

Rcc, 

through a biasing resistor Rcc cause a steady voltage drop that 
is of such polarity as to make the grid negative with respect to 
the cathode. The tube is said to be self-biased. The correct 
value of biasing resistance for any stage is equal to the required 
bias divided by the sum of the static operating plate and screen 
currents. If the resistance alone is used, the signal voltage 
produced across this resistance is also applied to the grid, and, 
being opposite in phase to the input voltage, reduces the ampli¬ 
fication. Although the effects of the out-of-phase voltage applied 
to the grid are not necessarily without benefit (see Sec. 6-31), 
the loss in amplification may be prevented by shunting the 
resistance with a by-pass condenser Ccc, whose reactance is small 
at signal frequency. To ensure that the amplification will not 
fall off at low frequencies, this condenser must have sufficiently 
high capacitance so that the alternating voltage across Rcc is 
negligible at the lowest frequency to be amplified. 

Another method of preventing the application of out-of-phase 
signal voltage to the grid is by the decoupling circuit of Fig. 5-6. 
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The condenser Ccc and resistor Rcc serve as a simple filter by 
acting as a voltage divider for any alternating voltage appearing 
across Rcc- ^ If the reactance of Ccc is small in comparison with 
the resistance Rcc at the lowest frequency 
to be amplified, then a negligible portion 
of the alternating voltage will appear 
across Ccc at this and higher frequencies. 
The condenser charges up to a voltage 
equal to the direct voltage across Rcc and 
thus applies this amount of biasing volt¬ 
age to the grid circuit. 

The by-pass condenser in the circuit of 
Fig. 5-5 and the condenser-resistance filter 
in the circuit of Fig. 5-6 also serve to 
reduce hum by preventing ripple voltage, which appears across 
Rcc as the result of a poorly filtered B supply (see Chap. 11), 
from being applied to the grid. 



Fio. 5-6.—Single-stage 
amplifier with self-bias¬ 
ing resistor and decoup¬ 
ling filter. 




Fig. 5-7.—Doubly tuned transformer-coupled amplifier. 

6-9. Transformer Coupling. —Basic circuits of transformer- 
coupled amplifiers are shown in Figs. 5-7, 5-8, and 5-9. The 
amplifiers of Figs. 5-7 and 5-8, which incorporate resonant cir¬ 
cuits, are used principally at radio frequencies. The trans¬ 
formers may be either air-core or iron-core. The amplifier of 
Fig. 5-9, which employs untuned iron-core transformers, is used 
principally at audio frequencies. 

6-10. Push-pull Amplifiers. —The circuits illustrated in Figs. 
5-1 to 5-9 use a single tube in each stage of amplification. Such 
amplifiers, are said to be single sided. It is also possible to use 

1 Pound, F. J. A., Wireless Eng., 9, 445 (1932); Kinross, R. I., Wireless 
En^., 10, 612 (1932); Stevens, B. J., Wireless Eng., 11,129 (1934); Clarke, 
G. F., WireUss Eng., 11, 370 (1934); Williams, Emrys, Wireless Eng., 11, 
600 (1934). See also Sec. 0-14. 
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two tubes in each stage, connected so that the grid excitation 
voltages of the two tubes are opposite in phase, as shown in 
the single-stage transformer-coupled amplifier of Fig. 5-10. An 



Fig. 5-8.—^Singly tuned transformer-coupled amplifier. 


amplifier that uses such a symmetrical arrangement of two tubes 
is called a push-pull amplifier. The principal advantage of a 
push-pull amplifier over a single-sided amplifier is that it does 
not introduce even harmonics or the accompanying intermodula- 



Fiq. 5-9.—Untuned transformer-coupled amplifier. 


tion frequencies associated with the even-order terms of the 
series expansion. For this reason push-pull circuits are usually 
used when low distortion is essential. The low amplitude dis¬ 
tortion of push-pull amplifiers also makes possible a great 



Fio. 6-10.—Single-stage push-pull amplifier. 


increase in the power output that can be developed by given 
tubes without exceeding a specified amount of distortion. 

Push-pull amplifiers have a number of other advantages. 
Fluctuations of supply voltage and hum voltage resulting 
from insufficient filtering of a B supply are applied to the two 
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tubes of a push-pull amplifier in such a manner that the effects 
balance out in the output. In transformer-coupled amplifiers 
the steady plate currents pass through the primary of the output 
transformer in opposite directions and, therefore, do not tend 
to saturate the core if the two tubes are similar. For this 
reason a smaller core can be used. The fundamental components 
of plate currents of the two tubes, which are opposite in phase, 
cancel in the biasing resistance Rccy and so there is no loss in 
amplification when the by-pass condenser is omitted. Similarly, 
the fundamental components of plate current of the two tubes 
cancel in the impedance of the source of plate voltage, preventing 
loss of amplification in individual stages or danger of oscillation 
as the result of feedback of signal voltage from any stage to a 
preceding stage (see Sec. 6-14). 

The symmetry of push-pull amplifiers can be made sufficiently 
close by choice of similar tubes, and by minor circuit adjust¬ 
ments, so that the negative half of the output wave may be 
considered to have the same form as the positive half. A periodic 
wave that has this type of symmetry contains no even harmonics.^ 
It follows, therefore, that a properly balanced push-pull amplifier 
does not generate even harmonics of the applied frequencies. 
This is also shown by Eqs. (4-28). That a push-pull amplifier 
does not generate even harmonics or even-order intermodulation 
frequencies may be shown rigorously by an analysis based upon 
the series expansion for plate current. ^ 

If the output transformer of Fig. 5-10 is center-tapped, it 
can be used to excite a following push-pull amplifier stage. 
Impedance-capacitance coupling may also be used, as shown in 
Fig. 5-11. In this circuit there can be no external connection 
between either side of the input and the cathode circuit, as this 
would in effect short-circuit the a-c input to one tube. For this 
reason the input can be grounded only at the mid-point of the 
input resistor. Although push-pull stages may be used through¬ 
out a multistage amplifier when it is desired to reduce distortion 
to a minimum, it is more comrtion to use the push-pull connection 
only in the final stage, in which the current amplitude, and hence 
the distortion, is large. 

^ Malti, M. G., ‘‘Electric Circuit Analysis,^* p. 176, John Wiley & Sons, 
Inc., New York, 1930. 

* Reich, H. J., “Theory and Applications of Electron Tubes,” p. 164. 
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The requirement that the exciting voltages of the two tubes of 
a push-pull amplifier shall be opposite in phase necessitates 



Fig. 5-11.—Resistance-capacitance-coupled push-pull amplifier. 

the use of special pircuits in coupling a single-sided stage to 
a push-pull stage by moans of resistance-capacitance coupling.^ 



Fig. 6-12.—Amplifier circuit in which resistance-capacitance coupling is used to 
couple a single-sided stage to a push-pull stage. 

One circuit that may be used for this purpose is shown in Fig. 
5-12. In this circuit, the 180-deg difference in phase is obtained 
by splitting the plate resistor 
of the first stage into two parts 
and inserting the B-supply 


Input 


voltage between them.*-^ (The 
student can readily show that 
a B-supply voltage used for the 
push-pull stage cannot be con¬ 
nected* to the first stage at the 
point X without short-circuiting 
the input to the lower tube 
of the push-pull stage.) This circuit has the disadvantage that 
the input cannot be grounded without tending to unbalance 



Output 


Fig. 6-13.—Use of phase-inverting 
tube in coupling a single-sided stage to 
a push-pull stage. 


^Aughtie, F., Wireless Eng., 6, 307 (1929); Davidson, P. G., Wireless 
Eng., 6, 437 (1929); Shortt, H. L., Radio Eng., January, 1935, p. 14; 
McProud, C. G., and Wildermuth, R. T., Electronics, October, 1940, p. 60. 
* Tulauskas, L., Electronics, May, 1933, p. 134. 



126 


PRINCIPLES OF ELECTRON TUBES 


[Chap. 5 


the push-pull stage. This ^^dfSadvantage is overcome by the 
circuit of Fig. 5-13, in which the phase reversal is accomplished 
by means of a “phase-inverting'^ tube, which may be in the 
same glass envelope as the main first-stage tube. The input 
to this tube is obtained from the output of the main first-stage 
tube, which is opposite in phase to the input. The setting 
of the potentiometer is adjusted so that equal alternating volt¬ 
ages are applied to the grids of the two push-pull tubes. (A 
simple method of balancing is to connect a pair of headphones 
across the biasing resistor of the push-pull stage and to adjust 
the potentiometer so that only harmonic and other distortion 
frequencies are heard.) Another type of phase-inverting circuit 
is discussed in the appendix. Sec. A-3. 

6-11. Output Circuits. —It is often advantageous or necessary 
to prevent the steady component of plate current of the output 
tube from passing through the loud-speaker or other load. This 

may be done by using an output trans¬ 
former as in Figs. 5-7 to 5-10, 5-12, and 
5 - 13 , a resistance-capacitance network 
as in Figs. 5-5 and 5-11, a condenser- 
choke combination as in Fig. 5-14, or a 
tap on the voltage supply (bridge out¬ 
put), as in Fig. 5-3. The dotted lines 
in Figs. 5-5 and 5-14 show an alterna¬ 
tive connection of the load. The 
advantage of this connection is that 
it subjects the coupling condenser to a lower dire(‘.t voltage; the 
disadvantage is that the load is at high potential relative to 
ground if the negative side of the B supply is grounded. 

6-12. Use of Center-tapped Filament Transformer with Fila¬ 
mentary Cathodes. —When tubes with filamentary cathodes are 
operated from an a-c filament supply, the grid, and plate circuits 
are connected to the cathode through a center tap on the filament 
transformer or through a center-tapped resistor shunted across 
the filament. The reason for £he center connection is to prevent 
a-c output at supply frequency as the result of a variation of 
voltage of one end of the filament relative to the grid. The center 
connection is equivalent to a connection to the mid-point of 
the filament. When the alternating voltage drop in the filament 
causes the voltage of the grid relative to one end of the filament 
to become more negative, it causes the grid voltage relative to the 



Fig. 5-14.—Choke-conden¬ 
ser-coupled load. 
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other end to become less negative. If the filament is sym¬ 
metrical, the decrease of space current from one end of the fila¬ 
ment is offset by an equal increase from the other end, and the 
plate current remains constant. Slight deviation of the filament 
from symmetry with respect to the mid-point can be compen¬ 
sated by the use of a resistor with an adjustable tap. 

6-13. Frequency Range. —^According to frequency range, 
amplifiers are classified as wide-hand and narrow-band. The 
presence of circuit inductances and capacitances restricts the 
frequency range over which any amplifier can amplify uniformly. 
The width of the response band may be reduced to any desired 
amount by the use of tuned circuits or band-pass filters in the 
amplifier. For most applications of audio-frequency amplifiers 
it is desirable to amplify uniformly over as great a frequency 
range as possible, and so untuned amplifiers are the rule. Tuned 
amplifiers, which are indispensable in radio-frequency amplifica¬ 
tion, arc seldom of value in audio-frequency work unless it is 
desired to emphasize or repress certain frequencies. Amplifiers 
incorporating band-pass filters are of value at both radio and 
audio frequencies.^ They may be used in separating and ivsolat- 
ing various portions or components of a wide band of frequencies 
which are simultaneously produced or transmitted. 

6-14. Class A, Class AB, Class B, and Class C Amplifiers.— 
According to the portion of the cycle during which plate current 
flows, amplifiers are classified as class A, class AB, class B, and 
class C. A class A amplifier is one in which the grid bias and 
alternating grid voltage arc such that plate current in the tube, 
or in each tube of a push-pull stage, flows at all times. A class 
AB amplifier is one in which the grid bias and alternating grid 
voltages are such that plate current in the tube, or in each tube 
of a push-pull stage, flows for appreciably more than half but 
less than the entire electrical cycle. A class B amplifier is an 
amplifier in which the grid bias is approximately equal to the 
cutoff value, so that the plate current is approximately zero when 
no exciting grid voltage is applied and so that plate current in 
the tube, or in each tube of a push-pull stage, flows for approxi¬ 
mately one-half of each cycle when an alternating grid voltage is 
applied. A class C amplifier is an amplifier in which the grid 
bias is appreciably greater than the cutoff value, so that the plate 

^ Butterworth, S., Wireless Eng., 7, 536 (1930). 



128 ^ PRINCIPLES OF ELECTRON TUBES [Chap. 5 

current in each tube is zero when no alternating grid voltage is 
applied and so that plate current flows in each tube for appreci¬ 
ably less than one-half of each cycle when an alternating grid 
voltage is applied. The suffix 1 may be added to the letter or 
letters of the class identification to denote that grid current 
does not flow during any part of the input cycle, and the suf¬ 
fix 2 to denote that grid current flows during some part of the 
cycle. 

Class A1 operation is illustrated in Fig. 5-15. According to the 
definition of class A amplification, the lower limit of instan¬ 
taneous total plate current is zero. Practically, however, distor¬ 
tion caused by curvature of the dynamic transfer characteristic 
at low values of plate current limits the minimum plate current 
in a single-sided amplifier to values that ordinarily are not less 

than of the maximum plate cur¬ 
rent and that may be considerably 
larger. Since grid current starts 
flowing when the grid voltage is zero 
or even slightly negative, the upper 
limit of plate current is approxi¬ 
mately that corresponding to zero 
grid voltage. The largest amplitude 
of alternating plate current is evi¬ 
dently obtained when the grid bias 
and signal voltage have such values 
that the grid voltage is equal to or 
slightly less than zero at the positive 
crest of exciting voltage and the plate current has the minimum 
value of /min consistent with allowable amplitude distortion, 
at the negative crest of exciting voltage. 

Although larger amplitude of alternating plate current can be 
obtained with class A2 operation than with class Al, this advan¬ 
tage is offset by the higher value of static operating current, 
which increases the power consumption and the loss within the 
tube (see Sec. 6-20), and by the complications arising from the 
flow of grid current. Class A2 operation is, therefore, seldom 
used. Class Al operation is used in voltage amplifiers and in 
many audio-frequency power amplifiers. It results in lower 
distortion than do other types of operation but is less efficient 
than class AB, B, or C operation. 
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Class B2 operation is illustrated in Figs. 5-16 and 5-17. If a 
single tube were used as a class B audio-frequency amplifier, all, 
or nearly all, of the negative half of the cycle would be cut off, as 
shown in Fig. 5-16, and amplitude distortion would be. excessive. 
When two tubes are used in push-pull, however, the grid bias can 
be adjusted so that each tube functions in alternate half cycles 
during a little more than half the cycle, and the resultant current 
through the load is very nearly a replica of the exciting grid 
voltage, as shown in Fig. 5-17. In radio-frequency amplifiers, 
tuned circuits may be used in the plate circuit to suppress har¬ 
monics in the output and thus make possible the use of a single- 



Fiq. 5-16.—Single-sided class B2 Fig. 5-17.—Push-pull class B2 

operation. operation. 

sided amplifier. Class B operation is used in audio-frequency 
amplification only in power amplifiers. Class B amplifiers are 
capable of delivering large amounts of power at higher efficiency 
than class A amplifiers, but the harmonic content is greater. 
Since full advantage of class B amplification is obtained only 
when the excitation is great enough so that the grids are driven 
positive during appreciable portions of the cycle, Class B1 ampli¬ 
fication is seldom used. 

Class AB operation is intermediate between that of class A and 
class B. Because plate current in a single tube does not flow 
during the entire cycle, it is necessary to use push-pull circuits to 
avoid excessive distortion in class AB audio-frequency amplifiers. 
Usually the grid is not allowed to swing positive, since the flow of 
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grid current results in complications that may offset the 
advantages.^ Considerably greater power output and higher 
efficiency can be attained with class ABl amplifiers than with 
class A1 amplifiers. 

Because of the fact that plate current flows during less than 
180 electrical degrees it is impossible to use class C operation in 
audio-frequency amplifiers designed for wide frequency bands. 
In radio-frequency amplifiers, harmonics are suppressed by the 
use of resonant circuits. The efficiency of class C amplifiers is 
greater than that of the other classes. 

6-15. The Decibel. —Although current, voltage, and power 
amplification, as well as the magnitude of a given voltage, cur¬ 
rent, or power, relative to reference values, can be expressed as 
an ordinary ratio, it has been found to be far more convenient to 
make use of logarithmic ratios. The unit that has been adopted 
in this country is the decibel, which is indicated by the symbol 
db and is defined as follows: 

1. The ratio of two amounts of power P 2 and Pi is said to be 
n db if 

n = 10 logio ^ (5-1) 

2. The ratio of two voltages £2 and Ei or two currents 1 2 and 7 1 
is said to be n db if 

n = 20 logio ^ or n = 20 logic ^ (5-2) • 

11 

If P 2 exceeds Pi, n is positive, P 2 is said to be “up^^ n db with 
respect to Pi, and n is said to indicate a gain; if Pi exceeds P 2 , n is 
negative, P 2 is said to be ‘‘down’’ n db with respect to Pi, and 
n is said to indicate a loss. 

By substituting P = IH cos B and P = P^cos B)/z in Eq. 
(5-1) the student may show that Eqs. (5-1) and (5-2) give the 
same number of decibels if the impedances in which Pi and P 2 are 
developed.have the same magnitude and phase angle. 

It follows from the definition of a logarithm that if a system is 
made up of a number of units whose decibel gain or loss is 

^ See, for instance, H. J. Reich, '‘Theory and Applications of Electron 
Tubes,” Sec. d-9. 
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ni, n 2 , n%, etc., the over-all gain or loss of the system is 

n - ni + n 2 + rii + • • • (5-3) 

due account being taken of the signs of ni, 712 , ns, etc. 

It should be noted that the decibel always refers to the ratio of 
two amounts of power, voltage, or current. A single quantity 
of power, voltage, or current can be specified in decibels if it is 
always understood that the value is expressed relative to a fixed 
reference level, called zero level. In telephone engineering, 6 mw 
has long been accepted as zero power level. The more con¬ 
venient value of 1 mw, however, is now coming into general 
use in the communications field. The term volume unit {vu) 
is used in place of ^^deciber’ when 1 new is used as the reference 
level. ^ 

The small numbers in which it is possible to express the decibel 
gain corresponding to large amplification ratios and the ease 
of adding and subtracting, as compared with multiplying and 
dividing, constitute two advantages of the use of the decibel. 
Furthermore, the change in gain of an amplifier or attenuator 
in decib(ils is a better indc^x of the effect upon the ear of the 
change in sound output than is the corresponding change in 
amplification.^ 

A chart for determining decibel gain corresponding to power, 
voltage, and current ratios is given on page 372. 

^ Affel, H. a., Chinn, H. A., and Morris, R. M., Electronics, February, 
1939, p. 28; Chinn, H. A,, Gannett, D. K., and Morris, R. M., Proc. 
LR.E., 28, 71 (1940); Brand, S., Bell Lab. Record, 18, 310 (1940). 

2 Perry, S. V., RMA Tech. Bull. No. 1, Nov. 1, 1940. 



CHAPTER 6 

ANALYSIS AND DESIGN OF AMPLIFIERS 


Voltage amplifiers are usually operated in such a manner 
that amplitude distortion is small. Much can be learned regard¬ 
ing their performance, therefore, by taking into account only the 
fundamental components of plate current and making use 



Fig. 6-1. —Single-sided amplifier 
with impedance load. 


Fig. 6-2. —Eciuivalent circuit 
for the amplifier of Fig. 6-1. 


of the equivalent-plate-circuit theorem. The results of such an 
approximate analysis are closely verified by laboratory measure¬ 
ments. When it is necessary to determine the harmonic content 
or to make more accurate predictions regarding the amplification, 
the graphical hiethods explained in Chap. 4 may be employed. 

6-1. Voltage Amplification of Tube with Impedance Load.— 

The simplest form of vacuum-tube 
voltage amplifier consists of a single 
tube with an impedance in the plate 
circuit, as shown in Fig. 6-1. Figure 
6-2 shows the equivalent plate cir¬ 
cuit. As far as its shunting effect 
upon Zb is concerned, Cgp may be 
replaced by an equivalent capacitance 
Cgp = Cgp{Eg + Ezb) /E»bf in parallel 
with Cpk- "" Since Ezb is usually large in comparison with Eg, 
Cgp' is approximately equal to Cgp, The equivalent circuit 
may then be simplified to that of Fig. 6-3, in which Cpk' = Cph 
-f Cgp', At low frequency the reactance of Cpk is so high that 
its effect may be neglected. Under this assumption the voltage 

132 



Fig. 6-3.—Simplified equi¬ 
valent circuit for the amplifier 
of Fig. 6-1. 
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amplification is 


/ E zb E zh I p^b 

^ Vg Eg Eg Tp Zb 


(6-1) 


The manner in which Im'i/m varies with the ratio \z^/rp with pure 
resistance load and with pure reactance load is shown in Fig. 6-4. 
The voltage amplification ap¬ 
proaches the amplification fac¬ 
tor when the load impedance 
becomes large in comparison 
with the plate resistance. In¬ 
ductance load has the advan¬ 
tage that loss of direct voltage 
resulting from IR drop in the 
load may be kept to a minimum 
by making the d-c resistance 
small. This advantage is more 
than offset, however, by depend¬ 
ence of load impedance upon 
frequency, which tends to make 
the amplification fall and to advance the phase of the output 
voltage with respect to the exciting voltage at low frequency. 

At frequencies which are so high that the reactance of Cpk is 
comparable with the plate resistance, the effective load impedance 
consists of the parallel combination of Zh and the reactance of 
Cpfc'. The voltage amplification, therefore, falls off at high 
frequency, and the phase of the output voltage is retarded. The 
upper limit of the range of uniform amplification can be raised 
at the expense of amplification, by reducing Zb. With resistance 
load it is not difficult to obtain uniform amplification from zero 
frequency well into the radio-frequency range. Special methods 
of improving the high-frequency response may be used,^ 

For triodes with resistance load the manner in which /i' varies 
with rft is complicated by the fact that as this resistance is increased 
the path of operation is lowered and the plate resistance increased. 
Thus, the plate resistance at the operating point O' of Fig. 6-5 is 
higher than that at the point O. The amplification does not 
increase so rapidly, therefore, as would be indicated by Eq. (6-1) 
if the plate resistance were assumed to be constant. The manner 
in which the voltage amplification varies with load resistance can 
^ Reich, H. J., Theory and Applications of Electron Tubes,Sec. 7-7A. 



Fi«. 6-4.—Curves showing the 
manner in which the amplification of a 
single tube witli pure resistance and 
with pure reactance load varies with 
load impedance. 




134 PRINCIPLES OF ELECTRON TUBES [Chap. 6 

he determined movst readily graphically. The voltage amplifica¬ 
tion is roughly equal to the difference in plate voltage of points of 
intersection of the load line with two adjacent static plate char¬ 
acteristics, divided by -the difference of grid voltage of the two 
characteristics. This is the ratio EthjEg or Ezh jEg in Fig. 6-5. 
The accuracy of this method increases, of course, as the interval 

between the characteristics is 
decreased. It can be seen 
from Fig. 6-5 that the rate at 
which the amplification is in¬ 
creased with load resistance is 
small at high values of load 
resistance. For this reason 
and because of the falling off 
of amplification at high fre¬ 
quency when Th is large, the 
load resistance in practice is 
usually limited to 500,000 0 or less, even with triodes having 
high plate resistance. The voltage amplification that can be 
realized in practice with triodes approximates 80 per cent of the 
amplification factor. 

For pentodes with resistance load the action is complicated by 
the fact that at low values of plate current the spacing of the 
static characteristics rapidly becomes smaller as the negative 
grid voltage is.increased. The resulting curvature of the dynamic 
transfer characteristic causes amplitude distortion. The diffi¬ 
culty can be reduced by increasing the plate supply voltage, but 
the required voltage rapidly becomes prohibitive as the load 
resistance is increased. Practical values of pentode load resist¬ 
ance are also limited to about 500,000 Since pentode plate 
resistances are well in excess of a megohm, the realizable voltage 
amplification is much smaller than the amplification factor, 350 
representing the approximate limit. 

Values of voltage amplification approximating the amplifica¬ 
tion factor of pentodes can*be obtained by using the plate 
resistance of a second pentode as the load resistance,^ as shown in 
Fig. 6-6. The a-c resistance of the pentode that is used as load 

1 Herd, J. F., Wireless Eng.j 8, 192 (1931); Meissner, E. R., Electronics^ 
July, 1933, p. 195; Horton, J. W., J. Franklin Inst,, 216, 749 (1933); 
Schmitt, O., Rev. Sci. Instruments, 4 , 661 (1933). 



Fig. 6-5.—Plate diagram of a triode 
with pure resistance load, showing the 
variation of voltage output with load 
resistance at constant excitation. 
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is high, but its electrode voltages may be adjusted so that the d-c 
drop through it is small, and so that its plate current is equal 
to the desired operating plate current of the amplifier pentode. 
In this manner it is possible to obtain high a-c load resistance 
without lowering the operating plate voltage and current of the 
amplifier pentode to values that give excessive distortion. The 
interele^trode capacitances of the two tubes cause the amplifica¬ 
tion to ^Ull at the upper end of the audio-frequency range. 

6-2. Voltage Amplification of Multistage Amplifiers. —The 
over-all amplification of a multistage amplifier is equal to the 
product of the amplifications of the individual stages. (The 
over-all gain is equal to the sum of the gains of the individual 
stages.) In forming the eciuivalent circuit of each stage, the 
stage must be considered to consist of the tube and all circuit 
elements coupled to the plate, including the tube capacitances 



Fig. 6-6.—Single-stage pentode voltage amplifier in which a second pentode is 
used as the load resistance. 

and the input admittance of the following tube.^ Different 
types of coupling may, of course, be used in the different stages. 
The form of the plate load of the final stage depends upon the 
purpose for which the amplifier is designed. 

Voltage Amplification of Direct-coupled Amplifier. —The 
direct-coupled amplifier illustrated in Figs. 5-1 to 5-3 consists of 
two stages of the simple amplifier of Fig. 6-1. Because of the 
effect of the input capacitance of the second tube upon the 
amplification of the first stage, the amplification begins to fall 
off at a lower frequency than with a single stage; otherwise the 
behavior is similar. The over-all amplification is the product 
of the amplifications of the two stages (the sum of the decibel 
gains), which may be determined from the equivalent circuit of 
Fig. 6-3. The direct-coupled amplifier is a special form of an 
impedance-capacitance-coupled amplifier in which the coupling 
condenser and grid-leak impedance are infinite. Since the 

^ The student is cautioned against attempting to combine the equivalent 
circuits of two or more stages into a single equivalent circuit. 
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impedance-capacitance-coupled amplifier is analyzed in the follow¬ 
ing sections, the direct-coupled amplifier need not be treated 
in further detail. If the coupling and output impedances of this 
type of amplifier are nonreactive, the amplification is independent 
of frequency from zero frequency up to frequencies at which the 
effect of interelectrode capacitances becomes apparent. This 
type of amplifier gives the least frequency and phase distortion and 
is the only type of multistage amplifier that will amplify at zero 
frequency, z.e., that will amplify changes in direct voltage or 
current. 

6-3. Impedance-capacitance-coupled Voltage Amplifier. —The 

basic circuit of a two-stage impedance-capacitance-coupled 

amplifier is shown in Fig. 6-7. 
The final stage may be considered 
as a special form of impedance- 
capacitance-coiipled stage in 
which one or two of the coupling 
elements are absent. If the 
amplifier is used to furnish volt¬ 
age output only, then the load 
of the final stage Inay be considered to be merely Zo and the 
amplification may be found by the use of Eq. (6-1). 

The equivalent circuit of an impedance-capacitance-coupled 
stage is shown in Fig. 6-8. Because the effective plate-to-cathode 
capacitance C^i is very much .smaller 
than the capacitance of the coupling 
condenser Cc, the effect of Cpki upon 
the behavior of the amplifier is the 
same as though Cpki were connected 
in parallel with the input impedance 
Zg 2 of the following tube.^ Further 
simplification results from the assump¬ 
tion that the input conductance of 
the following tube is negligible. Then the admittance is 

YfZ = Bg2 = jo)Ci2 = joo[Cgk2 + (1 + \l^^2\)Cgp2] , (6-2)^ 



Fig. 6-7.—Two-stage impedance- 
capacitance-coupled amplifier. 



^92 


Fig. 6-8.—Equivalent plate 
circuit for the first stage of the 
amplifier of Fig. 6-7. 


' Strictly, Cpki, as defined on p. 132, rather than Cpki, should be used in 
this analysis. In tubes suitable for use in voltage amplifiers, however, 
Cgpi is so much smaller than Cphi that little error results from using Cpki 
instead of Cpki. 

* Equation (6-2) would be equivalent to Eq. if the load in the plate 
circuit of the following tube were nonreactive. 
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in which |/z' 2 | is the magnitude of the voltage amplification of the 
following stage at high frequency, and C„a ;2 and Cgp 2 are the inter¬ 
electrode capacitances of the following tube. The effective input 
capacitance Ca of the following tube, in parallel with the effective 
plate-to-cathode capacitance Cpku may then be replaced by an 
equivalent capacitance 


C 2 = Cpki + Cffk2 + (1 + \tJi\\)Cop2 (fi-3) 

6-4. Analysis of Resistance-coupled Voltage Amplifier. —The 

most common type of impedance-capacitance-coupled amplifier 
is the resistance-coupled amplifier, in which zi and Z 2 are both 
resistances. Figure' 6-9 shows the simplified equivalent circuit of 



L 



r 


Fig. 6-9.—Approximate 

equivalent plate circuit for 
one stage of a resistance- 
coupled amplifier. 


Cc 



Fig. 6-10. —Simplified 
equivalent plate circuit 
for one stage of a resist¬ 
ance-coupled amplifier at 
low frequencies. 


one stage of such an amplifier. At frequencies below 1000 or 
2000 the reactance of C 2 is so high in comparison with ri and r 2 
that C 2 may be neglected and the circuit simplified to that of Fig. 
6-10. Summation of voltages in the circuit of Fig. 6-10 yields the 
following equations: 

Ip(rp + ri) — Iri = fiEgi (6-4) 

+ = (6-5) 


Examination of Fig. 6-7 shows that the grid of the second tube is 
made more negative when Ip and I are increased by making the 
grid of the first tube less negative. Therefore, E 02 = —Ir 2 and 
the voltage amplification is 


^ Egl Egl 


(6-6) 


Solution of the simultaneous Eqs. (6-4), (6-5), and (6-6) gives 
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the following expression for the amplification of a stage of a 
resistance-capacitance-coupled amplifier at low frequencies: 


i 


iurir 2 


Tin + rirp + - 


j{rp + ri) 
ccCc 


(6-7) 




The subscript in /x'l is used to indicate that this equation holds 
only at low frequencies. 

At frequencies above a few hundred cycles per second the 

reactance of Cc is ordinarily so low 
that Cc may be assumed to be short- 
circuited. The equivalent circuit at 
high frequencies is, therefore, that of 
Fig. 6-11. If the impedance of the 
parallel combination of ri, r 2 , and C 2 
is called 25 , then the circuit of Fig. 
6-11 is the same as that of Fig. 6-3 
when Cpk is neglected in the latter. 
The voltage amplification is given by Eq. ( 6 - 1 ), in which 



Fg2 


Fig. 6-11.—Simplified equiv¬ 
alent plate circuit for one 
stage of a resistance-coupled 
amplifier at high frequencies. 


Zb 


1 


~ ^ 
r 2 


(6-8) 


If the numerator and denominator of the right side of Eq. ( 6 - 1 ) 
are divided by ZbVp^ Eq. ( 6 - 1 ) may be written in the form 




Tp 


i + i 


— Qm 


Zb 




Zb 


(6-9) 


Substitution of Eq. ( 6 - 8 ) in Eq. (6-9) gives for the high-frequency 
amplification 


/h = 


Qm 


- 1 - 1-h jfJiCi 

Tp ri r2 


( 6 - 10 ) 


Examination of Eq. (6-7) shows that as the frequency is 
increased from a low value, fx'i increases toward a limiting value, 
which will be called the mid-hand amplification and which 
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will be represented by the symbol 

”• = -H r.r, = 1 -- 1 ^ 1 = 

— -j H- 

rp ri r. 

By proper choice of circuit constants the amplification may be 
made to remain constant at the mid-band value over a wide 
range of frequency. 

Examination of Eq. (6-10) shows that, as the frequency is 
increased at the upper end of the mid-band range, the amplifica¬ 
tion gradually begins to fall below the mid-band value, and 



Fig. 6-12.—Generic curves of relative amplification and relative phase shift of a 
resistance-capacitance-coupled stage at low frequencies. 

oventually approaches zero. The loss of amplification at low 
frequency is explained physically by the voltage-divider action 
of Cc and r 2 . Since the reactance of Cc increases as the frequency 
is reduced, more voltage appears across the condenser and less 
is applied to the grid of the following tube. Loss of amplification 
at high frequency is caused by the action of C 2 , which shunts 
Ti and r 2 and thus reduces the effective load impedance. The 
load impedance and, hence, the output voltage go down as the 
frequency goes up. 

Figs 6-12 and 6-13 show generalized curves of the ratio of 
voltage amplification at any frequency to the mid-band amplifi¬ 
cation, and of phase shift of the output voltage relative to the 
mid-band phase of the output voltage at low and at high fre¬ 
quency, respectively. ^ Figure 6-14 shows typical response curves 

'The method of applying these curves is illustrated by the solution of 
Proh, 6-3. 
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of a single-stage resistance-capacitance-coiipled amplifier derived 
from the curves of Figs. 6-12 and 6-13 for the indicated tube and 
circuit constants. 



Fig. 6-13.—Generic curves of relative amplification and relative phase shift of a 
resistance-capacitance-coupled stage at high frequencies. 

In practice it is ordinarily desirable to have a wide frequency 
range over which the amplification remains constant at the 
mid-band value. This fact justifies the assumi)tion, made in 
the foregoing treatment, that C 2 may be neglected in the low- 
frequency analysis and Cc in the high-frequency analysis. 



Fig. 6-14.—Frequency-response characteristics for a typical resistance-coupled 

amplifier. 

Analysis of Eq. (6-11) shows that the maximum amplification, 
the mid-band value, increases with increase of amplification 
factor M, coupling resistance ri, and grid-leak resistance ^ 2 , and 
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decreases with increase of plate resistance r^. Analysis of Eq. 
(6-7) shows that the mid-band range, throughout which the 
amplification is independent of frequency, can be extended at the 
low-frequency end by increasing and Cc and, less effectively, by 
increasing ri or rp. Analysis of Eq. (6-10), on the other hand, 
shows that the mid-band range is extended in the high-frequency 
direction by decreasing ri, r 2 , Vp, or C 2 . For convenient 
reference, these facts are shown in tabular form in Table 6-1, 
which lists effects produced by increasing the various tube factors 
and circuit constants. Improvement of characteristics, consist¬ 
ing of widening of the range of uniform amplification or of 
increase of maximum amplification, is indicated by a plus sign 
in this table; a narrowing of the range of constant amplification 
or a reduction of maximum amplification is indicated by a minus 
sign; 0 signifies that variation of a given quantity has no effect 
upon the amplification in a particular portion of the frequency 
band. The lowering of the upper limit of uniform amplification 
listed in the bottom row of the table results from the increase of 
C 2 , shown by Eq. (6-3), and so is actually included in the effect 
tabulated in the preceding row. 


Table 6-1. —Effect of Tube Factors and Circuit Constants upon 
Resistanc’E-capacitance-coupled Amplifier Response 


Increase of 

Lower frequency 
limit of mid-band 
amplification 

Mid-band 

amplification, 

f 

jU m 

Upper frequency 
limit of mid-band 
amplification 

M 

0 


0 

rp 

+ 

- 

- 

Cc 

+ 

0 

0 

ri 

+ 

+ 

— 

r2 

-f 

+ 

- 

c\ 

0 

0 

- 

m' of following stage 

0 

0 

— 


The improvement of low-frequency response resulting from 
increase of Cc, and the effect of decrease of ri upon the upper 
limit of uniform amplification and upon amplification throughout 
the whole frequency range, are clearly shown by Fig. 6-14. 

6-6. Design of Resistance-coupled Amplifiers.^ —Since circuit 
constants suitable for use with different types of tubes in resist- 
^ See also appendix, Secs. A-1 and A-2. 
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ance-coupled amplifiers are specified by tube manufacturers, it 
is seldom necessary to design a special circuit. When this is 
done, however, the first step is to choose tubes whose amplifica¬ 
tion factor exceeds the desired amplification per stage. The 
grid coupling resistance of each stage should then be chosen 
so that it does not exceed the maximum value specified for the 
following tube.^ The plate coupling resistances Ti should be 
chosen next. These should not as a rule exceed in value either 
the grid coupling resistances, five times the plate resistances, or 
500,000 U. The amplification of each stage in the mid-band 
range can be determined from Eq. (0-11). For tubes with high 
plate resistance, this approximates the produc^t of and the 
resistance of Vi and r 2 in parallel, as the student may readily show. 
If the mid-band amplification is high enough to meet require¬ 
ments, the approximate amplification of the following stage 
should be used in Eq. (6-3) to find C 2 for each stage. Then, by 
means of Eq. (6-10) or the curve of Fig. 6-13, the amplification may 
be determined at high frequency. If the upper frequency limit 
of uniform response is too low, the plate (and grid) coupling 
resistances should be lowered in value and the amplifier recheckod 
for mid-band and high-frequency amplification. Finally, a 
value of Cc should be chosen that will give adequate response at 
low frequency, as determined from Eq. (6-7) or Fig. 6-12. 

It should be noted that the values of Vp and /x that are used in 
computing the amplification are those at the operating point. 
They can be determined most readily graphically. The operat¬ 
ing point is found from the intersection of the static load line 
with the static plate characteristic corresponding to the grid 
bias. The static load line must, of course, correspond with 
a resistance equal to the sum of all d-c resistances in the plate 
circuit. 

When grid current is allowed to flow in a resistance-coupled 
amplifier, a part of the current that would otherwise flow through 
the grid-coupling resistor flows through the tube during the 
portion of the cycle in which the grid current flows. The resulting 

^ If the grid coupling resistance is made too large, there is danger of cumu¬ 
lative rise of grid voltage and, therefore, plate current, as the result of 
secondary emission from the grid and ionization of residual gas. See 
H. J. Reich, Theory and Applications of Electron Tubes,pp. 184-185. 
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reduction in IR drop across the grid resistor tends to flatten 
the positive crests of excitation voltage and thus causes ampli¬ 
tude distortion. Suitable bias for class A1 operation can usually 
be determined from the plate diagram by inspection. Ordi¬ 
narily the grid swing of a voltage amplifier is so small that the 
amplitude distortion is well within the allowable value. When 
the grid swing is large, however, it may be advisable to check 
the final stage for harmonic content. By application of the 
graphical methods outlined in Chap. 4, it is possible to determine 
the grid bias that will give the greatest allowable grid swing 
without exceeding the allowable distortion. In making such 
a determination and in finding the maximum crest output 
voltage graphically, i1^ must be borne in mind that grid current 
may start flowing when the grid is ^ to f volt negative. Grid 
current therefore limits the allowable grid swing to values that 


92 

Fig. 6-15.—Complete equivalent plate circuit for a stage of a transformer-coupled 
audio-frequency amplifier. 

are smaller than the grid bias. This is of particular importance 
in amplifiers using high-mu tubes, for which the grid bias is small. 
The crest output voltage may be appreciably less than ix'Ec (see 
Probs. 6-5 and 6-6). 

6-6. Transformer-coupled Audio-frequency Voltage Amplifier. 

The analysis and design of the transformer-coupled audio¬ 
frequency voltage amplifier are complicated by the action of 
distributed winding capacitances. Because the performance of 
such an amplifier is determined largely by the characteristics 
of the coupling transformer, a complete rigorous analysis is of 
interest chiefly to the transformer manufacturer. A qualitative 
understanding of the effect of the tube factors and circuit 
parameters is helpful, however, in making an intelligent selection 
of tubes and transformers and in choosing between transformer- 
and resistance-coupled amplifiers. 
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An equivalent circuit that closely represents one stage of a 
transformer-coupled amplifier is shown in Fig. 6-15. Ci, C 2 , 
and C 12 are lumped capacitances that replace the distributed 
winding capacitances, n, is an equivalent resistance that accounts 
for the hysteresis and eddy-current core losses, and ri, r 2 , Li, 
L 2 , and M are the resistances, self-inductances, and mutual 
inductance of the windings. In a well-designed transformer the 
core losses are so small that Vhe niay be neglected. A complete 
rigorous analysis based upon the circuit of Fig. 6-15 is somewhat 
involved.^ For the purpose of this book an analysis based 
upon two simplified diagrams is more suitable. 

1. Amplification at Low and Intermediate Frequencies .—Below 
a few hundred cycles the reactance of the distributed capacitance 
of the windings is so high (approximately 10® 12) that its effect 
may be neglected. In class AI amplification the admittance 
of the following tube is also negligible. The secondary of the 


Le 



Fig. 6-16.—Simplified Fig. 6-17.—Simplified equivalent 

equivalent plate circuit of plate circuit of a transformer- 

a transformer-coupled au- coupled audio-frequency stage at 

dio-frequency stage at low high frequencies, 

and mid-l?and frequencies. 


transformer may therefore be considered to be unloaded. If the 
small core losses are neglected, the equivalent circuit reduces 
to that of Fig. 6-16. 21 , the primary impedance, is equal to 
ri + jo)Lij where L\ is the total primary inductance. The voltage 
induced across the primary is 


pEglj(j)L 




V(’•i + 4- 


The secondary voltage is 



(6-13) 


1 Koehler, Glenn, Proc. I.R.E.^ 16, 1742 (19^8). See also H. J. Reich, 
‘^Theory and Applications of Electron Tubes,** Sec. 7-9. 
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where n is the ratio of secondary to primary turns, 
amplification of the stage is 



The voltage 

(6-14) 


As 0 ) is increased ji'i increases, approaching the limiting value n/x. 
The curve relating low-frequency amplification with frequency 
is of the same form as the upper curve of Fig. 6-4 (the scale of 
ordinates being multiplied by n). The frequency at which i 
approaches the value nii goes down as thi) ratio Li/{rp + ri) is 
increased and may be below 100 cycles in a well-designed ampli¬ 
fier. Equation (6-14) shows that the loss of amplification at low 
frequency is the result of falling of the primary reactance with 
frequency. 

2 . Amplification at High Frequency .—When the frequency 
becomes so high that the distributed capacitance cannot be 
neglected, the circuit approximates that of Fig. 6-17, in which 
Ce represents an equivalent capacitance replacing the primary, 
secondary, and interwinding capacitances of the transformer and 
the input capacitance of the following tube; Le is the total 
equivalent leakage inductance; and is the total equivalent 
winding and plate resistance, all quantities being referred to the 
secondary. The voltage applied to the grid of the following 
tube is that across the condenser. The voltage amplification is 





(6-15) 


This has a maximum value approximately at the frequency that 
makes the reactive term under the radical zero. The voltage 
amplification at resonance is, therefore, approximately 



\i.n 

Te 


(6-16) 


By proper design it is possible to make the factor — 

r® 

approximately equal to unity, so that there is little rise in 
amplification because of resonance, and the amplification is 
substantially constant and equal to ny up to 8000 or 10,000 cycles. 




146 


PRINCIPLES OF ELECTRON TUBES 


[Chap. 6 


Equation (6-15) shows that fx' falls above resonance frequency. 
Both the factor coCe, outside of the radical, and the factor coLe, 
under the radical, increase with frequency, so that the gain 
eventually falls to zero. Physically, the increase of coCe is asso¬ 
ciated with the shunting effect of the distributed capacitance, 
and the increase of o)Le with the loss in voltage in leakage react¬ 
ance. Figure 6-18 shows the frequency-response curve of a 
transformer-coupled amplifier. 

It should be noted that in a well-designed transformer-coupled 
audio-frequency voltage amplifier the voltage amplification is 
equal to nn throughout most of the frequency range for which 
the transformer is designed. 



Fig. 6-18.—Frequency-response curve of a transforiiier-coupled audio-frequency 

amplifier. 

6-7, Transformer Design. —The correct designing of an 
audio-frequency coupling transformer is not a simple matter, as a 
compromise must be made between conflicting requirements. 
Equation (6-14) shows that for satisfactory response at low 
audio frequencies the primary inductance must be high. Even 
with high permeability cores this requires the use of a large 
number of turns. A high resonance frequency, beyond which 
the gain falls rapidly, calls for low leakage inductance and small 
distributed capacitance. The leakage inductance and dis¬ 
tributed capacitance can be -minimized by proper methods of 
winding and careful choice of shape and arrangement of coils, ^ 
but with any type of winding the increase of distributed capaci¬ 
tance with number of turns affects the high-frequency response 
adversely. Since a high transformation ratio requires either 

1 Kobhlbr, he, cU. 
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a small number of primary turns or a large number of secondary 
turns, or both, it follows that the increase in voltage amplifica¬ 
tion which results from the use of a high transformation ratio 
can be obtained only at the expense of poor response at low 
or high frequency or both. In early receivers for broadcast 
reception, high amplification was obtained by the use of audio 
transformers with small primaries. As a result these receivers 
were noted for their lack of bass tones. Well-designed modern 
transformers for class A voltage amplifiers do not ordinarily use 
transformation ratios higher than 3 to 1. It can be seen from a 
study of Eqs. (6-14) and (6-15) that high plate resistance Ls 
unfavorable to good i^esponse at both low and high frequencies. 
It is important to note that, because of dependence of amplifica¬ 
tion upon plate resistance at low and high frequencies, the 
published response curves of an audio-frequency transformer 
apply only to the tube for which the transformer was designed. 

6-8. Comparison of Resistance-capacitance- and Trans¬ 
former-coupled Audio Amplifiers. —The fact that uniform ampli¬ 
fication in excess of the amplification factor of the tube can bo 
obtained with transformer coupling if the plate resistance is not too 
high made the use of transformer coupling decidedly advantageous 
before the development of tubes wdth high amplification factors. 
Unfortunately, however, high amplification factor is accompanied 
by high plate resistance, and so high-mu tubes like the type 6SJ7 
pentode cannot be satisfactorily used with transformer coupling. 
The response is poor at low frequency, because of the low ratio of 
primary reactance to plate resistance; and at high frequency 


because of the low value of 


i 

r. yjc: 


A voltage amplification of 


50 represents about the highest that can be obtained with 
transformer coupling without sacrifice of response at low or high 
frequency. With resistance-capacitance coupling, even though 
the stage amplification is much lower than the amplification 
factor of the tube, the high amplification factors of tubes like the 
6 SJ7 make it possible to obtain an amplification of 100 or more 
per stage. Because likelihood of oscillation makes it difficult to 
use more than two transformer-coupled stages on a common 
voltage supply, higher amjllification at audio frequencies can 
as a rule be obtained with resistance-capacitance coupling than 
with transformer coupling. Resistance-capacitance coupling is 
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considerably cheaper than transformer coupling, weighs less, and 
requires less space. Because of the lower direct voltage drop 
in the plate circuit, and because of induced voltage in the trans¬ 
former, higher voltage output may be obtained with a given 
plate supply voltage with transformer output than with resistance 
output. 

6-9. Inductance-capacitance Coupling. —Inductance-capaci¬ 
tance coupling has the advantage over resistance-capacitance 
coupling of lower direct voltage drop in the plate load. Because 
there is only one winding, it is possible to obtain somewhat higher 
inductance than in the primary of a transformer. Although 
this higher inductance improves the low-frequenCy response 
over that of a transformer-coupled amplifier, it is still too low 
to prevent the amplification from falling off at low frequency with 
high-amplification-factor tubes. The high-frequency response 
is also somewhat better than in transformer-coupled amplifiers 
because of the lower distributed capacitance of the single wind¬ 
ing. These advantages are offset by the fact that the voltage 
is not stepped up as it may be by a transformer. Inductance- 
capacitance coupling is now seldom used. It may be analyzed 
by the methods that have been used in this chapter. 

6-10. Choice of Tubes for Audio-frequency Voltage Amplifiers. 
Equations (6-1), (6-11), and (6-14) to (6-16) show that the 
maximum amplification obtainable with a voltage amplifier 
is proportional to the amplification factor of the tube. For 
this reason the amplification factor may be considered to be the 
‘‘figure of meritof a tube used in an audio-frequency voltage 
amplifier. Other factors such as plate resistance and plate 
current are also of importance in choosing the tubes for a voltage 
amplifier. It was shown in preceding sections that high plate 
resistance reduces the attainable gain of direct- or resistance- 
capacitance-coupled amplifiers and causes frequency distortion 
in transformer-coupled amplifiers. High plate current causes 
high direct voltage drop in the coupling resistor of direct- or 
resistance-capacitance-coupled amplifiers and tends to cause 
amplitude and frequency distortion in transformer-coupled 
amplifiers because of core saturation. It also increases the power 
consumption in the plate circuit. 

Higher voltage amplification is in general attainable with 
pentodes than with triodes in resistance-coupled amplifiers, but 
amplitude distortion may be greater and, because of higher 
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plate resistance, it is more difficult to design for uniform response 
over a wide band. Since the amplification attainable with 


pentodes approximates 


rir2 

Ti + r2 


Qmy the transconductance may be 


considered to be the figure of merit of pentodes in resistance- 
coupled voltage amplifiers. The high plate resistance of pentodes 
makes them unsuitable for use in transformer-coupled audio¬ 
frequency amplifiers. 

6-11. Control of Amplification of Audio-frequency Amplifiers. 

The most common method of controlling the amplification of 
audio-frequency voltage amplifiers is by means of a voltage 
divider that varies the excitation voltage of one of the tubes, 
usually the first. In transformer-coupled amplifiers the voltage 
divider is shunted across the secondary of the input transformer, 
as in Fig. 6-19a; in resistance-coupled amplifiers it may serve 



Fig. 6-19.—Methods of coiitrolliiig amplifieation of transformer- and resistance- 
coupled audio-frequency amplifiers. 


as the grid coupling resistance, as in Fig. 6-196. In the trans- 
former-coupled circuit, the resistance of the voltage divider 
should be high in order to prevent appreciable loading of the 
transformer. Potentiometers of 500,000-12 resistance or higher 
are commonly used. 

Because the voltage amplification of resistance-coupled ampli¬ 
fiers using pentodes or other high-plate-resistance tubes is nearly 
proportional to Qm, the amplification of such amplifiers can be 
readily controlled by varying the transconductance by means of 
grid bias. In order to make it possible to reduce the trans¬ 
conductance to a low value without danger of having the grid 
swing beyond cutoff, the signal is applied to a remote-cutoff grid 
(see Fig. 3-7). Although the gain-control voltage may be 
applied to the same grid as the signal, less control voltage is 
required if it is applied to an additional sharp cutoff grid. It 
may be applied simultaneously to both grids. The 6L7 type 
of tube is suitable for this purpose. This type of control has 
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the advantage that it may be accomplished by means of a 
rheostat or potentiometer that is located at a distance from the 
amplifier and is by-passed by a condenser at the amplifier. If 
two tubes controlled in this manner and excited by separate 
signal voltages use a common plate load resistance, then a 
gradual transition may be made from one signal to the other by 
raising one control voltage and lowering the other. 

6-12. Tone Control.^ —Difference in the acoustical properties 
of different rooms, nonuniform response of loud-speakers, indi¬ 
vidual preferences, and the fact that the sensitivity of the ear 
falls off at low and high frequencies often make it desirable or 
necessary to change the frequency characteristics of audio¬ 
frequency amplifiers. Minor changes in the characteristic of 
an amplifier can be obtained by the use of simple filters. One 
commonly used filter consists of a condenser in series with a 
variable resistance, shunted across some point of the amplifier, 
usually between grid and cathode of one of the tubes. Decrease 
of resistance cuts down the response at the higher frequencies. 
Sometimes tone control is combined with the manual gain control 
in such a manner that the amplification is reduced more at the 
middle of the audio range than at the upper and lower ends. 
This tends to correct for the apparent loss of low and high tones 
at low sound level caused by the nonuniform response of the ear. 

6-13. Tuned Radio-frequency Amplifiers. —Radio-frequency 
amplifiers of the type used in radio receivers are coupled by 
means of singly or doubly tuned transformers. Typical circuits 
are those of Figs. 5-7 and 5-8. Like the audio-frequency ampli¬ 
fiers treated in the foregoing sections, they may be analyzed 
by the use of equivalent circuits. ^ Such analyses show that 
the maximum amplification is proportional to y/p.gm in singly 

^ ScROGGiE, M. G., Wireless Eng.y 9, 3 (1932); Hazeltine Service Corp., 
Radio Eng., June, 1935, p. 7; Colebrook, F. M., Wireless Eng., 10 , 4 (1933) 
(with bibliography of seven items); Callender, M. V., Proc. I.R.E., 20 , 
1427 (1932). 

2 Everitt, W. L., Communication Engineering,’^ McGraw-Hill Book 
Company, Inc., New York, 1937; Terman, F. E., Radio Engineering,” 
McGraw-Hill Book Company, Inc., New York, 1937; Glasgow, R. S., 
'‘Principles of Radio Engineering,” McGraw-Hill Book Company, Inc., New 
York, 1936; Hund, August, “Phenomena in High-frequency Systems,” 
McGraw-Hill Book Company, Inc., New York, 1936. See also H. J. 
Reich, “Theory and Applications of Electron Tubes,” Secs. 7-17 to 7-22. 
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tuned amplifiers and to Qm in doubly tuned amplifiers. The 
response curve of a singly tuned amplifier is of the same form 
as the curve of admittance vs. frequency of a simple series circuit 
containing inductance, capacitance, and resistance. The sharp¬ 
ness of the resonance peak increases with decrease of coupling 
between primary and secondary, with decrease of resonant 
frequency of the secondary, with increase of ratio of secondary 
inductance to secondary resistance, and with increase of plate 
resistance. The response curve of a doubly tuned amplifier 
has two peaks which approach each other and finally merge 
into a single peak as the coupling is reduced. By combining a 
closely coupled doubly tuned stage with a singly tuned stage 
or a loosely coupled doubly tuned stage, it is possible to obtain 
an over-all response curve that approximates rectangular form. 

Dependence of amplification of tuned radio-frequency ampli¬ 
fiers upon transconductance makes possible the control of 
amplification by variation of operating voltages. In order to 
maintain constant output voltage, the negative bias of one or 
more grids is increased with excitation voltage. This means 
that the operating point is nearest to cutoff when the grid swing 
is high. To minimize distortion resulting from curvature of the 
transfer characteristic in the vicinity of cutoff and from the 
actual cutting off of plate current during the negative peaks of 
exciting voltage, the signal voltage is applied to a remote-cutoff 
grid. The gain-control voltage may be impressed upon the 
same grid, upon an additional sharp-cutoff grid, or upon both. 

To prevent oscillation in tuned radio-frequency amplifiers 
as the result of feeding back of output voltage to the grid through 
the grid-plate tube capacitance, low grid-plate capacitance is 
essential. For this reason, and because of their high values of 
transconductance and amplification factor, pentodes or tetrodes 
are used in tuned radio-frequency amplifiers. 

6-14. Use of By-pass Condensers. —The presence of imped¬ 
ance in the voltage supply of a multistage" amplifier or in a com¬ 
mon lead between the voltage supply and the plates or other 
electrodes may result in objectionable feeding back of output 
voltage to the input and may thus cause oscillation.^^ An 
example of a circuit in which a resistance common to several 

^Anderson, J. E., Proc. LR.E., 16 , 195 (1927); Tamm, R., E.T.Z:^ 67 , 
631 (1930). 
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stages may lead to oscillation is given by Fig. 6-20. The resist¬ 
ance r may be that of a worn battery, a poorly designed power 
supply, or a voltage-dropping resistor. The arrows indicate 
the directions of the instantaneous alternating plate currents 
of the three tubes resulting from an instantaneous applied 
voltage that swings the grid voltage of the first tube in the 
positive direction. Because of amplification, ip\ -f- exceeds 
Zp2, and so the drop through r is in the direction shown. This 
voltage drop is added to that caused by the flow of ip\ through 
the plate resistor of the first stage, and so the alternating voltage 
applied to the grid of the second tube is greater than it would 
be if r were zero. A number of other similar feedback effects 


^ip3 

Ebb • zr'^p' 

pCI. 

Fig. 0-20.—Circuit diagram showing the manner in which common plate- 
supply impedance may cause oscillation in a multistage resistance-coupled 
amplifier having an odd number of stages. 

take place between stages because of r, but these are of smaller 
magnitude. »If r is large, and the gain of the amplifier high, the 
feedback may be sufficiently groat to cause oscillation (see 
Sec. 8-3). This may be prevented by shunting r with a con¬ 
denser C, whose reactance is small throughout the amplification 
range. 

A common source of feedback in audio-frequency amplifiers is 
B-supply regulation. Because of variation of voltage drop 
through the rectifier tubes and filter, the terminal voltage of a 
B supply varies with the current drain. This type of feedback 
causes low-frequency oscillation, aptly termed motorboating. 
Feedback resulting from B-supply regulation can be reduced by 
using in -each stage a decoupling filter consisting of a resistance 
and condenser, as shown by the heavy lines of Fig. 6-21a.^ 

1 Baggally, W., Wireless Eng.y 11, 179 (1934); Cocking, W. T., Wireless 
World, 29 , 322, (1931). See also Sec. 5-8. 
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Better filtering may be obtained, particularly in radio-frequency 
amplifiers, by the use of chokes instead of resistors, as illustrated 
by the heavy lines of Fig. 6-216. Chokes have the additional 
advantage of not reducing the operating plate voltage greatly. 
Better methods of preventing motorboating are to make the 
gain of the amplifier small enough at very low frequency so that 
this low-frequency oscillation cannot occur, ^ or to use push-pull 
circuits. When voltage-dropping resistors must be used to 
reduce the electrode voltages of the tubes of a number of stages, 
it is in general advisable to use individual resistors and by-pass 
condensers for the different tubes. 

6-16. Shielding.—The high amplification obtained in radio¬ 
frequency amplifiers and in audio-frequency amplifiers using 



Fia. 6-21.—Plate decoupling filters. 


tetrodes or pentodes usually necessitates the complete shielding 
of the individual stages in multistage amplifiers to prevent 
oscillation. It may also be necessary to shield input leads to the 
amplifier to prevent the picking up of stray fields and to prevent 
feedback from the output to the input. 

Limit of Amplification. —Amplification is usually limited by a 
tendency of the amplifier to oscillate as the result of the feeding 
back of some of the output voltage to the input. This can be 
minimized by shielding, by careful placing of apparatus, and by 
the use of chokes and by-pass condensers and of more than one 
power supply. By means of successive amplifiers operated from 
separate power supplies, very high gain or power output can be 
obtained. Because of inherent fluctuations of currents in 
amplifiers, however, there is a lower limit to the input voltage 
or current that can be amplified to a given output level. Current 
and voltage fluctuations in an amplifier are called noise. Noise 

1 RCA Application Note 67, 
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results from a number of causes, among which are the shot 
effect, ionization, secondary emission, vibration of tube elements, 
imperfect contacts, fluctuations of resistance of old or damaged 
batteries, incomplete filtering of power supplies, variation of 
resistance of circuit elements, and random motion of electrons 
through high resistances.^ The shot effect (see Sec. 2-14) can be 
kept to a minimum by operating tubes well above temperature 
saturation. Ionization and secondary emission, which have 
been greatly reduced in modern tubes, can be eliminated when 
necessary by the use of very low voltages. Microphonic” 
effects resulting from the vibration of tube elements J;iave 
been largely eliminated in modern tubes by improving the 
methods of mounting and supporting the elements. Current 
fluctuations produced by the random motion of electrons in 
resistances are in some respects similar to those produced by the 
shot effect. The disturbance caused by this thermal agitation 
is a function of the temperature and increases with the width 
of the frequency band over which the amplifier amplifies. In 
order to minimize noise, it is advisable not to make the frequency 
range of the amplifier wider than necessary. 

6-16. Measurement of Voltage Amplification. —Figure 6-22 
shows the circuit that is commonly used for the measurement of 

voltage amplification of an 
amplifier. When the attenua¬ 
tion of the attenuator is equal 
to the gain of the amplifier, 
the deflection of the vacuum- 
tube voltmeter does not 
change when the position of 

Fio. 6-22 ---Circuit for the measurement ^^e switch is changed. If the 
of voltage amphncation. . ° , 

attenuator is calibrated in 
decibels, it gives a direct reading of the amplifier gain in 
decibels. The purpose of the resistor R is to provide the proper 
terminating resistance for the attenuator. If a calibrated attenu¬ 
ator is not available, it may be replaced by a voltage divider, as 
in Fig. 6i“23. The voltage amplification /i' is equal to the ratio 
r 2 /ri when the same voltmeter reading is obtained with the switch 
in the two positions. When high accuracy is not essential, a 

' See bibliography at the end of this chapter and at the end of Chap. 7 of 
H. J. Reich, “Theory and Applications of Electron Tubes.” 
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cathode-ray oscilloscope may be used in place of the vacuum-tube 
voltmeter in the circuits of Figs. 6-22 and 6-23 (see Sec. 12-5). 

Frequency response curves are usually obtained by making a 
series of measurements of volt¬ 
age amplification at various fre¬ 
quencies throughout the range 
of the amplifier. Oscillographic 
methods have been developed 
in which the response curve is 
observed dire<?tly on the screen 
of an oscillograph.^ Much use¬ 
ful information concerning the 
frequency and phas^ distortion 
of an amplifier can also be ob¬ 
tained by determining the manner in which it distorts periodic 
triangular or square waves of voltage. ^ 

6-17. Current Amplification.—Figure 6-24 shows a single-stage 
current amplifier. The current amplification is 

h 1 



Fig. 6-23.—Circuit for the measure¬ 
ment of voltage amplification. 


Ip _ H Ug X _ ixZc _ 

li p *4” ^6 1% “f" 


(6-17) 
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The current amplification increases as Zi is decreased, approaching 
the limiting value The current 

sensitivity is fJL/{rp + Zb), which ap¬ 
proaches the value gm as Zb is decreased. 
This indicates the importance of trans¬ 
conductance in tubes used for current 
.amplification. In a multistage current 
amplifier, all except the last stage are 
voltage amplifiers and require tubes with high amplification 
factor to give high over-all current sensitivity. 

Current amplifiers are useful in the operation of relays® and 
electromagnetic oscillographs.^ One common application is 


Fig. 6-24.—Single-stage 

current amplifier. 


1 Diamond, H., and Webb, J. S., Proc. I.R.E., 16, 767 (1927). 

2 Reich, H. J., Proc. I.R.E.j 19, 401 (1931); Stocker, A. C., Proc, I.R.E.y 
26, 1012 (1937); Swift, G., Communications y February, 1939, p. 22; Bed¬ 
ford, A. V., and Fredendahle, G. L., Proc, I.R.E., 27, 277 (1939); Arguim- 
BAU, L. B., General Radio Experimenter y 14, December, 1939, p. 1. 

^ George, E. E., ElectronieSy August, 1937, p. 19; Dudley, B., ElectronicSy 
May, 1938, p. 18; Muehter, M. W., ElectronieSy Decernber, 1933, p. 336. 

* Jackson, W., Wireless Eng,, 11, 64 (1934); Reich, H. J., and Marvin, 
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in the amplification of the current of phototubes used to control 
relays. Circuits for this purpose are analyzed in Chap. 10. 
Another application of current amplifiers is in the regulation of 
generator voltage.^ A typical circuit is shown in basic form in 
Fig. 6-25, in which VTi is a voltage amplifier, VT^ is a current 
amplifier, and V7\ is a glow tube that reduces the voltage applied 
to the grid of VTi from the positive terminal of the generator and 
thus lowers the required biasing battery voltage (see Sec. 9-4). 
The action is as follows: Reduction of terminal voltage makes the 
grid of VTi more negative and so makes that of less negative. 
The resulting incnuise of plate current of VT 2 raises the field 
current of the exciter, which in turn raises the excitation of the 



Fig. 6-25.—Vacuum-tube voltage regulator for a d-c generator. 


main generator and restores the terminal voltage nearly to its 
original valu<\ Obviously the exciter may be eliminated if the 
current of VT 2 is sufficient to excite the generator directly. VTi 
may also be eliminated if very high constancy of voltage is not 
required. By the addition of a rectifier, the circuit may be 
adapted to alternator regulation. 

6-18. Trigger Circuits. —In the circuit of Fig. 6-26, the flow 
of plate current of one tube through its load resistance n makes 
the grid of the other tube negative. If the value of n is large 
enough, the other tube is biased to cutoff. As a result, current 


G. S., Rev. Sci. Instruments^ 2, 814 (1931); Waldorf, S. K., J. Franklin Inst.y 
213, 605 (1932). 

^ Van der Bijl, H. J., “The Thermionic Vacuum Tube and Its Applica¬ 
tions,'^ p. 371, McGraw-Hill Book Company, Inc., New York, 1920; Ver- 
MAN, L. C., and Reich, H. J., Proc. I.R.E., 17, 2075 (1929); Verman, L. 
C., and Richards, L. A., Rev. Sci. Instruments^ 1, 581 (1930). 
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flows in only one tube at a time.^ The current may be caused to 
transfer abruptly from one tube to the other at critical values 
of electrode voltages by changing the voltage of either electrode 
of either tube in the direction to decrease the plate current of 
the conducting tube or to cause current to flow in the other 



Fio. G-26.—Ecclee-Jordan trigger circuit. 


tube. Transfer can be initiated by a voltage pulse of short 
duration, and even by touching the grid terminal of one tube. 
Figure 6-27 shows a circuit that has two stable values of screen 
current and corresponding values of plate current. An abrupt 
change from one value to the other 
takes place at critical values of elec¬ 
trode voltages, and may be caused by 
voltage pulses. 2 Circuits such as 
these, which are called trigger circuitSy 
are the basis of oscillators and of elec¬ 
tronic switches, measuring instru¬ 
ments, and controls. 

6-19. Methods of Analysis of Power 
Amplifiers. —The amplitude of the 
alternating plate current of power- 
amplifier tubes under rated conditions 
of operation is so great that amplitude 
distortion is not negligible. A rigorous analysis based upon 
the series expansion for plate current should, therefore, take 
into account the second- and higher-order terms. By considering 
only the first term of the series, however, it is possible to derive 
a number of approximate relations, which, although they do not 

^ Eccles, W. H., and Jordan, F. W., Radio Rev., 1, 143 (1919). Other 
references are given at the end of this chapter. See also H. J. Reich, 
“Theory and Applications of Electron Tubes,'' Sec. 7-16. 

* Reich, H. J., Rev. Set. InstrumerUSy 9, 222 (1938). 
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6-27. -Pentode trigger 
circuit. 







158 


PRINCIPLES OF ELECTRON TUBES 


[Chap. 6 


yield accurate numerical results, are useful in making a qualita¬ 
tive study of the effects of various circuit and tube factors upon 
the performance of class A power amplifiers. Considerable 
error may result from the application of these formulas to 
numerical problems. For this reason graphical analyses or, 
preferably, laboratory measurements must be made when 
accurate results are essential or when it is necessary to determine 
amplitude distortion. 

As explained in Chap. 4, graphical analyses become very 
complicated when load reactance is taken into consideration. 
Although loud-speakers and other ordinary loads are not non¬ 
reactive, the assumption is usually made that the reactive 
component of load impedance may be neglected and the path of 
operation drawn as a straight line of negative slope equal to the 
reciprocal of the effective a-c load resistance. This assumption 
is justified because it leads to results that, although not accurate, 
are of great value in the analysis and design of amplifiers and that 
could otherwise be obtained only with great difficulty. For 
methods that take reactance into consideration, the student may 
refer to papers that have been written on the subject.^ 

6-20. Power Relations in Vacuum-tube Plate Circuits.-- 
Although the vacuum tube is replaced by an equivalent generator 
in series with the plate resistance in analyses based upon the 
equivalent plate circuit, power in an actual plate circuit can 
come from Ojily one source, the B supply. The power supplied 
to the plate circuit by the source of direct plate voltage is 


~ T ^ -£^664 dt = Ebt ib dt — Ebbiba (6-18) 


Where T is the period of the fundamental component of plate 
current. This input power is converted into a-c and d-c power 
developed in the load and into plate dissipation (heat) in the 
tube. This fact may be stated in the form of the equation 

Pi = P + Po + Iba^Rh (6-19) 

1 Gree^, E., Wireless Eng.j 3, 402, 469 (1926); Ardenne, M. von, Proc. 
LR.E., 16, 193 (1928); Barclay, W. A., Wireless Eng., 6, 660 (1928); 
Whitehead, C. C., Wireless Eng., 10, 78 (1933); SOchting, F., Wireless 
Eng. (abstr.), 10, 165 (1933); Preisman, A., RCA Rev., 2, 124, 240 (1937) 
(with bibliography); Jonker, J. L. H., Wireless Eng., 16, 274, 344, (1939); 
Fairweather, a., and Williams, F. C., Wireless Eng., 16, 57 (1939). 
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in which Pp is the plate dissipation, Po is the a-c output power 
developed in the load, and Iha^Rh is the d-c power developed in 
the load. 

Equation (6-19) may be rewritten in the form 

Pp = Pi -Po - ha‘^Rb (6-20) 

which states that the plate is not called upon to dissipate the 
portion of the input power that appears as output. If the 
input power remains essentially constant, the plate dissipation 
must rise as the output power is decreased by decreasing the 
excitation voltage. This is true in class A amplifiers, in which 
the average plate, current ha under excitation does not differ 
greatly from the quiescent plate current ho^ Plate dissipation 
in class A operation is thus a maximum when the excitation 
voltage is zero. At zero excitation, ha becomes ho and Pi, as 
given by Eq. (6-18), becomes Etbho^ Equation (6-20) then 
becomes 

Max. class A Pp = hoEbh — ho^Rb — ho{Ehb hoRb) (6-21) 

By means of Eq. (3-28), Eq, (6-21) may be transformed into 

Max. class A Pp = hoEbo (6-22) 

In class A amplification, therefore, the plate dissipation will 
always be within the allowable value if the zero-excitation plate 
dissipation hoEbo does not exceed the rated maximum plate 
dissipation. In class B and class C operation, on the other 
hand, the power input falls more rapidly tlian the power output 
as the excitation is reduced, becoming zero at zero excitation, 
and so the full-excitation plate dissipation must not exceed the 
allowable plate dissipation. As explained in Chap. 2, the 
energy lost in plate dissipation first appears as kinetic energy 
of the electrons, which is in turn converted into heat when the 
electrons strike the plate. The allowable dissipation depends 
upon the maximum temperature that the plate can acquire 
without giving off absorbed gas or emitting electrons. When 
not definitely specified, the maximum allowable plate dissipation 
may be assumed to equal the product of the maximum values 
of rated operating plate current and plate voltage. 

6-21. Plate-circuit Efficiency. — Plate-circuit efficiency is defined 
as the ratio of the fundamental a-c power output to the power 
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input of the plate circuit 



ri 


(6-23) 


Plate-circuit efficiency is important for two reasons. First, 
increase of plate-circuit efficiency may result in reduction of first 
cost of an amplifier and associated power supply. Since the allow¬ 
able plate dissipation is related to tube size, the required size of 
tube tends to decrease with increased plate efficiency. Increased 
efficiency reduces the required capacity of the B supply. Sec¬ 
ondly, economy of operation increases with plate-circuit effi¬ 
ciency, both because of reduction of power input to the plate 
circuit, and because of possible reduction of cathode heating 
power as the result of reduced tube size. Economy of operation 
is of particular importance in battery-operated amplifiers and in 
very large a-c-operated amplifiers. 

It was pointed out in Sec. 5-il that the load is usually coupled 
to the plate by means of an output transformer or a choke- 

condenser filter. Since the primary 
resistance of a well-designed output 
transformer or the resistance of an 
output choke is only a few hundred 
ohms, the d-c power ha^Rb developed 
in the load, which serves no useful 
purpose, is ordinarily negligible. 
The output transformer or filter, 
therefore, not only prevents any 
objectionable effects that might 
result from the flow of direct current 
through the load, but also increases 



eb 


Fig. 6-28.—Generalized class A 
path of operation. 


the plate-circuit efficiency. 

It is readily proved that the maximum theoretical efficiency of 
class A amplifiers with transformer-coupled load is 50 per cent 
when the distortion is negligible. In Fig. 6-28 is shown the 
path of operation of a class A amplifier. Since the discussion 
is not limited to any special type of tube, ho static characteristics 
are shown. If the distortion is negligible, the waves of plate 
current and voltage are sinusoidal, and the power output is 
^IpmEpn* Since distortion is assumed to be zero, ha is equal to 
ho* If the d-c resistance of the plate circuit is negligible, Ei^ 





SBC. 6-23] ANALYSIS AND DESIGN OF AMPLIFIERS 


161 


is equal to Ebo- The power input, as given by Eq. (6-18), is 
IhoEbo. Equation (6-23) gives the plate-circuit efficiency as 
I E 

Jp ev ~ • As the path of operation is extended, Ipm and Ep„ 

AX bo-^bo 

increase. Their maximum values are obtained when the path 
extends to the current axis in one direction and the voltage 
axis in the other. Then the plate current is just reduced to 
zero at the negative peak of excitation voltage, and the plate 
voltage is reduced to zero at the positive peak of excitation 
voltage. Under this condition of operation Ipm = ho and 
Epm = Ebo- The plate-circuit efficiency is then or 50 per cent. 
Actual class A efficiencies are less than 50 per cent (see Secs. 
6-24 and 6-25). Class B and C efficiencies may exceed 50 per 
cent. 

6-22. Power Output. —If only the first term of the series expan¬ 
sion for plate current is considered and Vp is zero the r-m-s plate 
current is 

h = (6-24) 

Tp i- Zb 

The approximate power output is 


Po = Iphb = 


tPE„hb 


‘ (rp-f-r,)2-f 
J*]quation (6-25) may be written in the form 


P O Qmf^Ey'^ 


m cos d _ 

-j- 2m cos d 1 


(6-25) 

(6-26) 


Th T • 

where cos 6 = and m = rn* Equation (6-26) indicates that 
\Zb\ \Zb\ 

tubes used to deliver power should have a high product of 
amplification factor by transconductance. It also shows that 
the power output depends upon the load power factor and upon 
the ratio of the load impedance to the plate resistance and is 
proportional to the square of the excitation voltage. As would 
be expected, the power output at a load impedance of given 
magnitude is greatest for nonreactive load, for which cos ^ = 1. 

6-23. Optimum Power Output. —Optimum power output is 
defined broadly as the greatest power output that can be obtained 
at a given operating plate voltage subject to limiting restrictions 
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on operation. The load resistance that gives optimum power is 
called optimum load resistance. Restrictions on operation that 
must be taken into consideration in the determination of optimum 
power and optimum load resistance include allowable amplitude 
distortion, allowable grid current, available grid-circuit input 
power, and grid and plate dissipation. 

6-24. Class A1 Triode Power Amplifiers. —In class A amplifiers 
the objectionable effects of the flow of grid current more than 
offset the advantages resulting from the increase in excitation 
voltage that may be obtained by allowing the grid to swing 
positive. For this reason class A2 operation is seldom used, and 
it will not be discussed further. In class A1 amplifiers the 
operating restrictions that must be considered in determining 
optimum power output are that amplitude distortion and plate 
dissipation must not exceed the allowable values and that grid 
current must not flow. The allowable harmonic distortion is 
commonly taken as 5 per cent, although smaller values are often 
desirable, and larger values may be tolerated when high power 
output and high efficiency are of primary importance.^ With 

triodes, the distortion is associ¬ 
ated almost entirely with the 
second-order term of the series 
expansion for plate current and 
so, when the excitation is sinusoi¬ 
dal, the only harmonic of appre¬ 
ciable amplitude is the second. 
Experimental curves such as 
p yp those of Fig. 6-29 show that 

F.a. 6-29.-ExpcrimentaUy deter- optimum power OUtput in single- 
mined curves of full power output Sided class A1 operation of triodes 
of a type 46 triode m class Ai transformer-coupled load is 

operation. i i i i T i 

obtained when the load resist¬ 
ance is approximately twice the plate resistance corresponding to 
the operating voltages, f.e., 

Opt.-r6^2rp (6-27)2 

^ Massa, Frank, Proc. I.R.E,^ 21, 682 (1933); Electronics, September, 
1938, p. 20. 

* Seemingly, Eq. (6-27) is in disagreement with MaxwelFs rule that 
maximum power is transferred from a generator to a load when the load 
impedance is equal to the generator impedance. The student may show. 
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Equation (6-27) may also be derived by an analysis based upon 
the assumption that the plate characteristics are straight, linear, 
and parallel above I mm (see Fig. 4-13), which is assumed to 
remain constant as n is varied.^ Under the same assumptions 
the optimum bias and optimum power output are given by the 
relations^ 


Opt. Ec = (6-28) 

Opt. P. = lMg<nEc^ (6-29) 

The theoretical plate circuit efficiency is 25 per cent when the 
load resistance is twice the plate resistance. The corresponding 
power sensitivity is^ 

P. S. at opt. load = Vf/xgTw (6-30) 

Since actual characteristics depart materially from the ideal 
form assumed in the derivation of Eqs. (6-27) to (6-30), much 
better determinations of optimum operating conditions can be 
made by graphical or experimental methods. A small increase 
or decrease of bias from the value indicated by Eq. (6-28) may 
produce an appreciable increase in power output without increase 
of distortion (see Prob. 6-13). Choice of bias is also affected 
by the allowable plate dissipation. At high plate voltage, 
limitation of zero-signal plate dissipation to the allowable value 
may necessitate the use of higher bias than 0.7£'6 o/m, and the 
optimum load resistance may be considerably higher than 
twice the plate resistance. Practical values of triode plate 
circuit efficiency at optimum load in single-sided class A1 oper¬ 
ation approximate 22 or 23 per cent. 

6-26. Class A1 Pentode Power Amplifiers. —Pentodes have 
two advantages over triodes in class A1 power amplifiers: they 
have higher plate-circuit efficiency and they have higher power 

however, that, for a given value of Ebo and constant /min (see Fig. 4-13), 
the grid bias must be increased with load resistance. Since the greatest 
grid swing that can be used without the flow of grid current is approximately 
equal to the bias, the excitation for optimum power output must also be 
increased with load resistance. MaxwelFs rule, on the other hand, holds 
only for constant generator voltage. 

^ For derivations of these relations see H. J. Reich, “Theory and Applica¬ 
tions of Electron Tubes,Secs. 8-6 to 8-8. 
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sensitivity. Practical plate-circuit efficiencies usually approxi¬ 
mate 33 to 35 per cent with suppressor pentodes and 48 or 
49 per cent with beam pentodes. The higher plate-circuit 
efficiency of pentodes is associated with the shape of the plate 
characteristics, which is such as to allow the path of operation 
to extend more nearly to zero plate voltage, as required for the 
ideal maximum efficiency of 50 per cent. Physically, the higher 
efficiency of pentodes is explained by the effect of the positive 
screen voltage, which reduces the plate voltage necessary to 
produce a given plate current and thus allows a greater percent¬ 
age of the plate supply voltage to appear across the load. The 
importance of high plate-circuit efficiency has been discussed in 
Sec. 6-21. 

The higher power sensitivity of pentodes is possible because, 
with a given transconductance, pentodes can be designed with 
much higher amplification factors than triodes (see pages 64 
and 69). The advantages of power pentodes over triodes 
are partly offset by their much greater amplitude distortion 
and by a number of other less important disadvantages. With 
pentodes, the amplitude distortion is associated not only with 
the second-order term of the series, but also with the third 
and fourth. The third and fourth harmonics and corresponding 
cross-modulation frequencies, therefore, have appreciable ampli¬ 
tudes. Because of the high amplitude distortion, pentodes must 
often be used in push-pull in order to bring the distortion within 
the allowable value. Amplitude distortion is less with beam 
pentodes than with suppressor pentodes. 

The shape of the characteristics of pentodes is such that it is 
not possible to derive simple theoretical equations for optimum 
load resistance, optimum power, and optimum bias, as has been 
done for triodes. For this reason the correct operating conditions 
must be determined entirely by graphical methods or by labora¬ 
tory measurement. 

Figure 6-30 illustrates typical curves of power output and 
harmonic content of a pentode-in single-sided class A1 operation 
as a function of load resistance. The exact shapes of these 
curves and the relative positions of their maxima or minima are 
dependent upon the type of tube and upon operating voltages. 
The large percentage of second harmonic at low load impedance 
is associated with the unequal spacing of the plate characteristics 
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at low plate current, which flattens the negative peak of alter¬ 
nating plate current. At high load impedance, on the other 
hand, the large percentage of second harmonic results from the 
crowding together of the characteristics at low plate voltage, 
which flattens the positive peak of alternating plate current. 
The second harmonic is zero at approximately the load resistance 
for which the positive and negative swings of plate current are 
equal. It is possible to design and operate a pentode so that the 
load for maximum power also gives minimum second harmonic, 
but in general this is not true. The form of the static plate 
characteristics is such that the minimum value of total harmonic 
content usually ranges from 6 to 10 per cent at full class AI 
power output. 



Since the load for maximum power output is, in general, 
different from that for minimum distortion, choice of the load 
must involve a compromise between large power output and 
small distortion. Because of the relatively high minimum 
distortion, distortion is ordinarily the determining factor, and the 
most suitable load docs not differ greatly from that corresponding 
to zero second harmonic. It should be noted that the triode 
optimum-load relation = 2rp does not hold for 'pentodes^ opti¬ 
mum power output being obtained for load resistances ranging 
from about rp/4 to r^/S. 

If the plate voltage is removed from a pentode without also 
removing the screen voltage, the current that normally flows 
to the plate is added to the screen current. The resulting 
increase of screen dissipation may cause the screen temperature 
of power pentodes to rise to a damaging value. For this reason 
great care should be taken not to open the plate circuit acci¬ 
dentally during operation of the tube. 




166 


PRINCIPLES OF ELECTRON TUBES 


[Chap. 6 


6-26. Graphical Determination of Operating Conditions and 
Performance of Class A Power Amplifiers. —Since the operating 
conditions specified in manufacturers^ tube manuals are satis¬ 
factory for ordinary applications, it is not often necessary to make 
determinations of operating voltages and currents or of optimum 
load resistance, power output, efficiency, and distortion. When 
other operating conditions are to be used, graphical methods of 
analysis may usually be applied. 

For triodes in single-sided class A1 operation, the operating 
point may be located tentatively by using the optimum grid 
bias determined by means of Eq. (6-28). If the operating plate 
current corresponding to this bias exceeds the maximum allow¬ 
able plate dissipation divided by the operating plate voltage, the 
plate current should be decreased to this value by increasing 
the grid bias. The dynamic load line should then be drawn 
so that harmonic distortion, determined by graphical methods, 
does not exceed the allowable value, usually 5 per cent. For 
5 per cent second harmonic the ratio of the length of the portion 
of the load line above the operating point to the length of the por¬ 
tion below the operating point (the ratio of the length AfO to the 
length ON in Fig. 4-13) should be approximately 1.22.^ The 
required load resistance is equal to the reciprocal of the slope 
of the load line. The power output corresponding to a grid 
swing equal to the grid bias should be determined graphically 
from the plate diagram by the method explained in Sec. 4-14 
and may be checked roughly by means of Eq. (6-29). Since the 
optimum bias indicated by Eq. (6-28) is only an approximation, 
it is advisable to draw the load line and determine the power 
output also for values of bias somewhat larger than O.TEbo/^ 
and, if the bias can be decreased without causing the plate 
dissipation to exceed the allowable value, for values somewhat 
smaller than 0,7Ebo/fi- The value that gives the greatest power 
output should be chosen. The plate-circuit efficiency is found 
by dividing the graphically determined optimum power output 
by the input power computed by Eq. (6-18). 

^ This may be shown by simultaneous solution of Eq. (4-29) with the 
equation Imax — ho = 1.22(Ibo — /min). It should be noted that since 
this rule for the determination of the load line corresponding to 6 per cent 
second harmonic is based upon the assumption that higher harmonics are 
negligible, it cannot be applied to pentodes. 
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Inasmuch as no formula for optimum grid J^ias can be derived 
for pentodes, the optimum operating conditions must be found 
by determining graphically or experimentally the power output 
and amplitude distortion for various values of grid bias and load 
resistance. Because of the large amplitudes of third and fourth 
harmonics, Eqs. (4-25), rather than Eqs. (4-24), must be used 
in the graphical determination of amplitude distortion. 

6-27. Laboratory Determination of Optimum Power Output 
and Optimum Load.^ —The power output of an amplifier with 
known load resistance may be determined by measuring the 
r-m-s voltage across the load or the current through the load. 
A thermal meter, or a copper oxide rectifier meter is usually 



Fig. 6-31.—Circuit diagram of General Radio power-output meter. 


used for the purpose. Figure 6-31 shows the circuit diagram 
of the General Radio output meter, by means of which power 
may be quickly measured at various values of effective load 
resistance. The meter embodies a variable-ratio transformer, 
compensated by means of resistances so that a constant per¬ 
centage of the power is expended in the secondary load. The 
load is a constant-resistance network which also serves the func¬ 
tion of a four-range multiplier for the voltmeter. The indicating 
instrument is a copper oxide rectifier voltmeter. The effective 
load may be varied in 40 steps from 2.5 Q to 20,000 12. The 
multiplier provides 5-, 50-, 500-, and 5000-mw ranges of power. 

^ Kellogg, E. W., /. Am, Inst. Elec. Eng., 40, 490 (1925); Warner, J. C., 
and Loughren, A. V., Proc. I.R.E., 14, 735 (1928); Hanna, C. R., Suther- 
LIN, L., and Upp, C. B., Proc. I.R.E., 16, 462 (1928). 
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The scale is also calibrated to read power in volume units (see 
Sec. 5-15). 

Harmonic content can be measured most readily with an 
electronic harmonic analyzer, of which there are a number of 
types on the market.^ 

The determination of optimum power output and optimum 
load requires a series of measurements. A suitable circuit is 
shown in Fig. 6-32. For each load impedance there is a limiting 
value of bias and signal amplitude beyond which the harmonic 
content exceeds the allowable value^ Curves of power output 
and harmonic content as a function of load impedance must be 
constructed for various values of bias. The simplest laboratory 
procedure is to set the bias at fixed values and to take readings of 
power output and harmonic content at five or six values of load 



Fia. 6-32.—Circuit for the determination of optimum power output and optimum 

load resistance. 


impedance. If operation is to be restricted to the region in 
which no grid current flows, the signal must be adjusted for 
each value of'bias and load so that grid current does not quite 
flow. The signal amplitude at which grid current commences 
can be determined by a galvanometer or by headphones in series 
with the grid. 

Figure 6-33 shows curves of power and harmonic content for a 
type 45 tube. The load impedance at which the harmonic 
content is just equal to the maximum allowable value at each 
value of bias may be determined from the curves of harmonic 
content. These values of impedance and bias then determine 
points on the power curves corresponding to the given harmonic 
content. The dashed curves of Fig. 6-33 show the power output 
at 4, 5, and 6 per cent second harmonic as a function of load 
resistance. From these the optimum load and power output 

^ For a discussion of harmonic analyzers, see H. J. Reich, Theory and 
Applications of Electron Tubes, Secs. 15-33 to 15-38. 
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at the given valuer of distortion may be read. (Readings of third 
harmonic taken simultaneously with second harmonic showed 
the former to be negligible in comparison with the latter.) 

6-28. Push-pull Power Amplifiers. —The advantages of push- 
pull amplifier circuits were discussed in Sec. 5-10. The most 



Fig. 6-33.—Experimentally determined curves of power output and harmonic 
distortion of a type 45 tube. The dashed curves show power output at constant 
percentage second harmonic. 


important of these is the greatly reduced amplitude distortion 
at given power output or greatly increased power output at given 
distortion. Although Eq. (G-28) will usually give a satisfactory 
value of bias for push-pull class A1 operation of triodes, Eqs. 
(6-27), (6-29), and (6-30) are not applicable. The performance 
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of })ush-pull amplifierw is best determined experimentally, or 
graphically. Graphical methods of analysis of push-pull ampli¬ 
fiers are too involved to be included in this text.^ 

Push-pull operation is particularly advantageous with pen¬ 
todes. Since oven harmonics and intermodulation frequencies 
are not generated in push-pull circuits, the amplitude distortion 
may be made small by choosing a load resistance that gives low 
third-harmonic amplitude. Push-pull circuits are essential in 
class AB and class B amplifiers. 

6-29. Class AB Power Amplifiers. —The distinguishing feature 
of class B, class AB, and class C amplifiers as a group is that 
plate current in individual tubes docs not flow during the whole 
cycle. Class B and class C operation were originally used in 
radio-frequency amplifiers. Later it was shown that the high 
power output and efficiency of class B operation could also be 
attained without excessive distortion in audio-frequency ampli¬ 
fiers. ^ More recently class B audio power amplifiers have to a 
great extent been displaced by class AB amplifiers using beam 
power tubes, which give much lower amplitude distortion and 
operate at only slightly lower efficiency. Class B operation now 
finds its principal application in radio-frequency amplifiers; in 
battery-operated audio-frequency power amplifiers, where low 
power consumption is essential; and in high-power audio¬ 
frequency power amplifiers used to supply signal excitation in 
linear plate modulation (see Sec. 7-5). Class C operation, as 
explained in Chap. 5, can be used only in radio-frequency 
amplifiers. 

Because of reduction of operating plate current, use of class 
AB bias in place of class A bias decreases plate dissipation and 
increases plate-circuit efficiency. At a given plate dissipation, 
therefore, it allows the use of a higher plate voltage and, conse¬ 
quently, the development of greater power output. Amplitude 
distortion is kept within allowable limits by the use of push-pull 
circuits. There is no abrupt increase of amplitude distortion 
in push-pull amplifiers as the bias is increased beyond the class A 
range. Therefore, class AB operation is usually used in push-pull 
amplifiers, in preference to class A1 operation. If the preceding 

1 Thompson, B. J., Proc. I.R.E., 21, 591 (1933). See also H. J. Reich, 
‘‘Theory and Applications of Electron Tubes,Secs. 8-21 to 8-31. 

* Barton, L. E., Proc. I.R.E., 19, 1131 (1931); 20, 1035 (1932). 
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stage is designed to supply the power required in the grid circuit 
as the result of grid current flow, very large values of power 
output may be obtained by the use of sufficiently high excitation 
to result in class AB2 operation. 

An example of the large output that can be obtained with 
small tubes and moderate plate voltage in class AB2 operation 
is given by the 6L6 beam power pentode, which will deliver 
an output of 60 watts (2 tubes) at 65 per cent plate-circuit 
efficiency (61 per cent including screen-circuit losses), and 2 per 
cent total harmonic, at a plate voltage of 400 and 0.35-watt 
average grid-driving power. In class ABl operation the output 
is 32 watts at app/oximately 63 per cent efficiency (58 per cent 
including screen power, 54 per cent including screen and biasing 
power, and 45 per cent including also cathode heating power). 

6-30. Turn Ratio of Output Transformer. —Usually the load 
to be used in the plate circuit of a power amplifier differs from 
the required optimum value. It is then necessary to choose the 
turn ratio of the output transformer so that the driving-point 
(input) impedance of the loaded transformer is equal to the 
required load resistance. The ratio of primary to secondary 
turns is equal to the square root of the ratio of the required load 
to the actual secondary load.^ 

In specifying the optimum load resistance for push-pull oper¬ 
ation, the plate-to-plate value is often listed. This is the load 
resistance that would give optimum power output if connected 
across the primary of the output transformer from plate to 
plate. The value to be used across the secondary is equal to the 
plate-to-plate load resistance divided by the square of the ratio 
of total primary turns to secondary turns. Conversely, for a 
specified secondary load, the ratio of total primary turns to 
secondary turns is the square root of the ratio of plate-to-plate 
load to actual secondary load, 

6-31. Inverse Feedback Amplifiers. ^—Much improvement in 
the operating characteristics of an amplifier may be obtained by 

^ Reich, H. J., “Theory and Applications of Electron Tubes,’^ Sec. 8-20. 

* Nyquist, H., Bell System Tech. 11, 126 (1932); Baggally, W., Wire¬ 
less Eng., 10, 413 (1933); Black, H. S., Elec. Eng., 63, 114 (1934); Bell 
Laboratories Record, 12, 290 (1934). See also H. J. Reich, Theory and 
Applications of Electron Tubes,p. 220. For additional references see the 
supplementary bibliography at the end of this chapter. 
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feeding a portion of the output voltage back to the input. The 
output of the amplifier may be considered to be made up of the 
amplified signal plus a smaller amount of distortion and noise. 
If part of the output is returned to the input in proper phase 



fa) (b) 



Fig. 6-34.—Inverse-feedback amplifier circuits. 


relative to the impressed signal, the amplified feedback voltage 
will tend to cancel the output noise and distortion. This 
advantage is obtained at the expense of reduced signal output 
and so the feedback is said to be inverse. Other equally impor- 



(a) (b) 

Fig. 6-35.—Inverse-feedback amplifier circuits. 

tant improvements result from the use of inverse feedback. The 
benefits may be summarized as follows: 

1. Reduction of amplitude distortion. 

2. Reduction of noise. 

3. Reduction of frequency and phase distortion. 

4. Increase of stability (reduction of variation of amplification or of 
current or power sensitivity with operating voltages and tube age). 
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5. Reduction of variation of amplification or sensitivity with input 
voltage. 

6. Reduction of variation of amplification or sensitivity with load 
impedance. 

7. Increased damping of loud-speaker transients. 

S. Reduction of loud-speaker resonance. 

Circuits of single-stage and two-stage inverse-feedback ampli¬ 
fiers are shown in Figs. 6-34 and 6-35. 


Problems 

6-1. Show that the voltage amplification of a single-stage amplifier with 
nonreactive load n, and self-biasing ^ 

resistor Rcc without a' by-pass con- ^ 

denser (see Fig. 4-17a) is 


6-2. a. Draw the equivalent cir- 
cuits for the amplifier of Fig. 6-36. 6-36.—Circuit for Prob. 6-2. 

6. Neglecting interelectrode capa¬ 
citances, derive a general expression for the voltage amplication of each 
stage. 

c. VT\ and F7^2 are type 6J5 tubes, operated at a plate voltage of 250 
volts and a bias of —8 volts, and the circuit elements have the following 
values: 

ri = 50,000 n Cc =- 0.005 /u/ 

r2 = 250,000 tt To = 50,000 U 


Find the gain in decibels of each stage and of the amplifier at 60, 100, and 
1000 cycles. Check by means of Fig. 6-12. 

d. Repeat (c), substituting type 6SJ7 tubes for type 6J5. Use the values 
fj. = 1500 and Vp = 1.5 megohms. 

e. Discuss the suitability of these amplifiers for use at frequencies between 
50 and 3000 

/. Determine the size of the cathode resistors necessary to provide the 
required bias when type 6J5 tubes are used. 

6-3. Design a two-stage resistance-capacitance-coupled voltage amplifier 
using 6SF5 tubes, which will give the highest voltage amplification consistent 
with uniform response in the range from 100 to 10,000 The output of 
the amplifier is to be applied to the deflecting plates of a cathode-ray 
oscillograph. The capacitance of these plates and their leads is 5 /i/xf. 

6-4. o. Plot a frequency-response curve for the amplifier of Prob. 6-2, 
using type 6J5 tubes and the circuit constants listed in part (c) and taking 
interelectrode capacitances into account. The output of the second stage 
is shunted by a 4 capacitance. Cgk ** Cgp « 3.4 /w/xf; Cp* * 3.6 /x/xf. 
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h. What should be done to reduce frequency distortion in this amplifier? 
6-5. By graphical methods determine the maximum crest fundamental 
voltage output and the voltage amplification of a type 6J5 triode in class A1 
operation under the following operating conditions: 

Ehb — 250 volts 
Ec — —6 volts 

rt = = 100,000 12 

The harmonic content must not exceed 5 per cent. Grid current starts 
flowing at €e = —0.5 volt. 

6 - 6 . a. By graphical methods determine the maximum crest fundamental 
voltage output and the voltage amplification of a type 6SF5 triode in 
class A1 operation under the following operating conditions: 

Ebb — 300 volts 
Ec — —1.5 volts 
■ rb = Rb = 500,000 il 

The harmonic content must not exceed 5 per cent. Grid current starts 
flowing at ec = —0.75 volt. 

b. Repeat (a) for a 6SF5 tube in the first stage of the circuit of Fig. 6-36. 

Ebb = 300 volts ri =* 500,000 12 

Ec = -1.5 volts r 2 = 1,000,000 12 

/ = 1000 ^ Cc = 0.01 /uf 

6-7. a. By graphical methods find the voltage amplification of a type 
6SF5 triode for the following operating conditions: 

Ebb = 250 volts n = Rb — I megohm 

, Ec = —1.5 volts Eym — 1 volt 

b. Find rp and /x at the operating point and find fi' by the use of Eq. (6-1). 

c. Find the required resistance of the self-biasing resistor. 

d. By means of Eq. (6-31) of Prob. 6-1 find the voltage amplification 
when the self-biasing resistor is used. 

6 - 8 . An audio-frequency interstage coupling transformer has the following 


constants: 

Primary inductance Li. 25 henrys 

Equivalent leakage inductance, referred to the 

secondary, L«.. 2 henrys 

Equivalent distributed capacitance, referred to 

the secondary, .^. 80 M/uf 

Primary resistance ri. 850 12 

^condary resistance r 2 . 10,000 12 

Turn ratio n. 3 


a. This transformer is used to couple a type 6J5 tube to a type 2A3 tube. 
The operating voltages of the 6J5 are Ebo “ 250 volts and — 8 volts. 

Construct a frequency-response curve for the first tube and transformer. 
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h. Show that the type 6J5 tube could not be satisfactorily replaced by a 
type 6SJ7 tube used as a pentode. 

6-9. Design a two-stage amplifier for use with an electromagnetic oscil¬ 
lograph that requires a crest alternating current of 50 ma for full deflection. 
Resistance of the element is 5 il. In order to make possible the study of 
transients at very low frequency, the response should be uniform down to 
zero frequency. Full deflection must be obtained with an input voltage 
that does not exceed 1 volt, and amplitude distortion must not exceed 
5 per cent. Specify all circuit constants and voltages. 

6-10. The amplifier shown in Fig. 6-37 “motorboats’^ (oscillates at a 
frequency of 2 or 3 when used with a B supply of poor regulation. The 
motorboating stops when the switch S is opened but not when the first tube 
is removed. Explain. 



6-11. The terminal voltage of a d-c generator is regulated by applying the 
voltage to the input of a two-stage amplifier in such a manner that decrease 
of terminal voltage increases the field excitation and thus raises the voltage. 
The action is as follows: If the terminal voltage tends to fall by 1.05 volts 
with increase of load, the amplifier increases the field current sufficiently to 
raise the induced voltage by 1 volt, so that the net change in terminal voltage 
is only 0.05 volt. The average field current is 50 ma. In the normal range 
of field current a 1-ma change results in a 0.1-volt change of induced voltage. 

a. Choose a suitable tube to control the 50-ma field current. Field 
resistance = 2000 0. 

h. Determine the change of grid voltage of this tube that is necessary 
in order to raise the induced voltage 
by 1 volt. 

c. Choose a first-stage amplifier 
circuit and tube such that the 0.05- 
volt drop in terminal voltage will give 
the necessary change in the grid volt¬ 
age of the second tube. 

d. Draw a circuit diagram, specify¬ 
ing all circuit constants, tube operating 
voltages, and supply voltages. 

6-12. By the use of low load resistance in the final stage and by the use 
of inverse feedback, the voltage amplification of tbe amplifier in Fig. 6-38 
is made independent of ri and Ci throughout the mid-band frequency range. 
If the input impedance of the amplifier is infinite, show that between the 


r -B 

o 




Amplifier 
Amp/ificaiion ' 




Fia. 6-38.—Reactanoe-tninsforma- 
tion circuit. 
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input terminals the entire circuit acts like a parallel combination of negative 
resistance and inductive reactance whose values are 




t - 


wriCi* 


Xe — 


ari^Ci 4 — 

o>L I 


(6-32) 

((>33) 


o. Locate the optimum operating point for a type 45 triode oper¬ 
ated at a plate voltage of 200 volts. The load is nonreactive and is coupled 
to the tube through a transformer of small primary resistance. The allow¬ 
able plate dissipation is 10 watts, and the allowable second-harmonic 
content is 5 per cent. 

6. Draw the optimum load line. 

c. Determine the optimum power output graphically. 

d. From the load line, find the optimum load resistance. 

e. Determine the plate resistance at the operating point. 

/. Using the values of n and rp found in (d) and (e), find the optimum 
power output by means of the equivalent plate circuit. 

g. Check the optimum power output by means of Kq. (6-29). 

h. Find the power input to the plate circuit. 

i. Using the graphically determined value of optimum power output, 
find the plate-circuit efficiency. 

j. Using the graphically determined value of optimum power output, 
find the power sensitivity. 

k. If the resistance of the load across the secondary of the output trans¬ 
former is 40 find the required turn ratio. 
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MODULATION AND DETECTION 

Transmission of intelligence through space by means of electro¬ 
magnetic radiation cannot be accomplished satisfactorily at 
audio frequencies. There are several reasons for this:'(l) The 
radiation efficiency, of antennas is very low at audio frequencies, 
and so the range ih small. (2) Efficient radiation and reception 
of electromagnetic waves require the use of antennas and circuits 
tuned to the frequencies of the waves. The antennas required 
at audio frequencies would be impractical because of their 
great lengths, and they would not respond equally well to all 
frequencies in the audio range. (3) If transmission were 
effected at audio frequencies, all transmitters would operate 
over th(^ same frequency range and so the programs of various 
transmitters would be heard simultaneously at the receiver. 
These difficulties are avoided by radiating a radio-frequency 
wave, the amplitude, frequency, or phase of which is varied 
in accordance with the audio-frequency signals that it is desired 
to transmit. At the receiver, the variations of amplitude, 
frequency, or phase of the received wave are reconverted into 
audio-frequency voltages. 

7-1. Modulation. —The process whereby some characteristic, 
usually amplitude, frequency, or phase, of a sinusoidally changing 
voltage, current, or other quantity is varied in accordance with 
the time variations of another voltage, current, or other quantity, 
is called modulaiion. The term carrier is applied to the quantity 
the characteristic of which is varied, and the term modulation 
(signal) to the quantity in accordance with which the variation is 
performed. The carrier frequency is the frequency of the unmod¬ 
ulated carrier. Usually the modulation frequency is consider¬ 
ably lower than the carrier frequency. 

Since the sounds of the human voice and of musical instru¬ 
ments involve a large number of frequencies produced simul¬ 
taneously, the form of the modulating wave is rarely sinusoidal. 
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To simplify theoretical analyses, however, the assumption is 
generally made that the modulation is sinusoidal. It is then 
necessary to investigate also the effects of the interaction of two 
or more components of a complex modulating wave in the 
modulation process and in the process of reproducing these 
components from the modulated wave. 

It will be shown that both the process of modulation and that 
of recovering the original modulation frequencies, which is one 
form of a more general process called detection (Sec. 7-6), involve 
the generation of frequencies not present in the impressed 
excitation. The similarity of the processes of modulation and 
detection by vacuum tubes is particularly marked in the case of 
amplitude modulation. They differ mainly as to the frequencies 
impressed upon the circuit and the frequencies selected from the 
output by some form of filter. 

7-2. Amplitude Modulation .—K quantity y varying sinu¬ 
soidally with an amplitude A, an angular frequency co*, and a 
phase angle <t> may be represented by the equation 

y - A sin {(^kt + <t>) (7-1) 

Since the phase angle 0 is constant in amplitude modulation and 
is determined by the instant in the carrier cycle at which it is 
decided to start observing time, there is no important loss of 
generality in setting equal to zero. 

Let the J)hase angle be zero and the amplitude be varied 
sinusoidally at modulation frequency between the limits 
1 •+- Af and 1 — Af, as indicated by the equation 

A^K{l + M sin i^J) (7-2) 

in which K and Af are constants and a>m is less than o)*. Equa¬ 
tion (7-1) then becomes 

y = K{1 A- M sin WmO sin o)kt (7-3) 

Equation (7-3) represents a wave the frequency of which is 
constant and the amplitude of which is varied at modulation 
frequency between the limits 1 + Af and 1 — Af, as shown in 
Fig. 7-1 for several values of M. The coefficient ilf, which is 
called the modulation factor or degree of modulationj determines 
the extent to which the carrier is modulated. When Af is zero. 
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the carrier is unmodulated and its amplitude remains constant, 
as shown by curve a of Fig. 7-1. When ilf lies between zero 
and unity, the modulated wave is of the form of curve c of 
Fig. 7-1. When M is unity, the amplitude varies between zero 
and twice the unmodulated value, as shown by curve d of Fig. 7-1, 
and modulation is said to be complete. 

It should be noted that there is no direct relation between the 
amplitude of the envelope of the modulated wave c or d and 
the modulation-frequency wave h in accordance with which 



Unmodulated carrier, y = K sinco^t 



Modulation wave form, sin 



the modulation is performed. The degree of modulation associ¬ 
ated with modulation excitation of given amplitude depends 
not only upon the amplitudes of the carrier and modulation 
excitations, but also upon the characteristics of the circuit by 
means of which the carrier is modulated. In particular, the 
modulation factor is not necessarily unity when the carrier and 
modulation-excitation voltages impressed upon a modulator are 
equal in amplitude. The wave form and frequency of the 
envelope are, however, the same as those of the modulation 
excitation applied to the modulator unless the modulator intro¬ 
duces distortion in the form of undesired frequency components. 
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In the simple case that has been discussed, in which the form 
of the modulating wave is assumed to be sinusoidal, the modu¬ 
lation factor is equal to the ratio of the difference between the 
maximum or minimum amplitude of the modulated wave and 
the amplitude of the unmodulated carrier wave to the amplitude 
of the unmodulated carrier wave. When the modulating wave 
is not sinusoidal, however, the maximum increase and decrease 
of amplitude from the unmodulated value may not be equal, and 
a more general definition of modulation factor is necessary. 
The modulation factor is defined as the maximum departure 
(positive or negative) of the envelope of the modulated wave 
from its unmodulated value, divided by its unmodulated value. 
The modulation factor times 100 per cent is called the percentage 
modulation. Sometimes in the discussion of an asymmetrically 
modulated wave it is necessary to distinguish between the 
modulation factors corresponding to the minimum and the 
maximum amplitudes of the modulated waves. These are 
called the inward and outward modulation factors, respectively. 

7-3. Side Frequencies in Amplitude Modulation. —By trigo¬ 
nometrical expansion, Eq. (7-3) may be changed into the form 

2 ^ = K sin o)kt — ^KM[cos (wk + 03 m)t — cos {o)k — w^)^] (7-4) 

Equation (7-4) shows that an amplitude-modulated wave is 
made up of three components having frequencies equal to the 
carrier freqi;ency, the carrier frequency plus the modulation 
frequency, and the carrier frequency minus the modulation 
frequency. The process of amplitude modulation, therefore, 
involves the generation of sum and difference frequencies, called 
the upper side frequency and lower side frequency y respectively. 
When the carrier is modulated by a band of modulation fre¬ 
quencies, applied individually or simultaneously, the side fre¬ 
quencies lie in bands, called the upper side band and lower side 
band. The frequency width of the side bands is the same as 
that of the modulation-frequency band. It is important to 
note that the modulation frequency is not in itself present in 
‘the modulated wave. 

For reasons stated in the introduction to this chapter, carrier 
frequencies used in transmission by means of electromagnetic 
radiation lie in the radio-frequency range. It is entirely possible, 
however, to modulate an audio-frequency carrier by means of 
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signals of lower audio frequency. This is done in carrier teleph¬ 
ony over wires. ^ If telephone signals were transmitted only at 
their original audio frequencies, only one conversation could be 
transmitted at one time over a pair of wires. By modulating 
carrier frcciuencies with the voice frequencies, however, a large 
number of conversations can be transmitted simultaneously. 
Suppose, for instance, that the range from 100 to 2500 cycles is 
adequate for the transmission of intelligible speech. Then the 
modulation of carriers of 3000, 6000, 9000, 12,000 cycles, etc., 
will result ip the production of upper side bands in the ranges 
3100 to 5500, 6100 to 8500, 9100 to 11,500, 12,100 to 14,500 cycles, 
etc. The carrier and lower-side-band components of the modu¬ 
lated waves can be removed^ by means of filtel’s. The upper 
side bands, together with th# original voice b^d, can then be 
transmitted simultaneously without interference. ♦ This is known 
as single-side-band transmission. At the re^^vi^g end the 
frequencies in the various channels are separated by band-pass 
filters and reconverted to the original 100- to 25^00-cycle range 
by a similar process. In modern carrier telephony .systems 
carrier frequencies of 20 kc or (ligher are used. ^ ^ 

7-4, Amplitude Modulation -by Curvature of Tube Character¬ 
istics. —By substituting e = Ei sin ojmt + E 2 sin o)kt in the first 
two terms of the series expansion for plate current^the reader 
may readily sho\^ that, when a vacuum tube is excifed simul¬ 
taneously with carrier and modulation-frequency vokages, the 
plate current contains carrier ai^d side-frequency comj^^onents, as 
well as components whose frequeitfies are equalYo the modulation 
frequency, twice the carrier freqi^ncy and twi^ the modulation 
frequency. If the plate circuit l^d is a parallel resonant circuit 
tuned to the carrier frequency, then the impedance of the load 
is high at the carrier frequency and at the side frequencies, which 
do not differ greatly from the carrier frequency, but negligible 
at the modulation and harmonic frequencies. Consequently 
the voltage developed across the tuned circuit contains only the 
carrier and side frequencies. If the circuit is properly tuned, the 
amplitudes of the side-frequency components are equal, and hence 
an undistorted amplitude-modulated voltage appears across the 

^ CoLPiTTs, E. H., and Blackwell, O. B., /. Am. Inst. Elec. Eng.y 40, 
205 (1921); Afpel, H. A., Demarest, C. S., and Green, C. W., Bell System 
Tech. J.y 7, 564 (1928). 
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tuned circuit. Thus the tube generates a number of new 
frequencies, including those required in the production of a 
modulated wave. The tuned circuit suppresses those not 
desired, leaving in the output only the essential carrier and side 
frequencies. 

Since the excitation voltage e is equal to eg + Vp/tXj the modu¬ 
lation and carrier excitation voltages may be applied in either 
the grid circuit or the plate circuit of a triode, one may be applied 
in each, or they may be applied to a diode circuit. They may also 
be applied to any two electrodes of a multigrid tube. Because 
the production of side frequencies with this type of modulator is 
associated with the second-order term of the series expansion for 
alternating plate current, the modulation is referred to as 
square-law^ or parabolic^ modulation. A square-law modulator 

Carrier input 
E 2 sin OJyX 0—3 

R-f by-pass^ 
condenser 

n 

Modulation input 

Fig. 7-2.—Van dor Bijl modulator. 

in which the excitation voltages arc applied to the grid circuit 
of a triode, as shown in Fig. 7-2, is called a van der Bijl modulator. 
For reasons that will be explained, square-law modulation is now 
seldom used. 

The mechanism of modulation by the van der Bijl modulator 
can be shown by means of a transfer diagram. Fig. 7-3 shows 
that when the carrier excitation alone is impressed, the amplitude 
of the carrier-frequency plate current is much greater for the 
smaller grid bias EJ than for the larger bias J&c". If the bias is 
varied between these values, the amplitude of the carrier com¬ 
ponent of the plate current also varies. This is accomplished 
in effect by choosing an intermediate value of bias Ec and apply¬ 
ing also* the modulation excitation, as shown in Fig. 7-4. The 
wave a of plate current may be separated into the components 
shown by curves b and c of Fig. 7-4. Curve b may be further 
resolved into a steady component, a modulation-frequency 
component, and modulation-harmonic components; curve c 
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into a varying-amplitude carrier-frequency component (carrier 
plus side-frequency components) and carrier-harmonic com¬ 
ponents. Since the impedance of the tuned plate load is high 



Fia. 7-3.—Variation of amplitude of carrier-fretiuency plate current with grid 

bias. 

only at and near carrier frequency, the voltage appearing across 
the load is of the form of the varying-amplitude carrier compo¬ 
nent of Fig. 7-4c, i.e.j the modulated carrier. 



Fio. 7-4.—Amplitude modulation by curvature of transfer characteristic. 
Waves (6) and (c) are two components into which the wave (a) of plate current 
may be resolved. 

A more rigorous analysis, based upon the series expansion, 
shows that the presence of higher order terms than the second 
in the series results in side-frequency components equal to the 
carrier frequency plus and minus integral multiples of the modu- 
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-Diode modulator circuit. 


lation frequency. These show up in the modulated wave as 
distortion of the envelope from sinusoidal form. When the 
carrier is modulated simultaneously with two or more modula¬ 
tion frequencies, various other intermodulation frequencies, 
including the carrier frequency plus and minus the sums and 
differences of the various modulation frequencies, are present 
in the output. 

7-6. Amplitude Modulation by Complete Rectification.— 

Because the degree of modulation attainable in square-law modu- 

lation without excessive distor- 
<[ I tion is small and because the 

EiSinoiprit f j power pfficiency is low, modula- 

I Output means of vacuum tubes 

p is now accomplished almost en- 

I — ■*- tirely by making use of the uni- 

I-1 lateral conductivity of electron 

iiG. 7-5.— Diode modulator circuit, tubes, rather than of curvature 

of tube characteristics. Figure 7-5 shows a simple diode circuit 
that can be used to produce a modulated voltage. The action 
of this circuit can b(‘ explained readily by use of a tube charac¬ 
teristic. The parallel resonant circuit is tuned to carrier fre¬ 
quency and therefore acts as a resistance at carrier frequency. 
Since the tube is a perfect rectifier, i,e., since current flows in one 
direction only, plate current flows only during portions of the 
cycle in which the plate is positive, and so the plate current con¬ 
sists, in general, of pulses. The manner in which the plate 
current varies with time when a carrier-frequency excitation 
voltage is applied to the circuit is shown in Fig. 7-6 for several 
values of fixed plate biasing voltage Ei. Because the current 
pulses occur at carrier-frequency intervals, the plate current 
contains a carrier-frequency component, the amplitude of which 
increases as the bias is changed in a positive direction between 
values equal to minus and plus the crest excitation voltage. If 
the bias Eh is replaced or supplemented by a modulation-fre¬ 
quency alternating voltage, the amplitude of the carrier com- 
ponentx)f plate current varies at modulation frequency. This is 
accomplished by impressing the modulation excitation in series 
with the carrier excitation and optional bias, as in Fig. 7-5. The 
form of the total excitation voltage and the resulting plate current 
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when the fixed bias is zero are shown in Fig. 7-7. The wave a 
of plate current may be separated into the components shown by 



Fia. 7-6.—^Variation of amplitude of alternating plate current with bias in diode 
modulator having carrier excitation only. 

curves b and c of Fig. 7-7. Curve h may be further resolved into 
a steady component and components whose frequencies are the 
modulation frecpiency and its harmonics. Curve c may bo 




mfbijdLfo) 

^\Pfa/e exa’faHon 


Time" 


voltage 




—E, sin 

+ E2Sina;,(t 

Fig. 7-7. —Amplitude modulation by complete rectification. Waves (6) and 
(c) are two components into which the wave (a) of plate current may be resolved. 


resolved into a varying-amplitude carrier-frequency component 
and carrier-harmonic components. Since the resonant circuit 
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is tuned to the carrier frequency, its impedance is high only at and 
near the carrier frequency, and so only the modulated-carrier 
component of plate current produces appreciable output voltage. 

A theoretical analysis indicates that if the tube characteristic 
were linear down to zero current and the load a pure resistance, 
the fundamental component of plate current Hi resulting from 
carrier excitation of fixed amplitude Ek would vary with bias Eb 
in the manner shown by the modulatioii characteristic of Fig. 7-8.' 
Experimental curves for the circuit of Fig. 7-6 differ from the 
curve of Fig. 7-8 because of curvature of the diode characteristic 
and because the load is not a pure resistance. When the L/C 
ratio of the tuned circuit is high, the curve flattens off at a 
positive value of Et that is considerably less than Eky and the 
portion of the modulation characteristic which is essentially linear 
is smaller than that of the theoretical characteristic of Fig. 7-8. 
If the modulation-frequency variation of Eb, i.e., the modulation- 
frequency excitation, takes place over a range throughout which 

the characteristic is essentially linear, 
the amplitude of the carrier-fre¬ 
quency component of plate current 
and of output voltage vary nearly 
linearly with instantaneous modula¬ 
tion excitation voltage. For this 
reason modulation by complete rec¬ 
tification is called linear modulation. 
When the modulation is truly linear, 
the output voltage across the tuned 
circuit contains only the three desired 
frequency components and the wave 
form of the envelope of the modu¬ 
lated wave is undistorted. If the 
range of operation extends beyond the linear portion of the 
modulation characteristic, the output contains additional com¬ 
ponents whose frequencies are equal to the carrier frequency plus 
and minus integral multiples of the signal frequency. 

The simple diode modulator circuit of Fig. 7-5 is not used in 
practice. Generally the carrier excitation is applied to the 
control grid of a triode or tetrode and the modulation excitation 
to the plate. Complete rectification takes place because of 
^ Reich, H. J., Theory and Applications of Electron Tubes,p. 122. 



-1 0 

Eb/EK 

Fig. 7-8.—Ideal linear diode 
modulation characteristic. 
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cutoff of the plate characteristic. Less power need be furnished 
by the source of carrier excitation than in a diode circuit, and 
amplification produced by the tube reduces the required carrier 
excitation amplitude below that required with a diode. This 
type of modulation is called linear plate modulation {plate voltage 
modulation). The circuit of the linear plate modulator is similar 
to that of Fig. 7-2 except that the modulation input transformer 
is in the plate circuit, instead of in the grid circuit. As in a 
iiode modulator, all but the modulated carrier-frequency 




- 0 + Time 

Unmodulated carrier 
BKc/taHon voltage 


—Carrier plus moduloifon 
excitallon voltage 


Modulation excitation voltage 
Fio. 7-9.—Linear grid modulation. A parallel resonant circuit converts the 
carrier and side-frequency components of plate current into output voltage. 


(carrier and side-frequency) components are removed nearly 
completely from the output by means of the tuned plate load. 

In linear plate modulation the source of modulation voltage 
must furnish a large part of the power supplied to the plate 
circuit. The power that must be supplied by the source of 
modulation voltage is less in linear grid modulation {grid-bias 
modulation) in which the modulation voltage, as well as the 
carrier voltage, is applied to the grid circuit.^ Linear grid 
modulation has the additional advantage of requiring much 
lower modulation excitation voltage, but gives somewhat higher 
distortion and is less efficient. Linear grid modulation is illus¬ 
trated graphically in Fig. 7-9. As in other modulation circuits, 

» Kishpauoh, a. W., and Coram, R. E., Proc, I,R,E.y 21, 212 (1933). 
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the tuned plate load converts the carrier and side-frequency 
components of plate current into output voltage. 

Several modifications of the basic linear modulation circuits 
have been developed in order to increase the efficiency or to 
reduce the required modulation-frequency exciting voltage. The 
modulation excitation may, for instance, be applied in series 
with the cathode of a triode, it may be applied simultaneously 
to the plate and screen of a tetrode or a beam pentode, or it may 
be applied to the suppressor of a pentode. ^ 

Equation (7-4) shows that the carrier-frequency component 
of an amplitude-modulated wave is independent of the degree 
of modulation. The continuous radiation of energy associated 
with the carrier component of the wave limits the efficiency 
that may be attained in a transmitter. S('veral systems of 
amplitude modulation that give higher efficiency have been 
proposed. 2 As will be shown in a later section, higher efficiency 
is also attained in frequency modulation. 

7-6. Detection of Amplitude-modulated Waves. —The process 
whereby the modulation frequency is derived from a modulated 
wave is a special case of a more general process called detection. 
Detection may be defined as the process whereby the application 
of a voltage of a given frequency or frequencies to a circuit 
containing an asymmetrically conducting device produces cur¬ 
rents of certain desired frequencies or desired changes in average 
current. T^ie detection of a modulated wave to produce the 
modulation frequency is often termed demodulation in this 
country.^ Other examples of detection are the production of a 
difference or beat frequency by the simultaneous application of 
two frequencies to a detector, and the production of a steady 
voltage or current by the application of an alternating voltage. 
According to the broad definition just given, modulation may, in 
fact, be considered a special form of detection. As already 
pointed out, the processes involved in amplitude modulation 

1 Green, C. B., Bell Lab. Record^ 17, 41 (1938). 

* Chireix, H., Proc. I.R.E., 23,1370 (1935); Doherty, W. R.yProc. I.R.E., 
24, 1163 (1936); Dome, R. B., Proc. LR.E.y 26, 963 (1938); Gaudernack, 
L. F., Proc. LR.E.y 26, 983 (1938); Roder, H., Proc. LR.E.y 27, 386 (1939); 
Vance, A. W., Proc. LR.E.y 27, 506 (1939). 

* ‘^Standards on Radio Receivers,*' p. 5, Institute of Radio Engineers, 
New York, 1938. 
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are similar to those involved in detection of amplitude-modulated 
waves. Detection of amplitude-modulated voltages, like their 
production, may be accomplished either as the result of curva¬ 
ture of vacuum-tube characteristics or of complete rectification 
at cutoff. 

7-7. Detection by Curvature of Current-voltage Character¬ 
istic. —If a wave of alternating voltage is applied to the grid or 
plate circuit of a diode or triode, together with proper operating 
voltages to bring the operating point to a point of the character¬ 
istic where the curvature is high, the wave of plate current is 
asymmetrical, as shown by the transfer diagrams of Figs. 3-19,3-21, 
and 7-10. If the input wave is sinusoidal, the plate current con¬ 
tains a steady component, the applied frequency, and its harmonics. 
If the excitation voltage contains two or more frequencies, the 
plate current contains components having these frequencies, 
their harmonics, and the sums and differences of the impressed 
frequencies and their integral multiples, and a steady component. 
This process of frequency generation, which is identical with that 
of the production of a modulated wave by curvature of the 
characteristic, has already been discussed in Secs. 3-22 and 7-4. 
The production of a difference-frequency voltage by the simultane¬ 
ous application of two voltages of different frequencies to a 
detector is of value in heterodyne radio receivers (see Sec. 7-11) 
and heterodyne (beat-frc(iuency) oscillators (see Sec. 8-8). 

Figure 7-10 shows the form of the avsymmetrical wave of plate 
current for unmodulated carrier excitation and for excitation 
consisting of an amplitude-modulated voltage. The wave may 
be analyzed into a number of components, including that indi¬ 
cated by the dotted line, which shows the average current in 
each carrier-frequency cycle. For modulated excitation the 
dotted curve is seen to contain a steady component and an 
alternating component having the same frequency as the enve¬ 
lope of the impressed modulated voltage, f.e., modulation fre¬ 
quency. That steady and modulation-frequency components 
of plate current are generated may be proved rigorously by 
substituting an excitation voltage of the form of Eq. (7-4) in 
the first two terms of the series expansion for plate current (see 
Prob. 7-3). Such an analysis also predicts the generation of 
a component whose frequency is twice the modulation fre¬ 
quency, and whose amplitude is equal to that of the modulatiop- 
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frequency component multiplied by Af/4. As in modulation, 
therefore, the vacuum tube of the detector generates a number of 
frequencies that differ from those impressed. The plate load 
impedance serves to convert the component of plate current 
of desired frequency, the modulation frequency, into output 
voltage and to suppress the carrier-frequency components. This 
is acconjplished by using for the load the parallel combination 



Fig. 7-10.—Detection of amplitude-modulated wave by curvature of triode 
transfer characteristic. 

of a high resistance and a condenser whose reactance is negligible 
at carrier frequency but high at modulation frequency. Because 
it is associated with the second-order term of the series expansion, 
this type of detection is called sqicare-law detection. 

Figure 7-11 shows the circuit of a single-tube square-law 
detector. The function of the condenser C' is to prevent the 
direct voltage and changes of direct voltage resulting from 
detection from appearing in the output. Rcc provides grid bias. 
A more nearly parabolic transfer characteristic may be attained 
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by the use of a balanced push-pull circuit. Such a circuit, shown 
in Fig. 12-2, is occasionally of value when a true square-law 
detector is required for measuring purposes (see Sec. 12-2). 
Because of its relatively low output and its high second-harmonic 
distortion (10 per cent when Af = 40 per cent, and 25 per cent 



Fig. 7-11.—Square-law plate detector. 


when M = 100 per cent), the square-law detector has been 
largely replaced by types making use of complete rectification. 

7-8. Detection by Complete Rectification.—When a wave of 
modulated voltage is applied to a diode in series with a pure 
resistance, plate current flows only during the positive half 
cycles of impressed voltage. The current wave consists of pulses 
and is very nearly a replica of the positive portions of the applied 



Fig. 7-12.—Detection of modulated wave by ideal linear diode. 

voltage wave, as shown in Fig. 7-12. It may be analyzed into 
components that include a carrier component and carrier-fre¬ 
quency harmonic components, in addition to a component 
indicated by the dotted curve, which shows the average current 
in each carrier-frequency cycle. Since each pulse is very nearly a 
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half sine wave, the average current indicated by the dotted curve 
varies at the same frequency as the envelope of the impressed 
voltage, i,e,y modulation frequency. It also contains a steady 
component. The voltage across the resistance, therefore, con¬ 
tains the desired modulation frequency in addition to steady, 
carrier-frequency, and harmonic components. The components 
having frequencies equal to the carrier and its harmonics may 
be suppressed by shunting the resistance with a condenser whose 
reactance is negligible at carrier frequency. This also prevents 
carrier-freqiiency voltage drop in the resistance and thus increases 
the modulation-frequency output voltage. 

Addition of the condenser C in parallel with the resistance r, 
as shown in Fig. 7-13, alters the physical action of the circuit, 
since current no longer flows during the entire positive half 
cycles, but only during small portions of the cycles preceding 


C' 



Fig. 7-13.—Diode detector circuit. 


positive crest impressed voltage. If the resistance were omitted 
and the excitation consisted of an unmodulated carrier volt¬ 
age, the coi^enser would be charged to a voltage equal to the 
crest impressed voltage, the carrier amplitude. An increase of 
amplitude of impressed voltage would cause an equal increase 
of condenser voltage but, because the tube is a perfect recti¬ 
fier, the condenser could not discharge following a decrease of 
impressed voltage, and so the condenser voltage would not fall. 
The function of the resistance is to allow the condenser to dis¬ 
charge when the amplitude of the impressed voltage is lowered. 
If the ratio of the resistance to the capacitance is made low 
enough, the condenser voltage can follow rapid reductions of*^ 
amplitude. Then, when a modulated voltage is impressed upon 
the circuit, the condenser voltage is very nearly equal to the 
amplitude of the impressed voltage at all times, and so the con¬ 
denser voltage is practically identical in wave form with the 
envelope of the impressed voltage. It therefore contains a steady 
component plus a modulation-frequency component. 
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The charging current that can flow into the condenser for a 
given value of instantaneous impressed voltage is limited by 
the tube, by the impedance of the source, and by leakage through 
the load resistance. If the condenser is too large, several 
carrier-frequency cycles may be required for the condenser 
voltage to reach equilibrium after an increase or a decrease of 
amplitude of impressed alternating voltage. Then, if the 
impressed amplitude fluctuates rapidly, the changes in condenser 
voltage are less than the changes in amplitude. •The change in 
condenser voltage for a given change of impressed amplitude 
decreases as the frequency of the amplitude variation is increased. 
Since the envelope of a modulated wave varies at modulation 
frequency, it follows that the use of too large a condenser causes 
frequency distortion of the detector output. With a large 
condenser and load resistance and low tube resistance and source 
resistance, the condenser voltage may be able to respond fully 
to an increase of amplitude of impressed voltage, but not to a 
decrease of amplitude. Frequency distortion will then be 
accompanied by amplitude distortion in the detection of a 
modulated wave. Both may be made negligible by satisfying 
the relation 2TrfmrC ^ — 1, in which fm is the highest 

modulation frequency with which the carrier is modulated.^ 

When the detector is resistance-capacitance coupled to the grid 
of an amplifier tube, the detector load resistance at modulation 
frequency is that of r in parallel with the amplifier grid leak 
(the coupling capacitance being assumed negligible at modulation 
frequency), whereas the d-c resistance is that of r alone. To 
prevent the amplitude distortion discussed above, it is then 
necessary to satisfy the relation 2Trf„^T^C ^ y/lrm/rAiy — 1 
where fm is the highest modulation frequency and Vm is the effec¬ 
tive load resistance at modulation frequency. ^ The difference 
between the modulation-frequency and d-c resistances of the 
load with resistance-capacitance coupling causes another type 
of amplitude distortion because of complete cutting off of diode 

^Terman, F. K., and Morgan, N. R., Proc. LR,E.y 18, 2160 (1930); 
Nelson, J. R., Proc. I.R.E.j 19, 489 (1931); Nelson, J. R., Proc. I.R.E.y 
20, 989 (1932); Tbrman, F. E., and Nelson, J. R., Proc. I.R.E.y 20, 1971 
(1932). 

* Roberts, F., and Williams, F. C., J. Inst. Elec. Eng. (London), 76, 379 
(1934); Bbnnon, S., Proc. I . R . E.y 26, 1565 (1937). 
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current during the inward modulation crests when the degree 
of modulation is high. This type of distortion, which results in 
‘‘clippingof the negative peaks of modulation output volt¬ 
age, may be prevented by keeping the degree of modulation 
less than a limiting value given approximately by the relation 
M — {Vm + 2rs)/{r + 2ra), where is the effective resistance of 
the source at carrier frequency.^ 

The load resistance not only allows the condenser to discharge 
in response to the envelope of the impressed voltage, but also 
allows it to discharge during the portions of the carrier-frequency 
cycle in which the instantaneous impressed voltage is less than 
the condenser voltage. This causes the condenser voltage to 
vary by a small amount at carrier frequency. The presence of 
carrier-frequency voltage in the output is the limiting factor in 
determining the minimum condenser capacitance that can be 
used. The ratio of the amplitude of the carrier-frequency volt¬ 
age in the output to the amplitude of the signal-frequency 
voltage is approximately l/TrfkVmC, where fk is the carrier fre¬ 
quency. Since the carrier frequency is usually at least ten 
times the highest signal frequency, there is no difficulty in 
making C large enough to meet this requirement without making 
it too large to avoid modulation-frequency distortion. To 
minimize loading of the source of modulated voltage, the load 
resistance should be high. Values ranging from 100,000 Q to 
1 megohm aije normally used. A capacitance of approximately 
150 /jLfii is suitable for C in the broadcast band. 

Figure 7-14 shows a variant of the circuit of Fig. 7-13. The 
former differs from the latter mainly in that the condenser 
discharges through the resistance and source in series, rather 
than through the resistance only. Since the impedance of the 
source is low at modulation frequency, this does not affect 
the behavior of the circuit. Because of the low impedance of the 
source at modulation frequency, the modulation voltage across 
the tube in the circuits of both Fig. 7-13 and Fig. 7-14 equals 
that across the condenser C, .and so the output may be taken 
from across the tube instead of the condenser. Carrier-frequency 
voltage will, however, then be present in the output. 

^ Wheeler, H. A., Proc. LR.E.j 26, 746 (1938); Court, W. P. N., TFtre- 
less Eng., 16, 648 (1939); Sturley, K. R., Wireless Eng., 17, 19 (1940); 
Preisman, a.. Communications, August, 1940, p. 18; September, 1940, p. 8. 
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The instantaneous value of modulation output voltage of a 
properly designed detector that functions by virtue of complete 
rectification of a diode is proportional to the instantaneous 
amplitude of the envelope of the impressed modulated voltage. 
Such a detector is, therefore, said to be linear, 

7-9. Linear Plate Detection (Linear Transrectification).— 
Because the plate current of a vacuum tube can be cut off by 
application of negative voltage to a grid, action similar to that 



Input 

L_ 



Oufput 


Fig. 7-14.—Diode detector 
circuit. 



detector. 


of a linear diode detector is obtained when an amplitude-modu¬ 
lated voltage is impressed upon a grid circuit of a triode or multi¬ 
grid tube biased to cutoff. The modulation-frequency output 
is developed across a condenser-resistance load in the plate 
circuit, as shown in the circuit of Fig. 7-15. Such a detector 
is called a linear plate detector. In the circuit of Fig. 7-15 the 
bias is obtained from the steady component of voltage across the 
load resistanc^e. Since the bias depends upon the flow of plate 
current, it must of necessity be some¬ 
what smaller than the cutoff value and 
so detection at low excitation is by 
curvature of the transfer characteristic. 

At high excitation the action approxi¬ 
mates that of a linear diode. The 
distortion of a linear plate detector 
is generally greater than that of a linear 
diode detector, but it has the advantages of greater sensitivity 
and high input impedance. 

7-10. Linear Grid Detection. —Figure 7-16 shows the circuit 
of a linear grid detector. Comparison with Fig. 7-14 shows that, 
as far as the grid circuit is concerned, the action is the same as 
that of the linear diode detector of Fig. 7-14 when the output 
in the latter is taken from across the tube. The modulation- 
frequency voltage appearing between the grid and cathode 



Fig. 7>16.—Linear grid 
detector. 
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produces an amplified modulation-frequency voltage across 
the plate resistor. Because carrier-frequency voltage is also 
impressed between grid and cathode, the condenser Cb must be 
used across the plate load resistance n in order to suppress 
carrier voltage from the output. The grid resistor Vc may be 
connected across the condenser, instead of between the grid 
and the cathode. The grid circuit is then of the form of the 
diode detector of Fig. 7-13. 

In the linear grid detector, rectification in the grid circuit 
produces the biasing voltage necessary in using the triode to 
amplify the modulation-frequency voltage. Unfortunately, this 
bias cannot be readily adjusted for least distortion in amplifica¬ 
tion. This difficulty constitutes one disadvantage of the linear 
grid detector. A second disadvantage is that detection caused by 
transfer-characteristic curvature is superimposed upon that 
produced by grid rectification and thus reduces the output volt¬ 
age. The advantage of the linear grid detector over the linear 
diode detector is its higher sensitivity, which results from ampli¬ 
fication of the modulation-frequency voltage generated in the 
grid circuit. This advantage can be attained without the 
attending disadvantages by the use of a diode detector and a 
separate stage of audio-frequency amplification. Increase in 
the number of tubes is avoided by using a tube that combines a 
diode and a triode or pentode in one envelope. 

If sufficient additional fixed positive bias is used in the circuit 
of Fig. 7-16, grid current flows continuously and detection is the 
result of curvature of the grid characteristic, rather than of com¬ 
plete rectification. Although used in early radio receivers, this 
type of detector has been entirely superseded by linear diode 
detection in communication work. 

7-11. Radio Communication by Means of Amplitude-modu¬ 
lated Waves. —The block diagram of Fig. 7-17a shows the 
essential steps in communication by means of amplitude-modu¬ 
lated waves. The reader should note the frequencies present 
at various points in the system. In the superheterodyne type of 
receiver now used almost exclusively in broadcast reception, the 
carrier frequency is transformed to a value of 450 kc before the 
modulated signal is amplified to the level required for detection. 
This is accomplished by impressing the modulated signal and 
the output of a local oscillator, whose frequency is 450 kc higher 
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than that of the incoming carrier, upon a frequency converter 
or first detectory as shown in Fig. 7-176. The 450-kc intermediate- 
frequency amplifier selects the desired difference-frequency com¬ 
ponents from the output of the first detector. Because most 
of the amplification is accomplished at the fixed intermediate 
frequency, the superheterodyne circuit makes possible the high 
amplification and selectivity that can be attained with a large 
number of tuned amplifier stages without requiring the simul¬ 
taneous variation of more than three condensers (first amplifier, 
oscillator, and first detector) in the operation of the receiver. 




Fig. 7-17.—(a) Ksseiitial steps in communication by means of amplitude- 
modulated waves. (6) Block diagram of superheterodyne receiver. 


7-12. Frequency Modulation.^—Frequency modulation is the 
process whorcb}’^ the frequency of one wave or oscillation is 
varied with time in accordance with the time variations of 
another wave or oscillation. Figure 7-18 shows a wave of a 
quantity y, the value of which varies periodically with time 
at a frequency that is a function of time. The amplitude has a 
constant value K, If the variation of frequency is sufficiently 
slow so that each cycle can be assumed to be essentially sinu¬ 
soidal, then the value of y at any instant ti is equal to sin 

1 Carson, J. H., Proc. I.R.E.y 10, 57 (1922); 7, 187 (1919). van der Pol, 
B., Proc. I.R.E.y 18, 1194 (1930). Smith, C. H., Wireless Eng., 7, 609 (1930). 
Roder, H., Proc. I.R.E.y 19, 2145 (1931) (with bibliography of 21 items). 
Luck, D. G. C., and Roder, H., Proc, I.R.E.y 20, 884 (1932). Armstrong, 
E. H., Proc. I.R.E.y 24, 689 (1936). See also supplementary bibliography 
at the end of this chapter. 
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where 6 is the number of degrees elapsed in the cycle in progress 
at the instant It can be seen from Fig. 7-18 that the value 
of dy and hence of at that instant depends not only upon the 
frequency at that instant, but also upon the manner in which the 
frequency varied previously. If n is the number of cycles that 
have elapsed between the instants ^ = 0 and t = then the 
value of y at the instant ti may be expressed by the relation 

2/1 = if sin n(27r) (7-5) 

Thus, in Fig. 7-18, n = 5 + S/2w and yi = K sin (IOtt +,^) = 
sin 6. ti is equal to the number of cycles between zero and ti 
multiplied by the period of each cycfe. The portion An of a 
cycle that elapses during any small interval between t and 



Fig. 7-18.—Frequency-modulated wave. 

t -f At is equal to the ratio of the interval At to the period T for 
that cycle. Thus 

An = ^=/A< (7-6) 

where / is the value of the frequency at the instants. Therefore 
the number of cycles in the interval 0 to is 

n = f^fdt (7-7) 

If the instantaneous frequency f is varied sinusoidally at 
modulation frequency /„ about an unmodulated carrier value /* 
in accordance with the relation 

/ = /*(! + B cos 2ftrfJ) (7-8) 


n = + B cos 27rfmt) dt 

n = fk (ti -I- sin 27r/Ji^ 


then ■> 


(7-9) 

(7-10) 
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and 

^fkti + sin 2Trfmti 

Jm 

Since h may have any value, the subscript i may be omitted and 
Eq. (7-11) written in the form 

y = K sin (co/ct + M/ sin ccj) (7-12) 

in which Mf = — Bfkifm. Equation (7-12) is that of a 

constant-amplitude wave, the frequency of which is varied in 
accordance with Eq. (7-8). Bfk, which is shown by Eq. (7-8) 
to be the maximum change in frequency from the unmodulated 
carrier value, is called the frequency deviation and will be repre¬ 
sented by the symbol fa. Af/, which is equal to the 

ratio of the frequency deviation to the modulation frequency, is 
called the deviation ratio or frequency modulation index. 

Equation (7-12) may be expanded in the form^ 

y = K[Jo{Mf) sin oikt + Ji(M/)[sin {cok + Wm)^ — sin {o)k — o)m)t] 
-|- J 2 (Mf)[ — sin {o)k + 2o)m)t 4“ sin {o)k — 2o)m)t] 

-b J3(M/)[sin io)k + ^o}m)t — sin — Sa)^)^] 

+ - sin (cofc + 4o3m)t + sin (cojk - 4o)m)t] 

+ • • • } (7-13) 

in which the coefficients Jn{Mf) are Bessel functions of the 
first kind. The coefficients for any given value of Mf may be 
evaluated by the use of published tables that list numerical 
values of Jo{x)j Ji(x), etc., for various values of x.^ 

Equation (7-13) shows that a frequency-modulated wave 
theoretically contains an infinite number of side frequencies, 
separated in frequency value by the modulation frequency. The 
values of Jn{Mf) decrease very rapidly, however, beyond a. 
value of n that is slightly greater than Mf, This can be seen 
from Fig. 7-19, which shows as a function of Mf the highest 
order of the side frequencies whose amplitudes are greater 

^ VAN DER Pol, he , ciL ; Rodbr, he , dt , 

* Jahnke, E., and Emde, F., ‘‘Tables of Functions with Formulae and 
Curves,3d ed., B. G. Teubner, Leipzig and Berlin (1938); Gray, A., and 
Mathews, G. B., “A Treatise on Bessel Functions,” Macmillan & Com¬ 
pany, Ltd., London (1922). See also Roder, op, cit.^ p. 2175. 


(7-11) 


= K sin ^ 
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than 5 per cent or than 10 per cent of that of the unmodulated 
carrier.' 

Because M/ is inversely proportional to /m, the number of 
side frequencies of appreciable amplitude decreases with increase 
of modulation frequency and, when the deviation is large in 
comparison with the highest modulation frequency, the ov(^r-all 

band width does not vary 
greatly as the modulation fre¬ 
quency changes throughout the 
audio-frequency range. This 
fact can be shown with the aid 
of Fig^ 7-19 by noting that the 
total band width of the upper 
and of the lower frequency 
bands in which the side frequen¬ 
cies lie is equal to nfmy where n 
is the order of the highest-order 
side frequency component of 
appreciable amplitude. In¬ 
spection shows that for the 10 per cent curve n is approxi¬ 
mately -equal to 1.0 + I.IM/. Hence the width of the upper 
and of the lower band is approximately 

where fd is Bfk, the deviation in cycles per second. The total 
band width is approximately 2fm + 2.2fd, which does not vary 
greatly with/m when fa/fmy f.e., Af/, is large. A similar expression 
may be derived for the 5 per cent curve of Fig. 7-19 but, because 
of greater curvature of this curve, the expression is not quite 
so simple. More complete analyses have been made.^ In pres¬ 
ent frequency-modulation broadcasting systems the maximum 
deviation is 75,000 and the highest modulation frequency is 
15,000 Minimum M/ is, therefore, 5 and the band width at 
full deviation varies from about 165,000 to 200,000 as the 
modulation frequency varies in the audio-frequency range. 
Fig. 7-20 shows the manner in which the number, distribution, 

' Roder, loc. dt. In using Fig. 7-19, n is read as the next lower integer to 
the value indicated by the curve. Thus, for Af/ = 1, n = 2. 

* Black, L. J., and Scott, H. J., Elecironica^ September, 1940, p. 30. 



Fio. 7-19.—Highest order of side 
frequencies whose amplitudes are 
greater than 5 per cent or than 10 per 
cent of the unmodulated carrier, plot¬ 
ted as a function of deviation ratio. 
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and amplitude of the carrier and side-frequency components 
change with modulation frequency for a frequency deviation 
of 60,000 

It should be noted that the amplitudes of the side-frequency 
components of a frequency-modulated wave depend both upon 
the amplitude of the original modulation-frequency excitation 
[through variation of B in Eq. (7-8)] and upon the modulation 
frequency, as has just been shown. 


" Value of unmodu/afed 
carrier 

Deviation = 60 kc 
Modulation frequency = 15,000 I 
, cycles per second 
M^ = 4 


'upvalue ofunmodu¬ 
lo ied carrier 

Deviation = 60 kc 
Modulation freq¬ 
uency = 10,000 cycles 
per second 

Mf=6 


fk-IOOkc fk+IOOkc f|<~I00kc 


Value of unmodu/afed 
^ carrier 

Deviation = 60 kc 
Modulation frequency=5,000 
cycles per second 

Mf = 12 



\/Vdlue of unmodu- 
■ la fed carrier 

Deviation = 60 kc 
Modulation freq¬ 
uency = 2,500 cycles 
per second 

Mf=24 



fk-lOOkc f„+l00kc fk'lOOkc fk+IOOkc 

Fig. 7-20.—Amplitudes and distrilmtion of sidc-freiiucncy components of 
frequency-modulated wave for fiO-kc deviation and four values of modulation 
frequency. 


A more complete analysis than that which has just been pre¬ 
sented shows that the side frequencies produced when the carrier 
is modulated simultaneously at two or more frequencies are 
not in general equal to the side frequencies produced when the 
carrier is modulated individually at these same frequencies. 
When the total deviation is the same, however, the side fre¬ 
quencies remain within a band of the same approximate width.^ 

7-13. Phase Modulation. —An analysis similar to that made in 
the preceding section for frequency modulation shows that when 

^Everitt, W. L., Trans, A.I.E.E.^ 69, 613 (1940). 

2 Crosby, M. G., RCA Rev., 8, 103 (1938). 
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the phase angle of the carrier is varied in accordance with the 
relation = <#>o(l + J5 sin ojmO the resulting phase-modulated 
wave is of the form^ 

y = K Bin {oskt + Mp sin (7-14) 

in which Mp, the phase modulation index^ is equal to 0oJ5. Equal 
tion (7-14) differs from Eq. (7-12) only in that Mp replaces Mf. 
It may, therefore, be expanded into an equation of the same 
form as Eq. (7-13). Since Mp is not inversely proportional to 
fm as in frequency modulation, however, the number of side 
frequencies of appreciable amplitude is independent of fm and 
so the required band width is proportional to the modulation 
frequency. Because of the much larger band width required 
at high modulation frequency, because of the more complicated 
circuits required for detection, and because of sensitivity of the 
receiver to microphonic tube vibrations,^ phase modulation is 
less satisfactory than frequency modulation in radio broadcast¬ 
ing and has thus far been used only experimentally. 

7-14. Frequency-modulation Circuits. —The most direct 
method of producing frequency modulation is by variation of 
oscillator, frequencj^ in response to the time variation of the 
modulation-frequency signal. Since the frequency of most oscil¬ 
lators is controlled by the react¬ 
ance of a parallel resonant circuit 
(see Chap. 8), the frequency may 
be varied by use of a circuit in 
which the effective capacitive 
or inductive reactance is varied 
by means of the grid voltage of 
a vacuum tube. Two such cir¬ 
cuits are shown in Figs. 7-21 and 
7-22.® In the circuit of Fig. 7-21 the main tuning capacitance C 
of the oscillator is shunted by the auxiliary capacitance C' in series 
with the plate resistance of the tube VTi, Variation of the 
control-grid voltage of FTrxhanges the plate resistance and, 
hence, the effective capacitance of the series combination of Vp 
and C'. 

^ Rodbr, loc. ciL 

* Ceosbt, M. G., Proc. LR.E,, 27, 126 (1939). 

«Tbavis, C., Proc. I.R.E., 28, 1125 (1936). 



Fig. 7-21.—Frequency modulator. 
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In the circuit of Fig. 7-22, the alternating plate voltage of 
VT 2 is the voltage across C' and r, whereas the voltage of the 
grid is that across r. Since the voltage across r leads that 
across r and C', and the grid voltage has more effect upon the 
plate current than does the plate voltage, the plate current 
leads the plate voltage. The tube, therefore, acts as an imped¬ 
ance having a capacitive component. By means of the 
equivalent plate circuit of VJ\y 
the student may show that the 
effective reactance of the tube is 
. -h 1 



Fia. 7-22.—Frequency modulator. 


liecause of dependence of 
upon electrode voltages, the 
effective reactance may be va¬ 
ried by the voltage of one or 
more grids of VT<i. By proper choice of tube, operating voltages, 
and circuit constants, the frequency can be made to vary linearly 
with grid voltage. The frequency variation is then proportional 
to the instantaneous value of modulating voltage impressed upon 
the grid or grids. A number of modifications of these basic 
circuits may be made to meet specific requirements.^ 

An entirely different principle is used in the Armstrong system 
of modulation .2 If M/ is less than about 0.5, all but the first 
two terms of Eq. (7-13) are very small.'^ Equation (7-13) then 
differs in form from Eq. (7-4) for an amplitude-modulated wave 
only in a 90-deg difference in phase of the side-frequency terms 
and in the fact that the side-frequency coefficients of Eq. (7-13) 
decrease with increase of modulation frequency whereas those 
of Eq. (7-4) are independent of frequency. Ji(Mf) varies very 
nearly linearly with Mf for values of Af/ ranging from zero to 
0.5. Hence if a 90-deg phase shift is made in the second term 
of Eq. (7-4), if the degree of amplitude modulation M is made 
inversely proportional to modulation frequency, and if K is of 


1 Freeman, R. L., Electronics^ November, 1936, p. 20; Foster, D. E., 
and Seeley, S. W., Proc. I.R.E.y 26, 289 (1937); Sheapfer, C. F., Proc. 
I.R.E.y 28, 66 (1940); Crosby, M. G,, QST, June, 1940, p. 46; Crosby, 
M. G., RCA Rev,y 6, 89 (1940). 

* Armstrong, loc. cit. 

3 Japfe, D. L., Proc. I.R.E.y 26. 475 (1938). 
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the proper value in Eq. (7-13), the wave represented by Eq. (7-4) 
will be identical with that represented by Eq. (7-13) at all values 
of modulation frequency. This is accomplished in the Armstrong 
system by amplitude-modulating the carrier by means of a 
circuit in which the carrier is suppressed in the output, shifting 
the resulting side-frequency output 90 deg in phase, and then 
recombining it with the unmodulated carrier. M is made 
inversely proportional to modulation frequency by passing the 
modulation-frequency excitation through an equalizerthat 
makes its amplitude inversely proportional to the modulation 
frequency before impressing it upon the modulator. The equal¬ 
izer usually consists of a resistance-capacitance network. 



The maximum value of approximately 0.5 that can be used 
for Mf directly in the Armstrong system is too small to give the 
benefits that can be attained by the use of frequency modulation 
in radio communication (see Sec. 7-16). This difficulty is 
avoided by performing the modulation at a much lower carrier 
frequency than that desired for transmission. By means of a 
series of frequency-multiplying circuits the frequency of the 
modulated voltage is t|ien multiplied to the desired value. This 
process also raises the deviation ratio to the desired value. 

7-16. Detection of Frequency-modulated Voltage. —Prior to 
detecting a frequency-modulated voltage it is necessary to 
eliminate any amplitude Variation that may have been intro¬ 
duced subsequent to modulation. This is accomplished by 
impressing the voltage upon the input of a limiter^ which is 
merely a tuned radio-frequency amplifier operated at low plate 
voltage. The action of such a circuit may be understood by 
reference to the plate diagram of Fig. 7-23. Since the d-c 
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resistance of the tuned plate circuit is small, the operating plate 
voltage is practically equal to the supply voltage. At resonance, 
however, the a-c load resistance is high. It can be seen from 
Fig. 7-23 that, no matter how large the grid excitation is made, 
the plate voltage cannot swing beyond the limits indicated by 
points a and h. Hence, beyond the excitation that causes the 
voltage to swing to these limits, increase of grid excitation has no 
effect upon the amplitude of the fundamental output voltage. 
Harmonics are suppressed by the tuned circuit. In practice, 
excitation is made large enough and the operating voltage 
sufficiently low so that the output amplitude remains constant 
in spite of fluctuations of impressed voltage. 

The detection obfrequency-modulated voltages is accomplished 
by first causing the changes of frec^uency to vary the amplitude 
of the voltage and then detecting the resulting amplitude- 
modulated wave by means of a diode detector in a manner 
discussed in Sec. 7-8. The circuit used to produce amplitude 
modulation as the result of frequency modulation is called a 
discriminator. This term is commonly applied to the complete 
detector, including the diode portion. 

The simplest type of discriminator is a series resonant circuit 
tuned slightly off resonance with the carrier.^ The voltage 
produced across cither the condenser or the inductance varies 
approximately linearly with frequency over a limited range of 
frequency, and so variations of frequency produce proportional 
variations of amplitude. A similar action takes place in tuned- 
radio-frequency amplifiers tuned slightly off resonance with the 
carrier frequency. For this reason careful tuning is desirable 
in amplifiers used for frequency-modulated voltages. (Note, 
however, that the limiter removes amplitude variations resulting 
from this cause.) 

A more common discriminator circuit is shown in Fig. 7-24. 
This circuit was originally designed for use in automatically 
tuned radio receivers to produce a direct voltage as the result of a 
change of frequency.^ The action of the circuit is as follows: 

^Andrew, V. J., Proc. I.R.E.y 20, 835 (1932); Chaffee, J. G., Proc. 
T.R.E., 23, 517 (1935); Roder, H., Proc, LR,E,, 26, 1617 (1937). 

* Travis, loc, di.; Armstrong, op. ciV., p. 699; Crosby, M. G., Proc, 
I,R,E., 24, 898 (1936); Foster and Seeley, loc, di,; Roder, H., Proc, 
LR.E,, 26, 590 (1938). 
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The voltage Ei impressed upon the circuit of the diode VTi is 
the vector sum of and E'\ whereas the voltage E 2 impressed 
upon the circuit of VT 2 is the vector sum of E' and E"\ As 
explained in Sec. 7-8, if the reactance of C 4 and Cs at carrier 
frequency is low in comparison with the shunting resistances, 
then C 3 and C 4 charge in the indicated polarities to voltages 
nearly equal to the crest voltages E\ and E 2 impressed in the 
respective circuits. The output voltage Eo is the sum of the 
condenser voltages. 




Since the reactance of C 4 is negligible, the series combination 
of Cl and Lz is in parallel with Li and the voltage E' across Lz 
is either in phase with or 180 deg out of phase with the primary 
voltage Ei. It will be assumed that the reactance of Lz exceeds 
that of Cl, so that E' is in phase with Ei. By virtue of circuit 
symmetry, the voltages E" and are each equal in magnitude 
to half the voltage Ec across C 2 . E" is of the same sign as Ec] 
jG"" is opposite in sign. The voltage across C 2 can be deter¬ 
mined with the aid of the equiva¬ 
lent circuit of Fig. 7-25, in which 
L 2 and r 2 are the self-inductance 
and resistance of the transformer 
secondary and M is the mutual 
inductance. The induced voltagci 
£ is 90 deg out of phase with the primary current. As the 
primary resistance ri is small, Ei is also practically 90 deg out 
of phase with the primary current, and so E is in phase with or 
180 deg out of phase with Pi. It will be assumed to be opposite 
in phase to Ei. Figure 7-26a shows the vector diagram of the 
secondary of the equivalent circuit at resonance. ^ Ec lags E by 
90 deg. The vector diagrams of Fig. 7-27a, showing the vector 

‘ The voltage Er is actually very small in comparison with Ec. Tt is 
exaggerated in Fig. 7-26 for the sake of clarity. 


Fig. 7-25.—Equivalent circuit 
for the transformer of the dis¬ 
criminator of Fig. 7-24. 
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sum of JS' and E" and of JB' and JB'" indicate that the voltages 
El and E^ impressed in the two diode circuits are equal. 
The voltages across C 3 and Ca are, therefore, also equal in mag¬ 
nitude. Because they are of opposite 
polarity, the output voltage Eo is zero. 

Figure 7-266 shows the vector dia¬ 
gram for the equivalent secondary cir¬ 
cuit at a frequency slightly above 
resonance. ^ 7, Ecy and El are all smaller 
than at resonance, but the reduction of 
Ec is greater than that of El^ and so Ec 
lags E by more than 90 deg. Figure 
7-276 shows that the magnitude oi Ei 
now exceeds that of E 2 . Therefore, the voltage across C 3 exceeds 



Fig. 7-26.—Vector dia¬ 
grams for the secondary of 
the equivalent circuit of 
Fig. 7-25. 


that across Ct 


and E, 
EarKT"' 


has a positive value. 
E2 


Below resonance, 
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Fig. 7-27.—Vector diagrams for the circuit of Fig. 7-24. 

on the other hand, E 2 exceeds Ei in magnitude and Eo is nega¬ 
tive. A typical curve of Eo as a function of frequency change 

from the resonance value/o is shown 
in Fig. 7-28. The linearity of this 
curve in the vicinity of resonance 
makes possible the conversion of 
the frequency-modulated input volt¬ 
age into the modulation-frequency 
output voltage without distortion. 
If the circuit is tuned to the carrier 
frequency, then the instantaneous 
output voltage is proportional to 
the instantaneous value of modulation-frequency voltage used to 
modulate the carrier. The output voltage is therefore of the 
same wave form as the original modulation voltage. 

* In the vicinity of resonance, the vector El -- Ec is actually much smaller 
than shown. 



P’lG. 7-28.—Detection charac¬ 
teristic for the discriminator of 
Fig. 7-24. 
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74.6. Advantages of Frequency Modulation in Radio Com¬ 
munication. —Frequency modulation has a number of advan¬ 
tages over amplitude modulation in radio communication. 
These are^ 

1 . Greatly reduced interference from static and other noise. Except 
at low values of carrier-noise ratio, the ratio of the audio-frequency 
signal output to the noise output is greater in a frequency-modulation 
system, and increases in proportion to the deviation ratio.^ This fact 
explains the desirability of using large deviation ratio. 

2. Greatly reduced interference from stations operating in the same 
channel.^ If the amplitude of one modulated signal is greater than 
twice that of another of the same carrier frequency, the interference of 
the weaker signal is negligible. For a 3 to 1 ratio of signal strengths 
and a maximum deviation of 75 kc, the level of the interference is 
40 db below that of the desired modulation output. 

3. Because of reduced noise interference, a wider audio-frequency 
band can be used without excessive noise. Thus greater tone fidelity 
is obtained. 

4. Increased transmitter efficiency. In frequency modulation, 
increase of side-frequency amplitudes with modulation is accompanied 
by reduction of amplitude of the carrier component and the total power 
furnished by the transmitter remains constant. The transmitter may 
therefore be operated in such a manner that its efficiency is high at all 
times.^ This is in contrast with amplitude modulation, in which the 
amplitude o6 the carrier-frequency component of the modulated wave 
is independent of modulation factor and the total power furnished by 
the transmitter increases with modulation. 

A difficulty encountered in the use of frequency modulation 
in broadcasting is that of maintaining the average carrier fre¬ 
quency constant without preventing the desired modulation. 
This is accomplished in the Armstrong system by the use of 
crystal control (see page 225). In the reactance-tube system the 

1 Proof of these facts is beyond the scope of this book. For further 
details the reader should refer to the articles listed in the next footnote. 

* Armstkong, loc. cit; Crosby, M. G., Proc. I.R.E.^ 26,472 (1937); Roder, 
H., ElectronicSj May, 1936, p. 22; Weir, I. R., Gen. Elec. Rev.y 42, 188 and 
270 (1939); Levy, M. L., Electronicsy June, 1940, p. 26; Guy, R. F., and 
Morris, R. M., RCA Rev.y 6 , 190 (1940). 

^ Roder, H., Proc. I.R.E.y 19 , 2146 (1931); Chaffee, J. G., Proc. I.R.E.y 
28, 517 (1935); Everitt, loc. cit 
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frequency is kept constant by the use of automatic frequency 
control and by more complicated methods.^ 

In order to obtain the advantage of freedom from interference 
the deviation, and hence the band width, must be large. The 
great demand for broadcasting and other communication chan¬ 
nels makes it infeasible to use wide bands except at ultrahigh 
frequencies. The range from 42 to 50 Me has been set aside for 
frequency-modulated waves and 200 kc has been designated as 
the channel width. This allows a maximum deviation of 
approximately 75 kc for an audio-frequency modulation range 
up to 15 kc. Although low level of natural static constitutes an 
advantage of ultrahigh-frequency transmission, it also has a 
number of disadvantages. These are 

1. The transmission range is small. Because ultrahigh-frequency 
waves are not reflected by the ionized layer of the earth’s upper atmos¬ 
phere, they move in straight paths and their range is theoretically 
limited to the distance of the horizon. It has been found in practice 
that consistent reception may be achieved over about three times this 
range. By locating the transmitting antennas on the tops of mountains 
and tall buildings, ranges of about 150 miles are now attained. 

2. Buildings, hills, and other objects cast shadows and thus prevent 
satisfactory reception in some areas. 

3. Automobile ignition systems and other electrical equipment set 
up serious local interference. 

The Yankee network of the New England region overcomes 
the difficulty of limited range by the use of sufficiently close 
transmitter spacing to give complete coverage. The programs 
that originate at one transmitter are rebroadcast at the same 
frequency by other transmitters of the chain without being 
changed to audio frequency in the process. In this manner 
excellent quality is maintained.^ 

Problems 

7-1. Transform Eq. (7-3) into Eq. (7-4). 

7-2. Find the power supplied to a resistance r by a generator whose 
terminal voltage is of the form of Eq. (7-4), and determine what portion 
of the power is associated with the carrier component and with each side- 
frequency component. 

' Morrison, J. F., Communications, August, 1940, p. 12; Proc. I.R.E., 
28, 444 (1940). 

* Armstrong, E. H.. Elec, Eng., 59, 485 (1940). 
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7-3. By substituting Eq. (7-4) in the first two terms of Eq. (3-32), prove 
that the output of a square-law detector excited by an amplitude-modulated 
voltage contains a steady component, a modulation-frequency component, 
and a component whose frequency is twice the modulation frequency. 
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CHAPTER 8 


VACUUM-TUBE OSCILLATORS 

A very important application of electron tubes is in the genera¬ 
tion of alternating voltage and current. Advantages of electron- 
tube oscillators over alternators include their wide frequency 
range, excellent wave form, constancy* of frequency, and porta¬ 
bility. The fact that the amplitude and frequency of the 
output of electron-tube oscillators may be rapidly varied by 
means of voltage is one of the factors that have made possible 
the development of radio communication and broadcasting 
to their present state of advancement. Electron-tube oscillators 
have also become an indispensable part of the equipment of 
scientific, educational, and commercial laboratories. 

8-1. Types of Oscillators. —The following classification, al¬ 
though, it is not complete as to modifications of fundamental 
types, indicates the principal kinds of vacuum-tube oscillators: 

1. Negative-resistance: 

a. IJynatron. 

b. Negative-transconductance, 

c. Push-pull. 

d. Negative-grid-resistance. 

2. Feedback: 

а. Tuned-plate. 

б. Tuned-grid with inductive feedback. 

c. Tuned-grid with capacitive feedback (same as Id). 

d. Hartley. 

c. Colpitts. 

/. Tuned-grid-tuned-plate and other complex types using more 
than one tuned circuit. 

3. Magnetostriction and piezoelectric. 

4. Heterodyne. 

5. Resistance-tuned. 

6. Relaxation: 

a. Glow-discharge and arc-discharge. 

h. Multivibrator. 
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c. van der Pol (negative-transconductance). 

d. Saw-tooth-wave, using high-vacuum tubes. 

7. Magnetron. 

8 . Barkhausen-Kurtz. 

9. Ionic. 

10 . Mechanical-electronic. 

8-2. Negative-resistance Oscillators.^ —A two-terminal cir¬ 
cuit element is said to have negative a-c resistance if a positive 
increment of current through the element results in a negative 
increment of terminal voltage. It follows that the current- 
voltage characteristic of a circuit element has a negative slope 
throughout the yange of current in which the resistance is 
negative. Quantitatively, negative a-c resistance, like positive 
a-c resistance, may be defined as the reciprocal of the slope of 
the current-voltage characteristic, or as the partial derivative of 
the voltage with respect to the current. In certain elements 
the d-c resistance may also be negative. In such elements the 
flow of direct current is opposite in direction to the applied 
direct voltage. A negative-resistance element always involves 
a source of power. 

The distinction between negative-resistance oscillators and 
feedback oscillators is in a sense artificial. A mathematical 
analysis of feedback oscillators yields as the criterion for sus¬ 
tained oscillations that the sum of certain parameters shall be 
equal to or less than zero. This criterion may always be written 
in such a form that one term is the positive circuit resistance. 
The other terms must, therefore, also have the dimensions of 
resistance, and at least one of them must be numerically negative 
in order that their sum shall be equal to or less than zero. One 
may say, therefore, that sustained oscillations can result if the 
tube in conjunction with the circuit can produce an equivalent 
negative resistance. Certain devices exhibit a negative a-c 
resistance without the action of an additional circuit, whereas 
the equivalent negative resistance in most feedback oscillators 
is dependent upon the action of the circuit. Under the first 
classification of the list of Sec. 8-1 will be considered only those 
oscillators in which the negative resistance is inherent in the tube, 

1 For a bibliography of 55 items on this subject, see E. W. Herold, Proc. 
I.R.E.y 23, 1201 (1935). 
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or in the tube and associated resistors and capacitors, and does 
not require the presence of the tuned circuit. 

Mathematical analysis shows that sustained oscillations may 
be set up if either a parallel or a series combination of inductance 
and capacitance is connected across a device that exhibits nega¬ 
tive a-c resistance. The dotted resistance of the circuit of 
Fig. 8-1 represents any device that has a negative a-c resistance. 

i 




Fig. 8-1. —Basic negative-resistaiiee Fio. 8-2. —Current-voltago character- 
oscillator circuit. istic of a negative-resistance clement. 


/v, r, and C represent the inductance, resistance, and capacitance 
of the resonant circuit, usually called the tank circuit. (Losses 
in the condenser arc assumed to be negligible.) Although the a-c 
resistance, as defined by the reciprocal of the slope of the current- 
voltage curve of Fig. 8-2, is not constant, it may be assumed to 
be constant in the range of operation if the current variations 
are not too large. Then the negative resistance is 


de 

p = _ = const. 


(8-1) 


Application^of Kirchhoff\s laws to the circuit of Fig. 8-1 gives the 
following differential equation for the current through the 
inductance: 


dH 


+ 


(i 


Solution 

current:^ 


dt^ 

of Eq. (8-2) 


^ pC) dt ^ LpC 


= 0 


(8-2) 


gives the following expression for the 


i = Ae Tc) ^ ^ (g. 3 ) 

in which A and a are constants, and the angular frequency of 
oscillation is 


Ir + p 1 _ 1 / 1 , 

“ yj p Lc ^\pC'^l) 


(8-4) 


^ Cohen, A., “Differential Equations,” Chap. VII, D. C. Heath <fe 
Company, Boston, 1906. 
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Since the numerical value of p is negative, it follows that if the 
magnitude of p is less than L/rC, the exponential factor of 
Eq. (8-3) increases with time, showing that the amplitude of 
oscillation builds up; if p is greater than L/rC, on the other 
hand, the amplitude decreases with time, and oscillation will 
eventually cease. In the critical case for which p is just equal to 
L/rC, the exponential factor is unity, indicating that oscillation 
neither builds up nor dies down but, once started, maintains 


constant amplitude. Thus the criterion 
for oscillation is 



(8-5) 


Under the threshold condition, when 
|p| = LlrC^ Eq. (8-4) reduces to 


0) 



J_ 

LC 


(8-6) 



Fig. 8-3.—Dynatron oscil¬ 
lator circuit. 


Inasmuch as r, the a-c resistance of the inductance coil and leads, 
is ordinarily only a few ohms, whereas the negative resistance p is 
seldom less than 2 or 3 thousand ohms, th(i frequency is prac;- 
tically equal to l/(27r\/LC), and small changes in p, such as 
might result from the variation of battery voltages, have a 
negligible effect upon the oscillation frequency if the threshold 
condition can be maintained. 

The current represented by Eq. (8-3) is sinusoidal only when 
o) is a real quantity. When w is imaginary the current varies 
exponentially until it reaches critical values at which it changes 
abruptly, as shown in Figs. 8-17 and 8-19. Oscillation is then 
said to be of the relaxation type. Relaxation oscillators will be 
discussed in Sec. 8-10. An analysis of Eq. (8-4) indicates that 
relaxation oscillations should occur at large values of L/rC. 
This prediction is verified in practice. When the tuning capaci¬ 
tance is simply the distributed coil capacitance, for instance, the 
current is usually not sinusoidal in form. 

The amplitude of oscillation of any oscillator containing a 
nonlinear circuit element should be kept small in order to pre¬ 
vent excessive harmonic generation. The fact that this may 
readily be done with practical negative-resistance oscillators 
constitutes one of the principal advantages of . this type of 
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oscillator. A second important advantage is the excellent 
frequency stability. A third advantage is the ease with which 
the frequency range may be altered by changing the size of the 
single inductance. 

Three practical negative-resistance oscillator circuits arc shown 
in Figs. 8-3, 8-4, and 8-5. That of Fig. 8-3, called the dynatron 

oscillator, makes use of the negative- 
II resistance portion of a tetrode plate 

characteristic (sec Sec. 3-8).^ The 
negativeAranscondiictance or transitron 
|c oscillator of Fig. 8-4 makes use of the 
^ 1 -p fact that increase of negative suppres- 

_voltage of a pentode causes more 

T- o . XT electrons to go to the screen, instead of 

conductance (transitron) os- to the plate, and thus iiicreascs the 
cillator. screen current, i.e., that the screen- 

plate transconductance is negative.^ Both in the circuit of Fig. 
8-4 and in the push-pull negative-resistance oscillator of Fig. 8-5^ 
a negative resistance may be shown to exist between the points 
A and B. This may be done either by the use of equivalent 
circuits. (see Probs. 4-3 to 4-5) or by physical analyses of the 
actual circuits. The amplitude of oscillation of all three circuits 
may be controlled by means of the 
control-grid bias. The reactance ^ 

of the coiy)ling condensers Cc 
should be small in comparison with 
the coupling resistors Rc in the 
circuits of Figs: 8-4 and 8-5. 

In using the circuits of Figs. 8-3, ^ 

8-4, and 8-5, the output voltage ^ 
may be taken from across the re¬ 
sonant tank circuit or, preferably, 
from a separate coil coupled to the ^ii7tancfo8cmator*‘‘*‘'''’'™^ 

tank inductance L. 

v^8-3. Feedback Oscillators. —A feedback oscillator can be 
considered as a tuned feedback amplifier in which the amplitude 
and phase angle of the feedback voltage are such as to cause 

1 Hull, A. W., Proc. I.R.E., 6, 635 (1918). 

* Herold, loc. cit. 

» Reich, H. J., Proc. I.R.E., 26, 1387 (1937). 



Fig. 8-5. —Push-pull negative-re¬ 
sistance oscillator. 
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oscillation.^ Suppose that a voltage Ci is applied to the input 
of an amplifier and that the resulting output voltage is Co. If 
a portion of the output voltage is applied to the input, in addi¬ 
tion to Ci and in phase with it, this feedback - 

voltage will act in the same manner as c*. If - 

the magnitude of the feedback voltage is II J 

exactly equal to ei, then it can replace e*, v"*") cT-1^ 

and the amplifier will continue to deliver the 1 

original output So, if Ci is removed. In other —^ 
words, the amplifier will oscillate at constant Fio. 8-6.—Tuned- 

amplitude. If the feedback is increased, the oscillatoi. 

amplitude will build up; if it is decreased, the amplitude will die 
down. Among the simpler types of feedback oscillators are 
the tuned-plate oscillator of Fig. 8-G and the tuned-grid oscillator 
of Fig. 8-7, in which a portion of the voltage developed in the plate 

^_ circuit is introduced into the grid circuit by 

_ m(mns of magnetic coupling. In the Hartley 

oscillator, shown in Fig. 8-8, feedback results 
:ic from both magnetic and capacitive coupling. 

Sr Feedback oscillators are usually analyzed 

I , , by use of the equivalent plate circuit, even 

- '+ though the amplitude of oscillation may be so 

• 1 high that the path of operation is far from 

linear. Although this method of analysis 
gives no indication of the production of harmonics, it yields con¬ 
siderable valuable information concerning the fundamental fre¬ 
quency of oscillation and the conditions which must be satisfied 

in order that sustained oscillations may be _ ____ 

produced. In order to simplify the analy- 
sis, it is customary to neglect the effect of vCX 

grid current. Although grid current can- Q 

not be neglected in a rigorous treatment, — 

it is usually satisfactory to make use of the .r.^ 

simpler analysis and to bear in mind that -11- 

the results must be modified to take grid , 

,7. Fiq. 8-8.—Hartley os- 

current into account. Losses resulting dilator, 

from the flow of grid current have the 

same effects upon the operation of the circuit as an equivalent 

^ For an analysis of phase relations in oscillators, see C. K. Jen, Proc, 
I.R.E., 19, 2109 (1931). See also footnote, p. 171. 
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i. 8-7.—Tuned- 

grid oscillator. 
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Fiq. 8-8. —Hartley os¬ 
cillator. 
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lovss in the tuned circuit. Reduction of plate current resulting 
from diversion of electrons to the grid increases the curvature 
of the dynamic transfer characteristic and thus tends to increase 
harmonic content. It will be seen that advantage may be taken 
of the flow of grid current to limit the amplitude of oscillation 
by automatically increasing the grid bias. 

Figure 8-9 shows the equivalent plate circuit for the tuned- 
plate oscillator under the assumption that 
condenser losses are negligible. The alter¬ 
nating grid voltage Eg is induced in the grid 
coil by virtue of magnetic coupling to the 
plate coil. If M is assumed to be positive 
when an increase of I results in a positive 
induced voltage, then 

Eg = ji^MI (8-7) 

Summation of voltages in the circuits of Fig. 8-9 gives the 
following equations: 

IpTp + I (r + jo)L) = fxEg = fjLj(ji)MI (8-8) 

The solution of these three simultaneous equations gives the 
equation 

j(Ai\Crrp -f L — fxM) — w^pLC + Vp + r - 0 (8-10) 

Equation (8-10) is an identity that can hold only if the sums of 
the real and of the imaginary terms are each zero. Equating the 
imaginary terms to zero gives the criterion for sustained oscilla¬ 
tion of constant amplitude 

VprC + L — tiM = 0 (8-11) 

This can be satisfied only if M is positive and if 

|/iM I = TprC + L 
or 

_\rC L 

\m Mrp 

If g„ exceeds the value given by Eq. (8-13), the circuit oscillates 
with increasing amplitude. It follows from Eqs. (8-7) and (8-11) 


(8-12) 

(8-13) 



Fig. 8-9.—Kquiva- 
lent plate circuit for 
tuned-plate oscillator. 
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that, in order for sustained oscillation to take place, the coupling 
not only must equal or exceed a critical magnitude, but must 
also be of such sign as to result in a positive increment of grid 
voltage when the current through the plate inductance increases. 

Equating the real terms of Eq. (8-10) to zero gives an expres¬ 
sion for the frequency of oscillation. Under the threshold 
condition, for which r^rC + L — fiM = 0, the frequency of 
oscillation is 



1 

2r\/LC 


j r + rp 

\ rp 


(8-14) 


When no power is being drawn from the oscillating circuit, r is 
small in comparison with r^,, and the frequency of oscillation 
is practically the natural frequency of the resonant circuit, 
l/25rv<LC. 

Similar analyses for the tuned-grid (Prob. 8-1) and Hartley 
circuits show that the frequency of oscillation approximates 
l/27r\/LC when no power is drawn from the circuits. 

The three feedback oscillator circuits 
that have been discussed, as well as a num¬ 
ber of other singly and doubly tuned cir¬ 
cuits, may be derived from the generalized 
circuit of Fig. 8-10 by eliminating one or 
two of the condensers or by making M 
zero. The interelectrode capacitances of 
the tube and the distributed winding 



capacitances may serve as the condensers 
of the circuit of Fig. 8-10 and circuits 


Fuj. S-10. —General¬ 
ized feedback oscillator 
circuit. 


derived from it. 


The Hartley oscillator has long been a favorite circuit. One 
reason for this is that the criterion for oscillation is not critical. 
Li and L 2 are usually the two portions of a tapped coil, and the 
position of the tap may be used to control the amplitude of 
oscillation. The circuit will oscillate most readily when the 
ratio of L 2 to Li lies in the range from approximate!}^ 0.6 to 1,'the 
ratio increasing with amplification factor. Because the tuning 
condenser shunts both the grid and plate coils, the Hartley 
oscillator gives a lower frequency for a given total inductance 
than either the tuned-plate or tuned-grid oscillators and is 
therefore particularly suitable for the production of low audio 
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frequencies when the necessity for good wave form prevents the 
use of iron-core inductances. 

8-4. Push-pull Oscillators. —The basic feedback oscillator cir¬ 
cuits may be modified to use two tubes in push-pull. As in 
amplifiers, the use of push-pull circuits increases the power 
output and decreases the harmonic content. The frequency 
stability of push-pull circuits is also higher than that of single¬ 
sided circuits. They are used principally at high and ultrahigh 
frequencies. 

Series and Parallel Feed. —Circuits in which the plate-supply 
voltage is connected in series with the plate inductance, as in 
Figs. 8-6, 8-7, 8-8, 8-10, and 8-1 la, are Called series-feed circuits. 
In practice it may be desirable or necessary to connect the plate 
to the oscillating circuit through a condenser of low reactance 
and to apply the direct voltage to the plate through a choke, the 
reactance of which is so high that it does not appreciably affect 
the oscillating circuit. Air-core chokes are used in radio-fre¬ 
quency circuits, iron-core chokes in audio-frequency circuits. 
An example of this method of applying the direct plate voltage, 
called parallel feed, is given by the circuit of Fig. 8-11?). The 
objection to the use of parallel feed is that parasitic oscillations 
may take place in the feed condenser and choke. 

Oscillator Output. —As in negative-resistance oscillators, the 
output voltage of feedback oscillators may be taken from across 
the tank cirAiit or, preferably, from a separate coil coupled to 
the tank inductance, 

8-6. Use of Self-bias to Limit Amplitude of Oscillation. —For 

the purpose of simplicity, fixed biasing voltages have been 
indicated in the basic circuits of Figs. 8-6, 8-7, 8-8, and 8-10. 
Fixed bias is rarely used, however, in practical oscillators. In 
order to prevent excessive distortion and to aid in obtaining 
frequency stabilization, it is necessary to limit the amplitude 
of oscillation. In feedback oscillators the criterion for oscilla¬ 
tion involves the transconductance of the tube, and the amplitude 
builds up until the average* (dynamic) transconductance (see 
Sec. 3-25) drops to the critical value below which oscillation 
cannot take place. Unfortunately, the average transconductance 
first increases with amplitude, and so the amplitude may increase 
to a high value before the average transconductance again falls 
sufficiently to result in equilibrium. If the circuit is adjusted to 
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give small equilibrium amplitude, then it will not start of its 
own accord. A similar difficulty may be experienced with some 
negative-resistance oscillators. This difficulty may be prevented 
by causing the grid bias to increase automatically with amplitude. 

The most common method of limiting the amplitude of oscilla¬ 
tion is the use of a grid-blocking condenser and grid leak, as shown 
in Fig. 8-11. The initial bias is zero, but, as soon as oscillation 
commences, the grid is driven positive during a portion of the 
cycle and so electrons flow from the cathode to the grid. During 
the remainder of the cycle these electrons cannot return to the 
cathode but can only leak off the condenser and grid through 
the grid leak Rc- - The trapped electrons make the potential 
of the grid negative with respect to the cathode, thus pro- 


Cc 




Fkj. 8-11.—Use of grid condenser and leak to limit amplitude of oscillation. 


viding a bias.^ The greater the amplitude of oscillation, the 
more positive the grid swings, and the greater is the average 
grid current. Thus the bias builds up with oscillation ampli¬ 
tude, causing the transconductance to fall until equilibrium is 
established. In this manner the amplitude may be prevented 
from becoming too high without making the quiescent trans¬ 
conductance so low as to prevent oscillation from starting 
spontaneously. Under equilibrium conditions grid current flows 
during only a very small fraction of the cycle, and the grid bias is 
very nearly equal to the amplitude of the alternating grid voltage. 

Low power loss in the resistor, high frequency stability, and 
good wave form call for the use of high grid-leak resistance; but it 
is found that, if the resistance is too high, oscillation is not con¬ 
tinuous. After a number of cycles of oscillation the bias becomes 

^ The bias may also be considered to result from the flow of current through 
the grid leak. 
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so high that the circuit stops oscillating. Because oscillation 
starts at a lower bias than that at which it stops, some time 
elapses while the condenser discharges sufficiently to allow 
oscillation to recommence, and so periods of oscillation alternate 
with periods of rest. This phenomenon is termed motorhoating,^ 
The period of motorboating depends upon the time required for 
the condenser to discharge, which increases with the product 
of the grid condenser capacitance and the grid-leak resistance. 

Another factor that limits the size of the grid resistor is 
danger of cumulative increase of positive grid voltage and plate 
current as the result of primary and secondary grid emission.^ 

8-6. Figure of Merit of Oscillator* Tubes. —The form of 
Eq. (8-13) and of similar equations derived for other feedback 
oscillator circuits shows clearly the importance of. high trans¬ 
conductance in tubes used in feedback oscillators. These equa¬ 
tions also show that, for a given transconductance, oscillation 
will take place more readily the higher the plate resistance. 
Since at a given transconductance the amplification factor is 
proportional to the plate resistance, it follows that the ‘^figure 
of merit” of a tube for use in a feedback oscillator is the product 
nQfn- As this is also the figure of merit of a power tube, power 
tubes are in general good feedback oscillator tubes. 

8-7. Frequency Stability. —Undesired changes of frequency 
result from three major causes: changes in the mechanical 
arrangement of the elements of the oscillating circuit; in the 
values of the circuit parameters; and in the amplification factor, 
grid and plate resistances, and interelectrode capacitances of the 
tube.^ Changes in the mechanical arrangement of the circuit 
elements may be produced by vibration; by mechanical, electro¬ 
static, or electromagnetic forces; or by temperature changes. 
They can be minimized by careful mechanical and electrical 
design and by temperature control. 

1 Beattt, R. T., and Gilmour, A., PhiL Mag.y 40, 291 (1920). Rschew- 
KiN, S., and WwEDENSKY, B., Physik, Z., 23, 150 (1922). Taylor, L. S., 
J, Opt. Soc. Am. and Rev. Set. Inatrumenta^ 11, 149 (1926); J. Franklin Inst., 
203, 351 (1927); 204, 227 (1927); Phys. Rev., 29, 617 (1927). 

* Reich, H. J., “Theory and Applications of Electron Tubes,” pp. 184- 
185. 

*See, for instance, F. B. Llewellyn, Proc, I.R.E., 19, 2063 (1931), and 
R. Gunn, Proc. I.R.E., 18, 1560 (1930). 
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Variations in the values of the circuit parameters result from 
changes in temperature of inductances and condensers and from 
variation of load, which alters the effective a-c resistance r of the 
tuned circuit. Changes of inductance and capacitance can be 
minimized by: temperature control; the use of thermally com¬ 
pensated inductances^ and temperature-controlled compensating 
condensersand the careful choice of apparatus and the judicious 
location of component parts. The most common method of 
preventing the load from affecting the frequency is to take the 
required power from a “buffer^’ amplifier that is excited by the 
oscillator, rather than from the oscillator directly. 

Tube factors ar\d electrode capacitances are dependent upon 
operating voltages, upon cathode emission, and upon electrode 
spacing. Operating voltages can be stabilized by the use of 
voltage-regulating devices. Variation of cathode emission is 
probably the least important factor and can be reduced by the 
maintenance of rated cathode temperature. Electrode spacing, 
which depends to some extent upon tube temperature, affects 
the interelectrode capacitances. The dependence of frequency 
upon interelectrode capacitances and upon stray circuit capaci¬ 
tance can be minimized by the use of a high ratio of tuning 
capacitance to inductance and by the use of circuits in which the 
tuning capacitance shunts the grid-plate capacitance. 

Dependence of frequency upon plate resistance may be 
minimized by the use of resistance-stabilized circuits, in which a 
high resistance in series with the plate reduces the percentage 
changer of total plate-circuit resistance.^ The most effective 
method of frequency stabilization, however, is the use of vibrat¬ 
ing mechanical elements electrostatically or magnetically coupled 
to the oscillating circuit. At radio frequencies this is accom¬ 
plished by the use of quartz crystals, in which compression or 
expansion results in the production of a potential difference 
between opposite faces and, conversely, application of a potential 
difference results in an elongation or contraction.At audio 

^ Griffiths, W. H., Wireless Eng.y 11, 234 (1934). 

2 Gunn, R., Proc. IM.E.y 18, 1565 (1930). 

3 Horton, J. W., Bell System Tech, J., 3, 508 (1924); Tbrman, F. E., 
ElectronieSy July, 1933, p. 190. 

* Cady, W. G., Proc. I.R.E.y 10, 83 (1922). For additional references 
see H. J. Reich, Theory and Applications of Electron Tubes,” p. 335. 
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frequencies it is accomplished by the use of magnetostrictivo 
rods, which expand or contract when magnetized.^ In quartz- 
crystal oscillators the frequency variation may be made less 
than 2 parts in a million; in magnetostriction oscillators it may 

be limited to 1 part in 30,000. 

8-8. Beat-frequency (Het¬ 
erodyne) Oscillators. 2 —An 
entirely different type of audio¬ 
frequency oscillator which has 
rapidly gained in popularity 
. during recent years is the beat- 
frequency oscillator. In an 
oscillator of this type, shown 
schematically in Fig. 8-12, the outputs of two radio-frequency 
oscillators of slightly different frequencies are applied simultane¬ 
ously to a detector. The output of the detector contains, in addi¬ 
tion to the impressed radio frequencies, their sum and difference. 
By means of a filter the fundamental radio frequencies and their 


Fig. 8-12. —Schematic diagram of heter¬ 
odyne oscillator. ' 



sum are removed, leaving only the difference frequency in the 
output,* which may be suitably amplified by audio-frequency 

‘Pierce, G. W., Proc. I.R.E., 17, 42 (1929); Salisbury, W. W., and 
Porter, C. W., Rev. Sci. InslrumenU, 10, 142 (1939). 

•See bibliography, H. J. Reich, “Theory and Applications of Electron 
Tubes,” p. 364. 
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amplifiers. The popularity of the heterodyne oscillator is due 
principally to the fact that the whole range of audio frequencies, 
from 15,000 cycles, or higher, down to as low as 1 cycle, may be 
covered with a single dial. Other advantages that may be 
obtained with careful design include good wave form, constant 
output level, lightness, and compactness. By proper variable 
condenser design a logarithmic frequency scale may be obtained, 
a considerable advantage when the oscillator is to be used 
in obtaining amplifier-response curves. Unless extreme care 
is taken in the design and construction, however, this type of 
oscillator is likely to have relatively poor frequency stability, 
which necessitates irequent setting against a standard frequency 
during the period of use, particularly during the time required to 
establish temperature equilibrium. The circuit diagram of a 
typical beat-frequency oscillator is shown in Fig. 8-13. 

8-9. Resistance-tuned Oscillators. —Comparison of Fig. 4-18 
with Fig. 8-4 shows that the circuit of Fig. 4-18 is the basis of 
the oscillator of Fig. 8-4. Solution of Probs. 4-2, 4-3, and 4-4 
indicates that, unless the reactance of Ce is negligible in com¬ 
parison with Rcf the effective negative resistance between points 
A and B is shunted by an effective inductive reactance. For this 
reason sinusoidal oscillations may be produced in the circuit of 
Fig. 8-4 even when the inductance L is omitted, provided that a 
path is furnished for the steady component of screen current 
by the use of resistance R in place of LA The expressions for 
the frequency of oscillation and for the criterion of oscillation 
involve Rc, Cc, R, and C, as well as the tube factors.^ Similarly, 
sinusoidal oscillations are obtained in the circuit of Fig. 8-5 
without the inductance L when Rcy Cc, and C are properly 
chosen.^ * 

Another method of producing sinusoidal oscillations without 
the use of inductance is by means of the circuit shown in basic 
form in Fig. 6-38. As pointed out in Prob. 6-10, between 
the input terminals this circuit acts like a negative resistance in 
parallel with an inductance. If the circuit constants are properly 
chosen, sinusoidal oscillations are produced when a condenser C 2 
is connected between the terminals. In order to ensure the cor¬ 
rect bias for the grid of the first tube of the amplifier, C 2 must be 


* DbLaup, P. S., Electronics^ January, 1941, p. 34 (see bibliography). 
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shunted by a resistance The criterion for oscillation may be 
shown to be that /x' must exceed R 1 /R 2 + C 2 /C 1 + 1, and 
the frequency of oscillation to be l/2w\^RiR2CiC2 (see Prob. 8-2). 
Figure 8-14 shows a practical form of this circuit used in one 
of the most successful commercial resistance-tuned oscillators.^ 
The ballast lamp R^, in combination with the resistance /? 4 , pro¬ 
vides inverse feedback that makes the amplification and phase 
shift of the two-stage resistance-capacitance-coupled amplifier 
independent of variable circuit parameters, supply voltage, and 
tube characteristics and at the same time affords a method of 
stabilizing the amplitude of oscillation. Increase of amplitude 



Fig. 8-14.—Circuit diagram of resistance-tuned oscillator. 

raises the current through the lamp and thus increases its 
resistance. This in turn increases the inverse feedback, which 
decreases /x' and hence decreases the amplitude of oscillation. If 

RlCl = ft2C2, 

« 

the frequency of oscillation is \I%^R\C\. The fact that the fre¬ 
quency may be thus made inversely proportional to the capaci¬ 
tance, instead of to the square root of the capacitance, makes it 
possible to cover a 10 to 1 frequency range with ganged con¬ 
densers of the type used in broadcast receivers. 

When a conventional resistance-coupled amplifier is used in 
the circuit of Fig. 6-38, an even number of stages is required. 
Because the mu-factor relating the suppressor and screen grids 
of a pentode is negative, however, a single pentode may be 
used in this circuit, as shown in Fig. 8-15. The purpose of the 
resistanee 22/ and condenser C/ is to provide inverse feedback 
in order to improve wave-form and stability. The frequency is 
varied by means of Ci, C 2 , and 222. 

‘ Terman, F. E., Buss, R. R., Hewlett, W. R., and Cahill, F. C., 
Ptoc, LR.E., 27, 649 (1939). 
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Another type of resistance-tuned oscillator consists essentially 
of an inverse-feedback amplifier in which the feedback network 
is a resistance-capacitance bridge of such form that the feedback 
is a minimum, and the amplification of the amplifier therefore 
a maximum, at one frequency.^ If a small amount of the 
output voltage of the amplifier is fed back directly to the 
input, in phase with the input voltage, oscillation takes place 
at this frequency. The frequency of oscillation is controlled 
by means of the resistances of the bridge circuit used to provide 
inverse feedback. 

8-10. Relaxation Oscillators. 

Oscillators discussed thus far are 
ordinarily designed to give as 
nearly sinusoidal output as pos¬ 
sible. In certain applications, 
however, non sinusoidal outputs 
are desired. Relaxation oscilla- 
torSj in which abrupt changes of 
current and voltage take place at certain instants of the cycle, are 
used for this purpose. The abrupt changes of current may be 
caused in a number of ways, such as the periodic closing and 
opening of relay contacts, the periodic firing and extinction of 
glow- and arc-discharge tubes, or the periodic triggering of high- 
vacuum-tube trigger circuits. The current and voltage waves of 
such oscillators consist of exponentially or linearly rising and 
falling portions, joined by essentially vertical portions, as in 
Figs. 8-17, 8-19, and 8-20a and 6, or intersecting at points of 
discontinuity, as in Fig. 8-20c. By proper design the outputs of 
relaxation oscillators may be made to approach triangular or 
rectangular form. Although oscillators designed to have sinu¬ 
soidal output may be adjusted so that relaxation oscillation may 
take place, much better results are obtained with oscillators 
designed especially for this purpose. Relaxation oscillators 
usually contain only capacitance and resistance. 

For certain applications, relaxation oscillators are of great 
value and have a number of advantages over tuned oscillators. 
Among these advantages are the number and amplitude of 
harmonics present in the output; the ease with which the fre- 

1 Scott, H. H., Proc. I.R.E.j 26, 226 (1938); General Radio Experimenter^ 
18, April, 1939, p. 1; 14, January, 1940, p. 6. 



Fig. 8-15.—Circuit diagram of resist¬ 
ance-tuned oscillator. 
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Fig. 8-16.—Circuit diagram of 
multivibrator. 


quency may be stabilized by the introduction into the oscillating 
circuit of small voltages whose frequency is a multiple or sub¬ 
multiple of the oscillator frequency; the wide range of frequency 

that can be obtained in a single oscil¬ 
lator; and the compactness, simplicity, 
and low cost. For other applications 
on the other hand, the high harmonic 
content of relaxation oscillators makes 
them of little or no value. 

Glow- and arc discharge tubes are 
often used in relaxation oscillators. 
The operation of glow and arc relaxation oscillators is so closely 
associated with the theory of glows and arcs that they can be 
discussed best in Chap. 9, which deals with glow- and arc- 
discharge tubes and circuits. 

Relaxation oscillators using high-vacuum tubes an^ Ixascal upon 
the high-vacuum trigger (ircuits dis¬ 
cussed in Chap. G, Sec. G-18. Con¬ 
densers are incorporated in these 
circuits in such a manner that the 
assumption of either set of equilibrium 
tube currents is followed by the flow of current into the condensers 
through resistances. As the condenser voltages (change, a critical 
point is reached at which the tube currents change abruptl}^ to 
the other equilibrium values. 

The first type of relaxation oscillator to be developed was the 
multivibrator, described in 1919 ])y Abra¬ 
ham and Bloch. ^ Many modifications 
and applications have been discussed 
since by other writers. The basic mul¬ 
tivibrator circuit is shown in Fig. 8-16. 
Comparison with the Eccles-Jordan trig¬ 
ger circuit of Fig. 6-26 shows that the 
multivibrator may be derived from the 
Eccles-Jordan circuit by replacing the re¬ 
sistors Rc of Fig. 6-26 by condensers, C^. 
The output voltage may be taken from any of the circuit 
elements, or the current of either tube may be used. The 


Fig. S-17.—Wave form of 
condenser cnrrent of sym¬ 
metrical multivibrator. 



§ 

o 
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Fig. 8-18.—Van der Pol 
relaxation oscillator. 


^ Abraha^i, H., and Bloch, E., Ann. Phyaik, 12, 237 (1919). 
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Fig. 8-19.—T y p i c a 1 
wave form of condenser 
current or suppressor volt¬ 
age for the circuit of Fig. 
8-18. 


fo> 


wave form of the condenser current and of the grid and 
plate voltages for a symmetrical circuit is shown in Fig. 8-17. 
If the circuit is not symmetrical, the two 
halves of the wave arc dissimilar. The 
frequency of oscillation increases with 
decrease of resistances and capacitances. 

Figure 8-18 shows a type of relaxation 
oscillator first described by van der Pol,^ 
and later improved by others. ^ This cir¬ 
cuit may be derived from the trigger circuit of Fig. 6-27 by replac¬ 
ing the 50,000-grid-coupling resistor by the condenser Cc. The 
frequency of oscillation increases with 
decrease of Ri and Cc and is also de¬ 
pendent upon Rz. Figure 8-19 shows a 
typical curve of condenser current or sup¬ 
pressor voltage; Fig. 8-20 shows typical 
waves of condenser voltage. Waves of 
the form of Fig. 8-206 are useful in the 
operation of cathode-ray oscillographs 
(see Sec. 12-5) and cathode-ray television 
equipment. Figure 8-21 shows another 
circuit, also based upon the pentode 
trigger circuit of Fig. 6-27, with which a 
wave of the form of Fig. 8-206 can be more readily obtained. The 
output voltage is taken from across the condenser C. The fre¬ 
quency is varied by means of R 
and C.3 

8-11. Use of Relaxation Oscilla¬ 
tors in Frequency Transformation. 

Relaxation oscillators are of great 
value in frequency transformation. 

Introduction into the oscillator cir¬ 
cuit of a small voltage having a 
multiple or submultiple of the oscil¬ 
lation frequency causes the relaxa¬ 
tion oscillator to ^‘lock in.’^ With 
reasonable care in circuit adjustment, relaxation oscillators 
may be controlled when the frequency ratio is as great as 50, 


(b) 


<c) 

Fig; 8-20.- -Typical 
waves of condenser volt¬ 
age in the circuits of Figs. 
8-18 and 8-21. 



4:C 


Ebb 

Fig. 8-21. —Relaxation oscil¬ 
lator for the production of a saw¬ 
tooth voltage wave. The output 
voltage is taken from across the 
condenser C. 


» Van der Pol, B., PhiL Mag., 2, 978 (1926). 

> Herold, E. W., Proc.f 23, 1201 (1935). 

® Best operating voltages for this circuit differ somewhat for individual 
tubes, but typical values are Ecei ** 0, Eect ^ Ebb ^ 300; and Eocb =■ — 5 v. 
w>i#»n 7?. n 100.000 ohms. 
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but usual ratios do not exceed 10. The fundamental output of 
one controlled oscillator may be used to control a second relaxa¬ 
tion oscillator, which may in turn control a third, etc. By this 
means it is possible to obtain an audio-frequency voltage of 
great stability from the final relaxation oscillator when the first 
one is controlled by a crystal-controlled radio-frequency oscil¬ 
lator. The audio-frequency output may be used to drive a 
synchronous clock. ^ By observation of the clock over a long 
period of time a very accurate determination may be made of 
the frequency of the crystal-controlled oscillator or of any lower 
frequency controlled by it. By separating and amplifying the 
various harmonics of the controlled ‘relaxation oscillators, a 
large number of frequencies of high constancy may be obtained 
from one crystal oscillator. The multivibrator has proved to be 
the most satisfactory type of relaxation oscillator for use in fre¬ 
quency conversion. ^ The usual method of introducing frequency- 
control voltage into relaxation-oscillator circuits is by means of 
transformer or condenser coupling to one or more grid circuits. 


Problems 

8-1. a. Show that the frequency of oscillation of the tuned-grid oscillator 
of Fig. 8-7 is 

/- , - - (8-15) 

^,J C(Lr, + L'r) 

> Vp 

» 

b. When no power is drawn from the circuit, Lrp greatly exceeds L'r. 
Simplify Eq. (8-15) under this assumption. 

c. Under the same assumption, show that the criterion for sustained 
oscillation of constant amplitude is 


Qm 


M Lrp 


(8-16) 


8 - 2 . Derive the criterion for oscillation and the frequency of oscillation 
of the circuit formed by connecting a parallel combination of R 2 and C 2 
between the input terminals of the circuit of Fig. 6-38. (Hint: For oscilla¬ 
tion of constant amplitude to take place, the susceptance of C 2 must be 
equal in magnitude and opposite in sign to the susceptance between the 
terminals^ and the conductance of R 2 must be equal in magnitude and oppo¬ 
site in sign to the conductance between the terminals.) 

^ Hobton, J. W., and Marrison, W. A., Proc. I.R.E.j 16, 137 (1928). 

* Abraham and Bloch, he, cii.; Mercier, M., Compt, rend.y 174, 448 
(1922); Clapp, J. K., J, Opt. Soc. Am. and Rev. Set. Instruments^ 16, 25 
(J927); Marrison, W. A., Proc., I.R.E., 17, 1103 (1929). 
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GLOW- AND ARC-DISCHARGE TUBES 

Preceding chapters have dealt only with electron tubes in which 
the gas derisity is so low that the probability of collision of 
electrons with gas molecules is small and relatively few ions are 
present. This chapter will deal with the flow of current through 
regions of comparatively high gas density, in which the proba¬ 
bility of ionizing collisions of electrons with molecules is com¬ 
paratively high and many ions are consequently present in the 
gas, and with the construction, characteristics, and applications 
of practical gaseous conduction tubes. The student should 
review Chap. 1. 

The early experiments on gas-filled tubes were performed 
years before the discovery of thermionic emission, but thexievel- 
opment of useful gas-filled tubes, particularly of the grid-con¬ 
trolled type, lagged far behind that of high-vacuum tubes. It 
was not until careful experiments suggested the fundamental laws 
and processes governing the phenomena involved that great 
strides were made in the design, manufacture, and application of 
gaseous tubes. A knowledge of these laws is important in the 
understanding of gaseous tube operation. 

9-1. Current-voltage Characteristics of Glows. —A gas or 
vapor containing no ions would be a perfect insulator. No cur¬ 
rent could flow as the result of a potential applied between two 
nonemitting electrodes immersed in such a gas. Ion-free gases 
are hypothetical only, for cosmic rays, radioactive materials in 
the walls of containers, photoelectric emission, and other ionizing 
agents ensure the presence of some residual” ions. In an 
actual gas the application of potential between electrodes will 
cause a migration of the residual ions and give the effect of 
current flow. 

The magnitude of the current associated with the drift of resid¬ 
ual ions evidently depends upon the rate of production of ions 
and upon the rate at which ions are swept away, which depends 
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in turn upon the applied voltage. This current is sometimes 
called the dark current because it is not accompanied by appreci¬ 
able radiation. The relation between voltage and dark current 
under static conditions is shown graphically by the portion oab 
of the typical characteristic curve of Fig. 9-1. That the increase 
of voltage over the range ah causes no increase in the current 
indicates that residual ions are being swept out of the gas by the 
electric field at the same rate as they are being created. The dark 
current is usually of the order of a microampere. 

As the voltage is increased, a value is reached, as at 6, at 
which the current again begins to rise The increase of current 
above the saturation value maintained from a to 6 is the result 

of ionization of gas molecules by 
collision with electrons that have 
been accelerated by the applied 
electric field and of secondary 
emission from the cathode caused 
by positive-ion bombardment. If 
the electrode spacing is very close 
and the gas pressure low, the likeli¬ 
hood is small that an electron in 
moving from the cathode to the 
anode will strike and ionize a neu¬ 
tral gas molecule. The current can 
then be increased beyond h only by 
increase of* voltage and the characteristic is of the form 
shown by the dashed curve hm. With electrode spacing and 
gas pressure used in most glow-discharge tubes, on the other 
hand, an electron may make many ionizing collisions in moving 
from the cathode to the anode and the electrons released near 
the cathode as the result may in turn produce other ions in 
moving to the anode. The positive ions are drawn to the 
cathode, where they may liberate secondary electrons. The 
number of secondary electrons released for each initial electron 
that leaves the cathode increases with the applied voltage. 
Because each secondary electron can in itself cause further 
ionization, the* rate at which the current rises with voltage 
increases with voltage. A critical point is finally reached at 
which one secondary electron is released for each initial electron. 
Since each secondary electron will in turn cause, through ioniza- 



Fig. 9-1.—Current-voltage 
characteristic of a typical gas- 
filled cold-cathode diode. 
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tion, the release of still another secondary electron, the current 
continues to increase without further increase of voltage. In 
fact, as shown in Fig. 9-1, the voltage actually falls. The 
increase of current without increase of voltage is called hreakdovm, 
and the voltage at which it commences is called the breakdown 
voltage. The current that flows just prior to breakdown is 
called the threshold current. In Fig. 9-1, breakdown occurs 
at the point c. The breakdown voltage depends upon the 
cathode material, the tube and electrode structure, the kind or 
kinds of gas used, and upon the gas pressure. In many tubes 
it is also reduced by illumination of the cathode.^ Low break¬ 
down voltage is attained by treating the cathode with barium. 



Fig. 9-2.—Anode diagram of a glow-discharge tube. 

Appreciable ionization by collision does not take place until 
the electrode voltage greatly exceeds the ionization potential 
of the gas, and so the breakdown voltage in practical tubes is 
rarely less than 70 volts, and may range to hundreds of volts. 
The threshold current is of the order of 1 or 2 /xa. The behavior 
of the tube subsequent to breakdown is dependent to such a 
great extent upon the characteristics of the external circuit that 
it is difficult to determine with complete assurance the character¬ 
istics of the tube itself. Experiments appear to indicate, how¬ 
ever, that if the terminal voltage could be reduced rapidly 
enough by increase of circuit resistance or decrease of applied 
voltage, the voltage would change from do d without change in 
current. Normally, however, the applied voltage and the circuit 
resistance remain constant, and so the tube voltage falls only 
as the result of circuit IR drop. The current increases abruptly 

^ OscHWALD, U. A., and Tarrant, A. G., Proc. Phys. Soc, London^ 86, 241 
(1924);Rbich, H. J., J, Opt. Soc, Am., 17, 271 (1928). 
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and the tube voltage falls to values determined by the intersec¬ 
tion of the characteristic with a load line corresponding to the 
circuit resistance, as shown in Fig. 9-2 by point p. After break¬ 
down the current can be increased to values above p by increasing 
the applied voltage or by decreasing the circuit resistance; 
conversely, it can be reduced by decreasing the voltage or by 
increasing the resistance. If the current is reduced below the 
value at d, however, it falls abruptly to a value in the dark- 
current range. The voltage at d is, therefore, called the 
extinction voUage, The extinction voltage ranges from about 
60 volts to several hundred volts in practical tubes and is usually 
from 10 to 100 volts less than th^ breakdown voltage. 

Between d and /, the current increases with very little change 
in voltage. The current range covered by this portion of the 
characteristic depends upon the area of the cathode, and may 
extend to values of 50 ma or more. In order to indicate the 
difference in magnitude of the very small currents below c and 
the relatively large currents above d, a gap is shown in the curve. 
A value of current is reached, at /, beyond which a much larger 
increase of voltage is required to produce a given change in 
current. In the vicinity of g, however, the current is so high that 
if it is maintained for an appreciable time the cathode becomes 
hot enough to emit electrons. The thermionic emission reduces 
the voltage drop through the tube in a manner that will be 
explained (Sec. 9-11), causing further increase of current and 
greater emi^ion. The cumulative action may result in an abrupt 
decrease of potential to about the ionization potential of the gas, 
at point h, and, unless limited by circuit resistance, the current 
may rise to destructive values. In the region from b to g^ the 
discharge is characterized by comparatively low current density 
and high voltage drop and is called a glow. Beyond A, the dis¬ 
charge is characterized by high current density and low voltage 
drop and is called an arc. Actually, as will be explained in a 
later section, the fundamental distinction between an arc and a 
glow does not lie so much in the current density and electrode 
voltage, as in the fact that m an arc there exists at the cathode 
some copious source of electron emission other than secondary 
emission. 

If the circuit resistance is small, the current jumps directly 
from the threshold value at c to a high value at n. In some 
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tubes the current at n may be so high as to cause a very rapid 
rise in cathode temperature to a value suflBcient to cause therm¬ 
ionic emission. The time taken may be so short that break¬ 
down appears to be accompanied by the immediate formation 
of an arc. In other tubes, on the other hand, several seconds 
may elapse between breakdown and the formation of an arc. 

A characteristic obtained with steady voltages, of which the 
curve of Fig. 9-1 is a typical example, is called a static character¬ 
istic. The shape of such a characteristic depends upon the 
kind of gas; the gas pressure; electrode material, structure, and 
temperature; tube age; and initial cathode emission, which in 
turn varies with cathode illumination and with the strength of 
other ionizing agents in the gas, electrodes, or tube walls. Char¬ 
acteristics obtained with varying voltages and currents are called 
dynamic characteristics. Because of the time required for 
ionization to build up to an equilibrium value when the current 
is increased and for deionization to take place after the current 
is interrupted or decreased, the voltage corresponding to an 
instantaneous value of varying current depends not only upon 
that current and upon the factors just listed, but also upon the 
current that flowed at previous instants. It is evident that a 
particular glow-discharge tube has not a single current-voltage 
characteristic, but an infinite number of such characteristics, and 
that the breakdown and extinction voltages depend upon the 
manner in which the tube is used. For this reason, the pre¬ 
determination of the behavior of a glow tube in a given circuit 
is difficult, if not impossible. 

^9-2. Physical Aspects of the Glow Discharge. —Ionization 
following breakdown is accompanied by excitation of some of 
the gas molecules. In transitions to states of lower internal 
energy these molecules emit visible radiation in the form of a 
soft glow that gives the name to this type of discharge. The glow 
is made up of a number of distinct regions. The general form 
of a glow at gas pressures of the order of 1 mm or less of mercury* 
is shown in Fig. O-Sa.^ In the vicinity of the cathode is a 
relatively dark region, called the cathode dark space, or, in honor 
of two of the early workers in the field of glow discharge?: the 

11 atm « 760 mm Hg 

1 micron of Hg « 0.001 mm Hg 

*Slbpian, J., and Mason, R. C., Elec, Eng,^ 68, 511 (1934). 
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Crookes or Hitiorf dark space. The brightness of the cathode 
dark space increases toward the cathode, culminating sometimes 
in a luminous layer very close to the cathode, called the cathode 
glow. In hydrogen and the noble gases there is a much darker 
layer immediately adjacent to the cathode, usually not more 
than 1 mm in length, called the primary dark space. Toward 
the anode, the cathode dark space terminates quite sharply 



Fiq. 9-3.—(a) Appearance of the glow discharge between plane-parallel 
electrodes; (h) potential distribution in the glow discharge between plane- 
parallel electrodes. 

and distinctly in a luminous region called the negative glow. 
The brightness of the negative glow decreases to\y^ard the anqde, 
and the glow gradually merges into another relatively dark 
region, the Faraday dark space. Beyond the Faraday dark 
space is the positive column, a fairly luminous region which 
may contain striations and which extends to the anode. Some- 
timefe the surface of the anode is covered by a luminous layer 
called the anode glow. 

If the anode is moved toward the cathode while the tube is 
glowing, the various regions of the discharge remain fixed relative 
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to the cathode, and the positive column and the Faraday dark 
space in turn appear to move into the anode. If the current is 
maintained constant during this experiment, the voltage across 
the tube falls slowly. As the anode enters the negative glow, 
the voltage begins to rise rapidly with further movement of the 
anode until it equals the supply voltage and the tube goes out. 
If the electrode spacing is kept constant on the other hand, and 
the pressure is lowered, the cathode dark space increases in 
thickness, appearing to push awa^^ the negative glow, Faraday 
dark space, and positive column, which disappear into the anode 
in turn. As the cathode dark space expands, the outer boundary 
becomes less distinct. When the cathode dark space reaches the 
anode, the voltage must be raised in order to maintain the dis¬ 
charge. At extremely low pressures, at which the dark space 
fills the whole interelec.trode space, the walls of the tube fluoresce. 
This phenomenon is caused by the impact upon the walls of 
high-speed electrons (cathode rays), which have been acceler¬ 
ated throughout the interelectrode space without suffering loss 
of energy by collision with gas molecules. In most practical 
glow-discharge tubes, the pressure is in the range from 0.1 to 
50 microns. 

/.9-3. Potential Distribution in the Glow Discharge.—Experi¬ 
ments have shown that the potential distribution between 
cathode and anode is of the form shown in Fig. 9-35. The 
greatest part of the applied potential appears across the cathode 
dark space, a region in which positive space charge predominates. 
Preponderance of positive ions is caused by the fact that positive 
ions move toward the cathode, and electrons away. It is accentu¬ 
ated by the large mass and consequent low velocities of the 
positive ions. The fall in potential through the cathode dark 
space is called the cathode fall of 'potential, or cathode drop. 

The potential maximum in the negative glow is caused by 
positive-ion space charge, in a manner analogous to the produc¬ 
tion of a potential minimum by electrons near the surface of a 
thermionic emitter in vacuum. 

Measurements show that if there are nc^ striations the field 
in the positive column is small and practically constant, indi¬ 
cating that the electron and positive-ion densities are approxi¬ 
mately equal. The potential gradient (field) in the positive 
column must be great enough to supply the energy that is lost 
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through diffusion of ions to the walls. The ratio of the diffusion 
current to the anode current at constant current density increases 
with decrease of tube radius, and hence the gradient varies 
inversely with the tube radius. This is an important considera¬ 
tion in the design of small-diameter tubes of the type used in neon 
signs. The gradient also decreases with increase of current and 
with decrease of pressure. 

Adjacent to the anode there is usually a jump in potential, 
which may be either positive or negative, depending upon 
whether the current is high or low and the electrode area small or 
large. At some value of anode current the anode drop is zero 
for an electrode of given area. 

9-4. Normal and Abnormal Glow.—When the glow current 
is limited to a sufficiently low value by Ineans of external resist¬ 
ance, the discharge covers only a portion of the cathode. An 
increase of current causes the discharge to spread over a greater 
portion of the cathode, the current density, cathode drop, and 
the thickness of the cathode dark space remaining constant. 
When the cathode is not completely covered by the glow, the dis¬ 
charge is said to be normal and the current density, cathode 
drop, and dark-space thickness are designated by the same 
terms. The normal cathode drop is a function of the gas used 
and the material of which the cathode is made, and is inde¬ 
pendent of gas pressure. It is small in the noble gases and is 
usually smaller in gas mixtures than in pure gases. It decreases 
with decrease of electron affinity of the cathode material. The 
normal cathode drop usually exceeds 100 volts and may be as 
high as 400 volts or more but by proper choice of gases and 
cathode material may be made as low as 37 volts. ^ The ‘‘nor- 
mar^ current density (current per unit area of the cathode 
covered by glow) and the thickness of the dark space depend not 
only upon the gas and the cathode material but also upon the gas 
pressure. 

When the whole surface of the cathode is covered by glow, the 
cathode drop and the current density increase with increase of 
current, and the thickness of the cathode dark space decreases. ^ 

^Slbpian^ and Mason, loc. cit.; Thomson, J. J., and Thomson, G. P., 
‘‘Conduction of Electricity through Gases,” Vol. II, pp. 231-232, Cambridge 
University Press, London, 1928. 

*If one makes the assumption that the current through the dark space 
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The discharge is then said to be abnormal. The terms normal 
and abnormal are, unfortunately, misleading, inasmuch as the 
abnormal type of discharge is fully as common as the normal, 
both in experimental and in practical tubes. To avoid possible 
ambiguity, quotation marks will be placed about these terms 
when they are used to differentiate between the two types of 
discharge. In Fig. 9-1 the “normal” range of current extends 
from d to/; the “abnormal” range from/ to g. 

9-6. Applications of Glow Tubes.—Applications of glow- 
discharge tubes include the production of light, voltage stabiliza¬ 
tion, generation of nonsinusoidal voltages, control of current 
or power, rectification, protection of apparatus or circuits, and 



amplification. For most of these applications special types of 
tubes have been developed. 

Glow tubes are unquestionably used most extensively in 
the form of the familiar neon sign, in which the light is emitted 
from an extended positive column. Various colors are obtained 
by the use of different gases and of fluorescent glass tubing. 
Although principles discussed in the foregoing sections are 
applicable to such tubes, the particular requirements of this field 
make it a specialty best discussed in books devoted to the sub¬ 
ject.^ Because of the limited use of glow tubes in rectification, 
amplification, and apparatus protection, no further space will 
be devoted to these applications. Figure 9-4 shows symbols 
that will bo used for glow-discharge tubes. Symbol (a) repre¬ 
sents a two-element tube in which the electrodes are of equal 
area, symbol (b) one in which the area of one electrode exceeds 


is limited by space charge, then a derivation similar to that which gives 
Child’s law (see Sec. 2-10) shows that the dark space should decrease in 
thickness as the current density increases. 

^ See, for instance, S. C. Miller and D. G. Fink, “Neon Signs,” McGraw- 
Hill Book Company, Inc., New York, 1931. 
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that of the other, and (c) a grid-controlled glow tube. In such 
a tube the larger electrode ordinarily serves as cathode. The 
shading indicates that the tube contains gas or vapor in sufficient 
quantity to allow the formation of a glow or an arc. The 
electrode structure of glow tubes is determined by such factors 
as the desired values of current capa(;ity, breakdown voltage, 
and light-emitting area. 

9-6. The Glow-discharge Tube as a Voltage Stabilizer.— 

^ Because a large increase of current in the 

^^normar^ range is accompanied by only a 
small increase of tube voltage, a glow tube may 
be used as a simple voltage stabilizer. The 
circuit is that of Fig. 9-5. The resistance R is 
high enough to limit the tube current to the 
“normaF^ range when the load current is zero. 
Load current increases the voltage drop in the 
resistance and so reduces the tube voltage. A 
small reduction of tube voltage in the ^^normaL^ 
current range, however, results in a compara- 
decreas(! in tube current, which decreases the 
variations of load current therefore cause 





Loo/of\ 


Fig. 9-5.—Cir- 
c\iit diagram of a 
glow-tube voltage 
regulator. 


tively large 
IR drop. Small 
compensating variations of tube current, the voltage across the 
tube remaining essentially constant. A tube designed for this 
purpose should have large cathode area in order to give a large 
range of ‘‘normaL^ current. The 874 neon or argon-filled tube, 
which has a “normal” voltage of ap¬ 
proximately 'QO volts, an ignition voltage 
of approximately 120 volts, and a maxi¬ 
mum current rating of 50 ma, was designed 
for this service.^ 

9-7. The Glow-tube Relaxation Oscil¬ 
lator.—A useful application of the glow- 
discharge tube is made in the glow-tube relaxation oscillator, 
the simplest circuit of which is shown in Fig. 9-6. A 
glow tube, shunted by a condenser C, is connected to a d-c 
supply through a high resistance R (usually not less than 1 meg¬ 
ohm). When the circuit is first closed, the condenser charges 



Fig. 9-6.—Basic cir¬ 
cuit of the glow-tube 
relaxation oscillator. 


^ The current-limiting resistors mounted in the bases of some types of 
small glow tubes must be removed if the tubes are to be used as voltage 
Jtabilizers. 
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through the high resistance. The condenser voltage rises 
exponentially, as indicated by the relation 

V = E^{\ - (9-1) 

The curve of condenser voltage is shown in Fig. 9-7. When 
the condenser voltage becomes equal to tlu^ firing (breakdown) 
voltage F/ of the tube, the tube breaks down, and the condenser 
discharges through the tube. Since negligible resistance is 
ordinarily used between the condenser and the tube, the initial 
discharge current approximates the 
relatively high value corresponding to 
point n of the characteristics of Fig. 9-1. 

The condenser discharges very quickly 
to a voltage equal to the extinction 
potential Ve, at which the tube goes 
out and the condenser commences 
recharging. The condenser voltage 
varies periodically betwe('n the volt¬ 
ages Ve. and Vf at a frequency deter¬ 
mined by these voltages and by the 
circuit constants. 

The time of discharge is so short that the frequency of oscil¬ 
lation depends almost entirely upon the time taken to charge 
the condenser from the extinction potential to the breakdown 
potential. The frequency decreases with increase of the differ¬ 
ence between the breakdown and extinction voltages, of the 
capacitance of the condenser, and of the resistance. It increases 
with increase of applied voltage.^ It is not possible to predict 
exact values of frequency from known circuit constants because 
the breakdown and extinction voltages are themselves compli¬ 
cated functions of the frequency, the tube temperature, illumina¬ 
tion of the electrodes, and the magnitude of the discharge 
current. 

Frequencies as low as 1 cycle in 15 min may be readily obtained. 
The chief difficulty encountered in obtaining such a low fre¬ 
quency results from the increase of condenser leakage with 

^ Righi, a., Rend, accad. Bolognay 6 , 188 (1902); Pearson, S. O., and 
Anson, H. 8., Proc. Phys. Soc. Londony 34, 175, 204 (1922). For bibliog¬ 
raphy, see F. Bedell and H. J. Reich, J. A?r. Inst. Elec. Eng.^ 46, 563 
(1927). 



Fl^i. 9-7.—Variation of ron- 
deiiB^r voltage in the glow- 
tube relaxation oscillator of 
Mg. 9-0. 
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condenser capacitance. The upper frequency limit, which 
usually does not exceed 10,000 cycles, is attained without the 
use of a condenser, the electrodes and leads furnishing the 
required capacitance. The upper frequency limit results because 
there is a lower limit to the resistance, below which the tube 
glows permanently. Some change in oscillation frequency with 
illumination of the cathode is sometimes noted. ^ 

Like other types of relaxation oscillators, discussed in Chap. 8, 
the glow-tube oscillator can be locked 
into step with a frequency equal, or 
very nearly equal, to the oscillator fre- 
^ quency or' a multiple or submultiple of 
that frequency. The control voltage is 
best introduced through a transformer 
in series with the terminal of the tube 

JUJ. »-o.-vjriuw-Luuc i)8- 

ciliator stabilized by con- that does not connect to the resistance, 
trol voltage. shown ill Fig. 9-8. 

The wave form of the condenser voltage is shown by Fig. 9-7. 
The wave shape is virtually that of a right triangle, except that 
the hypotenuse is curved because of the exponential rise of 
voltage. For given ignition and extinction voltages the curva¬ 
ture decreases with increase of battery voltage, and may be made 
very small. A true saw-tooth wave of voltage in which the 
hypotenuse of the triangle is straight is obtained if the charging 
current is maintained constant, so that the condenser charge 
and voltage mcrease linearly with time. Under the assumption 
of instantaneous condenser discharge, the oscillation frequency 
is then 



^ avf - F.) 


(9-2) 


in which I is the constant charging current in amperes, C is the 
condenser capacitance in farads, and V/ and Ve are the firing 
and extinction voltages. Since these voltages are complicated 
functions of the frequency of oscillation (Sec. 9-1), Eq. (9-2) 
cannot be used in the exact predetermination of frequency. It 
is of valile only in indicating the manner in which the various 
factors affect the frequency. 

^ OscHWALD, U. A., and Tabrant, A. G., Proc, Phys. Soc, London^ 36, 
241 (1924); Reich, H. J., Op<. Soc. Am., 17,- 271 (1928). 
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The best method of obtaining nearly constant charging current 
is by the use of a voltage pentode, as shown in Fig. 9-9, in place 
of the resistance R of Fig. 9-6. 

At the very small currents 
(microamperes) required for charg¬ 
ing the condenser, the plate cur¬ 
rent of a pentode is practically 
independent of plate voltage over 
a large range of voltage. An ad¬ 
ditional advantage of the pentode 
the ease with which the plate 



IS 


Fig. 9-9. —Circuit of a glow-tube 
oscillator in which the condenser 
voltage rises linearly with time. 


current, and hence the frequency, 
can be controlled by means of the grid and screen voltages. 

9-8. Applications of the Glow-tube Oscillator.—The glow-tube 
oscillator can serve as a convenient generator of audio-fre- 


6SJ7 6J5 



“■ + 

Fia. 9-10.—Glow-tube oscillator and direct-coupled amplifier. 


quency voltage for applications in which high harmonic content is 
desirable, or at least not objectionable.^ Since resistance across 

the tube changes the frequency, dis¬ 
torts the wave form, and may even 
stop oscillation, the oscillator must 
be followed by a capacitance-coupled 
or, preferably, direct-coupled ampli¬ 
fier if it is necessary to vary the out¬ 
put voltage or if current or power 
output is required. A typical circuit 
is shown in Fig. 9-10. 

9-9. Grid Control of Glow Dis¬ 
charge.—The voltage at which breakdown occurs can be 
controlled by means of a grid placed between the cathode 

* Kock, W. E., Electronics^ March, 1935, p. 92. 


Coifhode Anode 



Fig. 9-11. —Basic form of 
grid-controlled glow-discharge 
tube. 
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and the anode, as illustrated in principle by the sketch of 
Fig. 9-11. This tube is assumed to be of such construction 
that the entire cathode surface is shielded from the anode 
by the grid before breakdown. The grid is so close to the 
anode that the grid-anode breakdown potential greatly exceeds 
the grid-cathode breakdown potential, and the grid-anode 
discharge, if it does form, is of the stable type corresponding to 
the dotted curve hm of Fig. 9-1. 

^ In the use of a grid-controlled glow-discharge tube the anode 
supply voltage Ebb exceeds the cathode-anode breakdown poten¬ 
tial. If the grid voltage Ec is zero, no discharge can take place 
between grid and cathode. The anode is positive with respect 
to the grid by the entire supply voltage Ebb, but breakdown 
between anode and grid is prevented b y their close spacing . 
Breakdown does not occur between anode and cathode because 
the field of the anode terminates on the grid, rather than on the 
cathode. If the grid voltage Ec is gradually raised, breakdown 
occurs between grid and cathode when the grid voltage equals 
the grid-cathode breakdown potential. If the anode is suffi¬ 
ciently more positive than the grid, the discharge at once transfers 
to the anode. The anode voltage at which the transfer occurs 
decreases with increase of grid-cathode current. Resistance in 
the cathode lead limits the grid and anode currents to their rated 

^values. 

After breal^down the grid has no further control over the 
discharge. If the grid is made negative with respect to the 
region of the discharge in which it is situated, then positive 
ions are drawn toward the grid wires, and electrons are repelled 
from them. In the immediate vicinity of the grid wires, there¬ 
fore, positive-ion space charge predominates. The resulting 
positive-ion sheath^ illustrated in Fig. 9-12, builds up to such a 
thickness that at its outer boundary the negative field caused by 
the voltage applied to the grid is just balanced by the positive 
field from the sheath.^ Beyond the boundary of the sheath, in 

1 Langmuir, I., Scienccy 68, 290 (1923); Langmuir, I., and Moi’t-Smith, 
H. M., 3n.y*Gen. Elec, Rev.y 27, 449, 538, 616, 762, 810 (1924); Tonks, L., 
Mott-Smith, H. M., Jr., and Langmuir, I., Phys. Rev., 28, 104 (1926); 
Mott-Smith, H. M., Jr., and Langmuir, I., Phys. Rev., 28, 727 (1926); 
Tonks, L., and Langmuir, I., Phys. Rev., 34, 876 (1929); Langmuir, L, 
Phys. Rev., 38, 964 (1928). 
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the main part of the discharge, the discharge is completely 
shielded from the grid by the sheath, so that electrons and positive 
ions are not influenced by the grid. If the grid is positive with 
respect to the discharge in its vicinity, then electrons are drawn 
toward the grid and positive ions are repelled from it. An elec¬ 
tron sheath forms of sufficient thickness to shield the main body 
of the discharge from the positive grid. Although the space 
charge within a sheath is constant for any value of grid voltage 
and anode current, the charges that constitute the sheath move 
in response to the field produced by the impressed grid voltage. 
Current, therefore, flows to the 
grid. 

If the spacing between the grid 
wires can be made sufficicmtly 
small so that the sheaths surround¬ 
ing adjacent wires overlap, then 
the anode will be comph'tely 
shielded from the cathode l)y the 
sheath, and the discharge will stop. ^ 

Unfortunately, however, the thick¬ 
ness of th(‘ sheath, like that of the 
cathode dark space, decreases with increase of density of the 
anode current. At values of anode current density that are high 
enough to be of practical value, the sheath thickness is usually too 
small to make complete grid control possible. The only external 
effect of variation of grid voltage after the tube has broken down 
is change in the grid current. Because electrons are more 
readily accelerated than the more massive positive ions, the 
electron grid current that flows when a positive voltage is applied 
to the grid is considerably greater than the positive-ion current 
that flows, when an equal negative voltage is applied. Since 
a grid-controlled glow-discharge tube has some of the character¬ 
istics of the high-vacuum trigger circuits discussed in Chap. 6, it 
is classified as a trigger tube. 

The grid also prevents the tube from breaking down if it is 
unconnected, or “ floats.If electrons and positive ions are in 
temperature equilibrium, the electrons have a much higher aver¬ 
age velocity than the more massive positive ions. When an 


Cafhoefe Anode 



sheotfh 

Fig. 9-12.—Formation of a posi¬ 
tive-ion sheath around a negative 
grid in an ionized gas. 


^ LtJBCKB, E., Z. iech. Phyaikf 8, 445 (1927). 
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insulated electrode is immersed in an ionized gas, therefore, 
many more electrons than positive ions strike it per second. 
The positive ions recombine with electrons at the surface, but the 
excess electrons, which cannot leak off the insulated electrode, 
charge it negatively. In vacuum, or if the electrode were 
struck by equal numbers of electrons and positive ions, it would 
assume a potential equal to the space potential at that point, 
which is intermediate between the potentials of the cathode and 
the anode. The negative charge acquired by the electrode 
lowers its voltage relative to the space until the negative field 
which it produces attracts additional positive ions and repels 
electrons in such numbers that as many positive ions as electrons 
strike the electrode per second If thje grid of the tube of 
Fig. 9-11 is left unconnected and the gas is ionized, the grid 
assumes a potential that may be only 
- slightly positive with respect to the cath¬ 
ode. The small dark current, which must 

H —flow between anode and cathode before 

^ breakdown can occur, results in sufficient 

p Load 

I > i onization to charge the grid in this manner 

ri and thus prevent breakdown. When this 

Fig. 9-13.—Circuit for charge is allowed to leak off the grid so 
grid-controiled glow tube. ... ,, , ,, ... ., .• x 

rapidly that the resulting grid current is at 
least equal to the threshold grid-cathode current, then grid-to- 
cathode breakdown takes place, and the current may transfer 
to the anode tif the anode voltage is somewhat higher than the 
grid voltage after breakdown. One of the simpler methods of 
causing breakdown is to touch a conductor connected to the grid 
or suddenly to bring a large conductor close to a metal surface 
connected to the grid. 

Figure 9-13 shows a modification of the basic circuit of Fig. 
9-11. Dark current that flows through the high grid-circuit 
resistance prior to breakdown reduces the grid voltage to a 
value less than the breakdown value. Decrease of the resistance 
raises the grid voltage. Anode-cathode breakdown does not 
necessarily occur when the grid voltage equals the breakdown 
value, but when the grid current that flows subsequent to 
grid-cathode breakdown becomes large enough to allow transfer 
of the discharge from the grid to the anode at the prevailing 
anode voltage. The condenser ensures transfer by providing a 
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large surge of grid current when grid-cathode breakdown occurs. 
A phototube may be used in place of the grid resistor in the 
circuit of Fig. 9-13 or in place of the left-hand portion of the 
voltage divider P in the circuit of Fig. 9-11. 

When direct voltages are used, the anode current of a grid- 
controlled glow tube can be stopped only by reducing the anode 
voltage below the extinction value, or by opening the anode 
circuit completely. For the grid to regain control, the grid 
voltage must also be reduced below the extinction value at 
least momentarily, and kept below the breakdown value until 
breakdown is again desired. If one main electrode is very much 
smaller than the other, then appreciable anode current can flow 
only when the large electrode is used as 
the cathode, and rectification will result 
when alternating supply voltage is used. 

The grid then regains control at the end 
of each conducting half cycle, and the shield- 
rectified current can be interrupted by 
means of the grid voltage. A practical 
tube constructed in this manner, the 
grid-glow tube, is illustrated in Fig. 9-14.^ 

The use of a small anode in the grid- 
glow tube not only results in rectifi- Fig. 9-14.— Electrode 
cation, but also accentuates the negative gnd-giow 

charging of the grid when it is free. 

During the flow of dark current between anode and cathode 
before breakdown occurs, the large number of electrons formed 
in the large volume outside of the grid are drawn toward the 
anode, and many of these strike the grid. The only positive 
ions that can strike the grid, on the other hand, are the relatively 
few formed in the small volume of gas between the grid and the 
anode. Thus the number of electrons that strike the grid 
exceeds the number of positive ions both because of the greater 
speed of the electrons and because the grid is placed at a point 
where large numbers of electrons are converging. Thus the 
grid is always only slightly positive relative to the cathode when 
the grid is free, and grid-to-cathode breakdown cannot occur. 

‘ Knowles, D. D., Elec. 27, 232 (1930); Knowles, D. D., and Sashoff, 
S. P., Elecironicet July, 1930, p. 183. 
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The close spacing of the grid and anode prevents grid-to-anode 
breakdown. 

9-10. Starter-anode Glow Tubes. —A different method of 
controlling anode-cathode breakdown is used in the OA4 ^‘gas 
triode.^^ This tube uses a starter anode in place of a grid.^ 
The tube is designed so that breakdown does not occur directly 
between the main anode and the cathode unless the anode voltage 
is at least 225 volts. Breakdown occurs between the starter 
anode and the cathode, on the other hand, when the starter 
anode voltage is 90 volts or less. Starter-anode breakdown is 
followed by breakdown to the main anode if the starter-anode 
current and main-anode voltage 'are sufficiently great. The 
required value of starter-anode current increases from zero to 
approximately 250 ma with decrease of main-anode voltage 
from its breakdown value to a value equal to the starter-anode 
breakdown voltage. Since the main anode is very small 
in comparison with the cathode, the tube rectifies and may 
be used on alternating supply voltage. The tube can caiTy 
25 ma continuously, which is ample for the operation of relays. 
Because of the very small current required in the starter-anode 
circuit, the tube may be controlled by voltages in tuned radio- 
frequency circuits.^ It has other applications as a control device. 

Advantage of Glow Tubes. —The principal advantage of glow 
tubes over high-vacuum thermionic tubes and hot-cathode arc- 
discharge tubes is that no source of cathode heating power is 
required. In' the control of power and of large currents, how¬ 
ever, the lower voltage drop and higher current capacity of arc 
tubes make them superior to glow tubes. 

9-11. Arc Discharges. —So far in this chapter the discussion 
has related to glow discharges, which are characterized by com¬ 
paratively small currents and by voltages considerably greater 
than the ionization potentials of the gases. The high voltage 
drop in the glow discharge is accounted for mainly by the fall in 
potential across the cathode dark space. The high cathode 
drop is necessary in order to maintain the current flow, for in 
this regiq;! the positive ions are given the requisite energy to 
eject electrons from the cathode by bombardment. The increase 
of cathode drop with current in the abnormal'^ range of current 

^ Bahls, W. E., and Thomas, C. H., Electronics, May, 1938, p. 14; 
Inqbam, S. B., Trans. A.I.E.E., 58, 342 (t939). 
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may be explained by the greater energy required to eject the 
additional electrons involved in the increase of current. 

That this explanation of the cathode drop in potential is valid 
appears to be proved by the use of a cathode which can be heated 
to a temperature high enough to cause thermionic emission. 
It is found that, when the cathode is heated, the voltage drop 
across the discharge falls. If the thermionic emission is sufficient 
to supply all of the electrons required to carry the anode current, 
the potential across the tube drops to a value that is usually 
approximately- equal to the ionization potential of the gas or 
vapor. 

Discharges in which current density is high and the voltage 
drop is of the order of the ionization potential are commonly 
called arcs. As stated in Sec. 9-1, distinction between glows and 
arcs on the basis of voltage drop and current density is not a 
fundamental one. The essential distinction lies in the copious 
emission of electrons at the cathode of an arc by some process 
other than positive-ion bombardment. Possible emission proc¬ 
esses iiKilude thermionic emission or emission resulting from the 
intense electric field caused by positive-ion space charge at the 
cathode. Glow currents are normally limited to low densities 
because of heating of the cathode and subsequent change to an 
arc when the density is high. Iligh-current-density glows may 
be maintained for time intervals that an', too short to allow the 
cathode to heat to the temperature required for emission (as 
in the discharge of a large condenser through a glow tube). 
Likewise, low-current-density arcs may be maintained if the 
cathode is heated by external means. 

The transformation of a glow into an arc does not afford 
a satisfactory method of forming an arc in cold-cathode tubes 
with ordinary solid metallic cathodes because the resulting high 
temperature usually destroys the cathode. By the use of a 
special cathode made in the form of a cup containing a cesium 
compound, enough emission can be obtained at low cathode 
temperature to allow an arc to be maintained without damage to 
the cathode (see Sec. 9-42).^ Although the peak current that 
can be handled by such a cathode may be of the order of several 
hundred amperes, the average current is usually a fraction of an 


' Gbrmeshausen, K. J., and Edgerton, H. E., Elec. Eng.^ 56, 790 (1936). 
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ampere. More commonly used is the mercury pool type of cold- 
cathode arc, in which electron emission from the cathode is 
probably obtained because of high positive-ion space-charge 
field at the surface of the mercury cathode. In mercury pool 
tubes, the arc is started by making and breaking contact between 
the anode and the mercury cathode, or between an auxiliary 
anode and the cathode. After the tube fires, discharge takes 
place between the anode and a luminous area on the mercury 
surface, called the cathode spot, which furnishes electrons for 
the discharge. The area of the cathode spot is very small, 
and the current density^ at the spot is of the order of 1000 to 
5000 amp/^ cm. Because of positive-ion bombardment, the 
surface of the mercury is depressed in the vicinity of the cathode 
spot. The tendency of the spot to climb the sides of the depres¬ 
sion, and consequent displacement of the depression, causes the 
spot to skim over the surface unless means are provided to fix 
its position. 2 Very large currents can be carried by mercury 
pool tubes. A third type of practical arc-discharge tube is 
that in which copious electron emission is obtained by the use 
of a cathode of high emission efficiency, heated by a separate 
electrical source. 

9-12. Arcs with Separately Heated Cathodes. —Usually, 
practically the entire voltage impressed between the electrodes 
of an arc is accounted for by the cathode drop, which is approxi¬ 
mately equal to the ionization potential. The low cathode drop 
that distinguishes an arc from a glow is maintained only as long 
as an emission current equal to the anode current is obtained 
without the need of a higher drop. When the arc current in a 
tube with separately heated cathode exceeds the thermionic 
current from the cathode, a positive-ion space charge develops 
near the cathode that raises the cathode drop sufficiently to 
supply the required additional electrons by positive-ion bombard¬ 
ment. Although the secondary emission from the cathode or 
the increased thermionic emission resulting from the rise in 
cathode temperature may not be harmful to the cathode, oxide- 
coated cathodes disintegrate under positive-ion bombardment 

^ There appears to be evidence that, when the current is large, it may 
divide among a large number of spots, each of which carries from 6 to 15 
amp. See H. W. Lord, Electronics, May, 1936, p. 11. 

* Wagnbb, C. F., and Ludwig, L. R., Elec. Eng., 58, 1384 (1934). 
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when the ion velocity exceeds a critical value. The value of 
the disintegration voltage above which the positive-ion velocity 
becomes so high as to deactivate or destroy coated cathodes 
lies between 20 and 25 volts for the inert gases and mercury 
vapor. ^ The ionization potentials of some of the noble gases 
and of mercury vapor are sufficiently lower than the disintegra¬ 
tion voltage to make it possible to design hot-cathode arc- 
discharge tubes in which the cathode does not disintegrate if 
the average anode current is kept below the value corresponding 
to the electron'emission from the cathode. Such tubes will pass 
currents considerably in excess of the emission current for periods 
of time that are too short to allow much rise in temperature of 
the cathode. 

In tubes with separately heated cathodes the arc voltage is 
usually nearly independent of current in the working range of 
current. For this reason the current is determined practically 
entirely by the applied voltage and the circuit impedance, which 
must always be chosen so that the average current does not 
exceed the emission current. 

Hot-cathode arc diodes (rectifiers) are of two types: high- 
pressure, which carries the trade name tungar or rectigon; and 
low-pressure, designated by the trade name 'phanatron. Grid- 
controlled hot-cathode arc tubes are known as thyratrons. This 
was originally also a trade name but has now been released for 
general use. 

9-13. Tungar Rectifier. —The first type of hot-cathode arc 
rectifier to be developed was the tungar.^ One of the principal 
functions of the argon gas or mercury vapor used in this tube is to 
protect the oxide-coated cathode against evaporation of the 
barium so that the cathode can be operated at high temperature 
and hence high emission efficiency. To accomplish this the pres¬ 
sure of the gas or mercury vapor must be about 1 mm. Glow 
breakdown voltage at this relatively high pressure is so low that 
the tubes cannot be used at high voltage, and satisfactory grid 
control cannot be attained. The principal application of tungar 
rectifiers has been in battery charging. 

1 Hull, A. W., Trans, Am, Inst, Elec, Eng,, 47, 753 (1928); Gen. Elec, 
Rev., 32, 213 (1929). 

* Hull, A. W., Trans. Am. Inst. Elec, Eng., 47, 753 (1928). 
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9-14. Cathode Structure of Low-pressure Hot-cathode Arc 
Tubes. ^—At low gas or vapor pressures, such as must be used 
in grid-controlled arc tubes and high-voltage arc rectifiers; the 
gas does not exert a protective action upon the cathode. Since 
the cathode cannot be operated at high temperature, as in the 
tungar, high cathode efficiency must be attained by the use 
of special cathodes that have low heat loss. This is made 
possible by the characteristics of the arc discharge. In high- 
vacuum tubes the electrons that leave the cathode must follow 
the electric field, and any emitting surface to be of value must be 
placed so that some lines of force from the anode will terminate 
upon it. In the arc tube, on the other hand, as soon as the tube 
fires, the whole tube is filled with large, and practically equal, 
numbers of positive ions and electrons. The flow .of current 
consists of a relatively slow drift of electrons toward the anode 
and of positive ions toward the cathode. p]lectrons in the 
immediate vicinity of the anode are drawn toward it, leaving 
excess positive charge behind them which immediately causes 
the advance of other electrons that are nearer the cathode. 
At the cathode, electrons that drift away are replaced by those 
emitted from the cathode. This drift is superimposed upon the 
high random velocity due to the temperature of the gas and need 
not take place along the initial field from cathode to anode. In 
effect, the presence of the ionized gas enables the electrons to 
move in curved paths which do not coincide with the field, so 
that portions of the cathode surface that are not subject to the 
initial field set up by the anode voltage are effective in supplying 
electrons as soon as the tube is allowed to break down. Hence 
cathodes may be made up in forms that greatly reduce the loss 
of heat. 

High emission efficiency is attained at the expense of rapid 
heating, since the greater heat capacity and reduced heating 
energy increase the time taken to establish thermal equilibrium. 
In practice a compromise must be made between high efficiency 

1 Hull, toe, ciL; Hull, A. W., Gen, Elec. Rev., 32, 213 (1929). Hull, A. 
W., and Langmuir, I., Proc. Nat. Acad. Set., 16, 218 (1929). Hull, A. W., 
Physics, 2, 409 (1932), 4, 66 (1933). Lowry, E. F., Electronics, October, 
1933, p. 280; December, 1935, p. 26; EUc. J., April, 1936, p. 187. Knowles, 
D. D., Lowry, E. F., and Gessford, R. K., Electronics, November, 1936, 
p. 27. 
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and short heating time. In small arc tubes the heating time of 
indirectly heated high-efficiency cathodes usually ranges from 
1 to 5 min. 

In Fig. 9-15a is shown the type of filamentary cathode orig¬ 
inally used in the FG-27 thyratron. Heat that is radiated 




by any of the inner turns of the spiral filament is absorbed by 
adjacent turns. Radiation from the outer surface is reduced 
by the bright nickel cap which surrounds the filament. Heat 
loss may also be reduced by crimping the ribbon, as in the 
filament of Fig. 9-155, or by folding it, as in the filament of 
Fig. 9-15c.^ Figure 9-16a shows the construction of the indirectly 

* Lowry, loc . cii . 
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heated cathode used in the FG-67 and other types of thyratrons. 
Heat loss is greatly reduced by reflection from the outer con¬ 
centric cylinders. The active coating covers the outside of the 
inner cylinder which surrounds the heater, the inner surface of 
the first outer cylinder, and the connecting vanes. Figures 9-165 
and 9-16c show two cathodes that combine direct and indirect 
heating. ^ The oxide coating is on the surfaces of the heaters and 
the inside of the inner cylinder. The cathode of Fig. 9-15a has 
an average emission current rating of 2^ amp at a power con¬ 
sumption of 35 watts, that of Fig. 9-15c a peak current rating of 
65 amp at 200 watts, and that of Fig. 9-16a an average emission 
current rating of 2^ amp at 22^ watts. 

The difference in potential between the ends of the filament or 
heater of a grid-controlled hot-cathode arc tube must be less 
than the ionization potential of the gas or vapor. Otherwise 
discharge takes place and produces a continuous supply of ions 
that prevent the grid from controlling the anode current. In 
filamentary cathodes the crest potential drop through th(^ filament 
must be less than the difference between the ionization and 
disintegration potentials. If the filament voltage is higher 
than this, the anode potential relative to the negative end 
of the filament exceeds the disintegration potential when the 
anode voltage relative to the positive end is equal to the ioniza¬ 
tion potential. Special care must be taken in preventing 
discharge between the ends of 110-volt heaters. Five-volt 
cathode heaters or filaments are usually used. 

9-16. Choice of Gas or Vapor.—Either mercury vapor or the 
inert gases may be used in hot-cathode arc-discharge tubes but 
mercury vapor is used in most types. The inert gases have the 
advantage of not being greatly affected by changes of tempera¬ 
ture. Because the vapor pressure of mercury is dependent 
upon the temperature, mercury vapor tubes are very susceptible 
to small changes of tube temperature such as may result from 
air currents or changes of cathode temperature. The disad¬ 
vantages of the rare gases are their higher ionization potentials, 
which result in higher tube drop than with mercury; their very 
much lower ignition voltages, which greatly reduce the maximum 
alternating voltage that can be applied to the anode without 
breakdown in the reverse direction and without loss of control 
by the grid; and their likelihood of being “cleaned up’’ as the 

* Lowby, loc . ciu 
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result of absorption by the walls and electrodes. The tube 
drop under load is about 10 or 11 volts in mercury vapor tubes 
and about 16 volts in argon tubes. Only a small quantity of 
mercury, usually not more than a few drops, is sufficient to 
supply ample vapor. The vapor pressure is controlled by the 
temperature of the tube, and usually lies in the range from 1 to 
50 microns. In this range of vapor pressure, any glow that 
may form when the cathode is cold, or when the anode is nega¬ 
tive, is of the stable type, illustrated by the dotted characteristic 
hm of Fig. 9*^1. Such a stable glow is followed only rarely 
by arc breakdown. 

9-16. Grid Control of Arcs. —The most commonly used method 
of controlling the firing of hot-cathode arc tubes is by means 
of a grid. The grid acts primarily as a shield between the anode 
and the cathode, preventing electrons emitted by the cathode 
from moving into the accelerating field between the grid and 
the anode. Inasmuch as only a few electrons in the grid- 
anode space are enough to start the discharge, the effectiveness 
of the grid depends upon how completely the grid shields the 
cathode. Hence, the largest hole in the grid structure is the 
determining factor, rather than the average mesh as in high- 
vacuum tubes. By proper design of electrode shape and spacing, 
the grid may be made to shield the cathode so completely that a 
positive grid voltage is required to start the arc. The perform¬ 
ance of a grid-controlled arc tube as a control device is specified 
by its grid-control chai'octeristics. These are. curves of anode 
voltage vs. critical grid voltage below which the tube fires. 
Grid-control characteristics for several types of thyratrons are 
shown in Figs. 9-19, 9-21, 9-23, and 9-25. 

The critical grid voltage depends not only upon the electrode 
structure and the anode voltage, but also upon the pressure, 
which, in mercury vapor tubes, is a function of the temperature 
of the condensed mercury. The vapor pressure not only affects 
the critical grid voltage directly, but at high temperature the grid- 
anode glow breakdown potential may be so low that a glow may 
form between the grid and the anode at relatively low anode 
voltage, and the grid thus lose control. At low temperature, on 
the other hand, the vapor density may be too low to make pos¬ 
sible sufficient ionization for the neutralization of negative space 
charge near the cathode. The voltage therefore cannot fall to 
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the low value that is charaeteristie of an arc, and the current is 
limited by space charge. 

Experiments have shown that the time required for complete 
breakdown of grid-controlled arc tubes is of the order of a few 
microseconds.^ No study appears to have been made of the 
mechanism of breakdown. The following is a possible theory. 
Electrons that pass beyond the grid are accelerated by the field 
between the grid and the plate and cause ionization in the grid- 
anode region, the resulting positive ions being drawn to the 
grid. Because the positive ions are greater in number than the 
initial electrons that pass through the grid, a positive-ion sheath 
is formed adjacent to the grid. As the gri^ is made less negative, 
or more positive, more initial electrons enter the grid-anode 
space, and the ionization increases. The resulting increase of 
charge density in the sheath strengthens the field in th(^ vicinity 
of the grid. At some critical grid voltage the field strength 
becomes great enough to cause glow breakdown. This is immedi¬ 
ately followed by arc breakdown to the cathode. In negative- 
grid tubes another possible factor in the breakdown process is the 
shielding of the grid by positive-ion space charge, which causes 
the grid to become ineffective in holding back electrons from the 
cathode. Transfer of the discharge from the grid to the? cathode 
is probably caused by the high voltage drop through the dark 
space that forms at the grid when glow breakdown occurs, the 
number of electrons from the cathode that pass beyond the grid 
being insufficient to neutralize the positive-ion space charge. In 
positive-grid tubes the transfer is favored by the greater voltage 
that exists between the cathode and the anode than between the 
grid and the anode. In some tubes the critical grid voltage at 
low anode voltage may be so positive that the initial breakdown 
is between grid and cathode. In order that the discharge may 
transfer to the anode the grid current must then exceed a 
minimum value which decreases with increase of anode voltage. 

Although experimental arc tubes have been built in which 
large cur^nts can be interrupted by a grid,^ in practical tubes 

1 Nottingham, W. B., J. Franklin Inst., 211, 271 (1931); Hull, A. W., 
and Snoddy, L. B., Phys. Rev., 37, 1691 (1931) (abstr.); Snodd^, L. B., 
Physics, 4, 366 (1933). 

*LCbckb, E., Z. tech. Physik, 8, 445 (1927); Kobel, A., Schweiz, elektro- 
tech. Verein Bull. 24, 41 (1933); Risen, R., Schweiz, elektrotech. Verein Bull. 
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only very small anode currents can be stopped by the grid.^ 
For all practical purposes, therefore, it is correct to say that in 
thyratrons the grid loses control of the anode current after 
firing. The anode current is determined by the applied voltage, 
the circuit impedance, and the essentially constant voltage drop 
through the tube. 

9-17, Grid Current Previous to Firing. —One very important 
factor in the application of thyratrons is the grid current that 
flows prior to firing. Grid current is particularly objectionable 
in tubes used in control circuits in which the grid current must 
flow through a very high resistance such as a phototube or a 
coupling resistance. The resulting voltage drop may prevent 
firing of the tube.^ By supplying electrons to the region between 
the grid and the anode even when the grid is negative, grid 
emission may also result in loss of grid control. 

Grid current results from five principal causes: (1) electrons 
attracted to the grid from the cathode, (2) positive ions attracted 
to the grid, (3) electrons emitted by the grid, (4) capacitance 
between the grid and other electrodes, and (5) internal or external 
leakage between the grid and other electrodes. Electron flow 
from cathode to grid is obtained only when the grid is positive or 
insufficiently negative to counteract the initial velocities of 
electrons emitted by the cathode. When the grid is negative, the 
grid current results both from positive ions drawn to the grid and 
from electrons emitted by the grid as the result of emitting 
material deposited upon the grid. The closer the grid is to the 
cathode, the greater is the amount of emitting material that is 
condensed upon the grid, and the higher is the grid temperature 
during operation. The grid current resulting from grid emission, 
therefore, increases with decrease of spacing between the grid and 
the cathode. It ajso increases with the grid surface available 
for the depositing of emitting material and for subsequent 
electron emission. Because positive-ion bombardment tends to 
remove active material deposited upon the grid, grid emission is 

26, 507 (1935); Boumeester, H., and Druyvesteyn, M. K., Philips Tech, 
Rev.f 1, 367 (1936); Liidi, F., Helvetica phys. Acta^ 9, 655 (1936); Electronics^ 
May, 1937, p. 66 (abstr.). 

1 Reich, H. J., Elec. Eng., 66, 1314 (1936). 

’ French, H. W., J. Franklin Inst., 221, 83 (1936). 
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less with tubes designed to operate with a negative grid.^ Cur¬ 
rent caused by capacitance between the grid and other electrodes 
naturally increases with decrease of electrode separation. 

9-18. External Grid Control. —An electrode on the outside of 
the tube, in contact with the glass, can induce a charge on the 
inner surface of the wall or change the charge that collects from 
the ionized gas. If the electrode structure is such that negative 
charge on the walls of the envelope can prevent emitted electrons 
from leaving the cathode, then such an external grid can be used 
to control firing of a hot-cathode arc.^ Because charge induced 
on the inside‘of the glass wall rapidly becomes neutralized by 
charge of opposite sign from the ionized ^as, the external grid 
voltage is effective only for short time intervals, and the external 
grid is of principal value in a-c operation. 

9-19. Control by Magnetic Field. —Another type of control 
of breakdown of thyratrons is by means of magnetic fields. 
A field at right angles to the line between anode and cathode 
raises the anode firing voltage, whereas a field parallel to the 
anode-cathode axis usually lowers the firing voltage. The 
control results from deflection of electrons leaving the cathode. 
A field normal to the axis deflects the electrons in such a manner 
as to reduce the number passing through the grid into the region 
between grid and anode. A field parallel to the axis, on the 
other hand, increases the number of electrons that enter the 
region between the grid and the anode (see Sec. 1-21). Strong 
radio-frequency fields, especially at very high frequencies, also 
affect the firing of grid-controlled arcs.'^ 

9-20. Deionization. —The application of discharge tubes, 
particularly of the grid-controlled type, is limited by time taken 
for deionization after interruption of the anode current. In order 

1 Mokack, M. M., Gen. Elec. Rev., Zl, 288 (1934). 

* Craig, Palmer H., ElectronicSf March, 1933, p. 70; Watanabe, Y., 
and Takano, T., J. Inst. Elec. Eng. Japan, 64, 131 (1934); Craig, P. H., 
and Sanford, F. E., Elec. Eng., 64, 166 (1935). 

=*Savagnone, R., Elettrotecnica, 19, 689 (1932). Reich, H. J., Rev. Set. 
Instruments, fiy 580 (1932); Electronics, February, 1933, p. 48. Watanabe, 
Y., and Takano, T., J. Inst. Elec. Eng. Japan, 63, 62 (1933). Kano, I., and 
Takahashi, R., j. Inst. Elec. Eng. Japan, 63,83 (1933). McArthur, E. D., 
Electronics, January, 1935, p. 12. Penning, F. M., Physica, 3, 873 (1936). 
JuRRiAANSE, T., Pkysica, 4, 23 (1937). 

* Reich, loc. cit. 
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that the grid shall be able to prevent firing when the anode 
voltage is reapplied it is necessary that the ions remaining in the 
interelectrode space shall be so few that anode-to-grid breakdown 
cannot take place and positive-ion sheaths cannot shield the 
grid. The completeness of deionization necessary to reestablish 
grid control increases with anode voltage. For this reason the 
time required for the grid to regain control increases with anode 
voltage. Although a single nominal value of deionization time 
is often given, it may not adequately indicate the performance 
of the tube. The behavior of the tube can be specified com¬ 
pletely by means of curves of voltage necessary to cause reignition 
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Fig. 9-17.—Typical curves of arc reignition voltage of grid-controlled hot- 
cathode arc tubes as a function of time after extinction. 

as a function of time after extinction, for given values of grid 
voltage, temperature or pressure, and current previous to 
extinction. Typical curves of reignition voltage vs, time are 
shown in Fig. 9-17.^ 

The most effective method of deionization in discharge tubes is 
by recombination at electrodes and walls (see Sec. 1-11), and so 
deionization is favored by reducing the distance that ions must 
travel to walls and electrodes. Experimental curves such as 
those of Fig. 9-17 show that pressure, magnitude of anode cur¬ 
rent, and potential of the grid relative to the surrounding space 
also affect the rate of deionization. ^ Because of increase of ion 
density, the deionization time increases with increase of current 

1 Bbrkby, W. E., and Haller, C. E., Elec, 31, 483 (1934). 

® Hull, A. W., Gen, Elec, Rev,, 32, 222 (1929); Bbrkby and Haller, loc. 
cit. See also S. S. Mackeown, J. D. Cobine, and F. W. Bowden, Elec. Eng., 
63, 1081 (1934); J. D. Cobine, Physics, 7, 137 (1936); J. D. Cobine, and 
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previous to extinction. Negative grid or anode voltage pulls the 
positive ions out of the interelectrode space, and so speeds up 
deionization. Resistance in the grid circuit causes a lowering of 
negative grid voltage as the result of flow of positive-ion grid 
current and thus slows down deionization. Increase of gas 
pressure retards diffusion to the walls, increasing the deionization 
time. Since the vapor pressure in mercury vapor tubes increases 
with condensed mercury temperature, the rate of deionization 
decreases with increase of tube temperature. 

9-21. Voltage and Current Ratings of Phanatrons and Thyra- 
trons.^ —Because of the possibility of the formation of a glow 
discharge between the anode and the grid and resultant loss of 
grid control, there is a limiting value of positive anode voltage 
above which a grid cannot prevent an arc tube from firing. This 
is called the peak forward voltage. Likewise, there is^ a limiting 
negative anode voltage, called the peak inverse voltage, above 
which a glow discharge may form between the anode and the 
grid or cathode. There is then the possibility of arcback, which 
is the flow of arc current in the reverse direction to the normal 
flow. When arcback occurs, the tube ceases to rectify. Both 
the peak forward voltage and the peak inverse voltage depend 
upon the'material of which the electrodes are made (or with 
which they become coated), upon the kind of gas or vapor, and 
upon the gas or vapor pressure. In vapor tubes, the large 
change of vapor pressure with temperature makes these voltages 
dependent upon tube temperature. The peak forward voltage 
is greatly lowered if the grid becomes hot enough to give appreci¬ 
able thermionic emission. Similarly, the peak inverse voltage is 
lowered by undue heating of the anode. In periodic operation 
of the tube, the peak forward and peak inverse voltages are also 
dependent upon the time intervening between extinction of the 
tube and reapplication of anode voltage and upon the magnitude 
of the anode current previous to extinction. Because of danger 
of excessive anode heating and of destructive positive-ion bom- 

R. B. Power, J. Applied Physics, ft, 287 (1937); C. Concordia and W. F. 
Skeats, Trans. A.I.E.E., 58 , 371 (1939). 

^ General Electric Company Bull. GET-426. See also H. C. Steiner, 
A. C. Gable, and H. T. Maser, Elec. Eng., 61, 312 (1932); O. W. Pike and 
D. Ulrey, Elec. Eng., 68, 1577 (1934); Standards on Electronics, p. 4, 
Institute of Radio Engineers, New York, 1938. 



Sec. ^22] GLOW- AND ARC-DISCHARGE TUBES 


263 


bardment of the cathode, current limitations also exist. The 
maximum instantaneous anode current is the highest instantaneous 
periodic current that the tube can stand under normal operating 
conditions without damage to the anode because of overheating 
or to the cathode because of positive-ion bombardment. The 
length of time during wliich a given tube can stand this instan¬ 
taneous current or the frequency \vith which it can stand an 
instantaneous current surge of a given duration depends upon 
tube heating. 

The maximum average anode current is a rating based upon 
tube heating. It represents the highest 
average anode current that can be car¬ 
ried continuously through the tube. In 
the case of a rapidly repeating cycle of 
operation, this may be measun^d on a 
d-c meter. Otherwise, it is necessary to 
calculate the average current over a 
period not to exceed a definite interval 
of time which is specified for ea(*h design 
of tube. For instance, a tube with a 
maximum instantaneous anode current 
rating of 15 amp, a maximum av(^rage 
anode current rating of 2.5 amp, and an 
integration period of 15 sec could carry 
15 amp for 2.5 sec out of each 15 sec or 
7.5 amp for 5 sec out of every 15 sec. 

The grid current ratings are given in 
terms of the maximum instantaneous grid current and the maxi¬ 
mum average grid current j and the integration period is the same 
as for the anode current. 

The tube voltage drop is the anode-to-cathode voltage under 
normal anode current flow. It will be represented by the 
symbol Ea. The extinction voltage is equal to Ea. 

9-22. Electrode Structure and Characteristics of Thyratrons.— 
In most applications in which thyratrons are operated with 
direct anode voltage, or in which the frequency of the alternat¬ 
ing voltage is high, it is necessary to use tubes that deionize as 
rapidly as possible. Figure 9-18 shows the construction of a 
typical tube of this type, the FG-67. Rapid deionization is 
achieved by the use of close spacing and small volume between 



Fig. 9-18.—Electrode 
structure of the type FG-67 
thyratron. 
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the grid ‘‘baffle’^ (dotted in Fig. 9-18) and the anode and cathode, 
small distance between the back of the anode and the glass bulb, 
close spacing between the glass bulb and the upper part of the 
grid cylinder, and small holes in the grid baffle. The rated 
deionization time of the FG-67 thyratron is 100 microseconds. 
The grid-control characteristics are shown in Fig. 9-19. Because 
of the high shielding by the grid and the closeness of the grid 
to the cathode, the grid current previous to breakdown is high. 



Fio. 9-19.—Grid-control characteristics of a type FG-67 thyratron. {From data 
obtained by Robert Giheon for Master's thesis^ University of Illinois, June, 1940.) 

and the tube is not suitable for use in circuits in which the grid 
current must flow through a high resistance. 

In three-electrode thyratron^ designed for control circuits with 
high grid-<5ircuit resistance, the grid current is kept small by the 
use of adequate spacing between electrodes; by designing and 
placing the grid so as to reduce depositing of emitting material 
evaporated from the cathode, as well as heating of the grid by the 
cathode; and by making the shielding action of the grid small 
enough so that a negative voltage must be used on the grid to 
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prevent firing. Figure 9-20 shows the electrode structure of a 
typical heater-cathode thyratron triode of the negative-grid type, 
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Fig. 9-20.—Electrode Fig. 9-21.—Grid-control characteristics of the 
structure of the type FG-57 type FG-57 thyratron. 

negative-grid thyratron. 

the FG-57. The grid-control characteristics of this tube are 
shown in Fig. 9-21. The rated deionization time of this tube is 
1000 microseconds. 

In some control circuits it is advantageous 
or necessary to use a tube in which a positive 
grid voltage is required to start the arc. 

Positive grid control can be attained at the 
expense of increased grid current by making 
the shielding action of the grid so effective 
that the field from the anode cannot penetrate 
to the cathode. This is accomplished by the 
use of three baffles in the grid structure, in 
place of the single baffle used in negative-grid 
tubes. The holes in the grid baffles arc also 
much smaller than the single hole used in the 
grid of the negative-grid tube. Figures 9-22 
and 9-23 show the electrode structure and pg- 33 positive- 
grid-control characteristics of the type FG-33 grid thyratron, 
positive-grid thyratron, which has a rated deionization time of 
1000 microseconds. 







Fig, 9-24.—Electrode structure of the type FG-98 shield-grid thyratron. 
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Even with the most careful design, the grid current of three- 
electrode thyratrons previous to firing may be so great as to give 
difficulty when the grid circuit contains very high resistance. 
Furthermore, the changes in grid current as the tube warms up 
or ages may necessitate frequent readjustment of the circuit 
constants or voltages. These difficulties may be avoided by 
the addition of a fourth electrode, which acts as a shield.^ 



Fig. 9-25. —Grid-control cluinictoristics of llie type FG-95 sliield-grid thyratron. 

The construction of a typical shield-grid thyratron, the FG-98, 
is shown in Fig. 9-24. In this tube the shield grid (*onsists of a 
structure intermediate^ in form between the grids of negative- 
and positive-grid thret'-electrode thyratrons, two baffles being 
used. The control grid consists of a short cylinder whose 
diameter is somewhat larger than the holes in the grid baffles, and 
the grid is placed between the two baffles. It can be seen 
that the form and position of the control grid are such as to 
prevent the depositing of appreciable amounts of emitting 
material from the cathodes or the absorption of much heat 

1 Livingston, O. W., and Maser, H. T., Electronics, April, 1934, p. 114; 
Jacobi, W., and Kniepkamp, H., E.T,Z., 68, 1233 (1937). 
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radiated by the cathode or anode. Moreover, this grid is 
out of the direct path of the arc, so that the grid current when 
the tube conducts is also reduced and the grid receives little 
heat from the arc. The small size of the control grid minimizes 
the grid current resulting from electrons or ions drawn to the 
grid or reaching the grid from the cathode as the result of initial 
velocities. The small size of the grid and the grid lead, in 
conjunction with the shielding afforded by the shield grid, also 
results in low capacitance between the grid and the anode and 
cathode. The short and direct grid lead minimizes both the 
internal and the external leakage. 

Another very important advantage of thc\shield-grid thyratron 
is that the tube can be made to have either positive or negative 
control characteristics by adjusting the voltage of the shield 
grid. This is indicated by the characteristics of the type FG-95 
thyratron, shown in Fig. 9-25. 

9-23. Comparison of Th 3 rratrons and High-vacuum Tubes.— 

Thyratrons differ from high-vacuum tubes in more respects 
than they resemble them. The similarity consists mainly of 
the dependence of current in both types of tubes upon thermionic 
emission and upon movement of electrons from cathode to 
anode. The differences between the two types, in addition to 
those involving the structure of the electrodes and envelopes, 
the presence of gas or vapor and of positive ions in thyratrons, 
and the emission of light from thyratrons, are shown in Table 9-1. 

The high anode and emission efficiencies of hot-cathode arc 
tubes make possible the control of large currents and high power 
by means of relatively small tubes. The FG-57 thyratron, for 
instance, has a maximum average anode current rating of 2^ amp 
and a peak anode voltage rating of 1000 volts and can, therefore, 
control 2500 watts of power. This tube is only slightly larger 
than the type 50 high-vacuum triode, which has a maximum 
operating plate current of 55 ma and a power output that cannot 
exceed about 20 watts, even in class C operation. 

Hot-catljode arc tubes have Ibeen built in sizes ranging from 
10 watts to 100 kw (load power). Current ratings range up to 
100 amp average current, and voltage ratings up to 1500 volts. 
There is a corresponding variation in tube structure and design, 
ranging from small glass-enclosed argon-filled tubes to large 
water-cooled metal-enclosed mercury vapor tubes. 
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Table 9-1.— Comparison of Thyratrons and High-vacuum Tubes 
Thyratron Highnvacuum 

Grid loses control after the tube fires. 


Anode and grid currents are deter¬ 
mined by the applied voltage and 
the circuit resistance. Circuit 
resistance is essential. 

Essentially a high-current, low-volt¬ 
age tube. Because of low tube 
drop, anode-circuit efficiencies may 
exceed 98 per c^nt. 

Anode voltage is constant after the 
tube fires. 

Cathode emission efficiency may be 
high. 

Cathode heating time is high in types 
using high-efficiency heater-type 
cathodes. Tube heating time may 
also be high in mercury vapor 
tubes. 

Cathode may be damaged if oper¬ 
ated at low temperature or if the 
anode current exceeds the thermi¬ 
onic emission current for any other 
rea.son. 

Characteristics of mercury vapor 
tubes are affected by tul)e temper- 
ture. 

Grid current flows when the grid is 
negative. 

Deionization time limits frequency 
of operation to several thousand 
cycles or less. 

Arcback may occur. 


Grid has complete control of anode 
current. 

Anode current is determined by the 
electrode voltages. No circuit 
resistance needed. 

Essentially a low-current, high-volt¬ 
age tube. Plate-circuit efficiency 
may approach 85 per cent in class 
C operation, but is usually less 
than 50 per cent. 

Anode voltage may vary. 

Cathode emission efficiency is rela¬ 
tively low. 

Except in large power tubes, heating 
time is short. 


Cathode temperature may be re¬ 
duced without damage to the tube. 
The cathode is not ordinarily 
damaged by currents exceeding 
rated values. 

Characteristics are independent of 
tube temperature. 

Negligible grid current flows when 
the grid is more than approxi¬ 
mately 14 volt negative. 

The frequency of operation may 
exceed 100 Me. 

Tube conducts in one direction only. 


Special Precautions in the Use of Arc Tubes. —Before pro¬ 
ceeding to a discussion of circuits for hot-cathode arc tubes it 
seems advisable to list special precautions that must be observed 
in the use of these tubes. They are as follows: 

1. The cathode should be brought to normal operating temperature 
before anode voltage is applied. Failure to observe this precaution 
results in excessive cathode drop and in cathode disintegration. 
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2. Mercury vapor tubes should be heated for a sufficient time to allow 
the vapor pressure to assume its normal value. Greater heating time 
is required if the mercury has been scattered about the tube walls and 
electrodes than is otherwise needed. 

3. Enough anode resistance must be used to limit the maximum 
instantaneous and average anode currents to their rated values. Failure 
to observe this precaution results in cathode disintegration and over¬ 
heating of the anode. 

4. Sufficient resistance must be used in the grid circuit to limit the 
maximum instantaneous and average grid currents to their rated values. 
Excessive grid current may cause damage because of heating of the grid 
or the grid-lead wires. If the grid resistance is omitted and an arc 
forms to the grid, the current may rise to such •a high value that the grid 
wires may melt or the heating of the grid lead shatter the seal and 
allow air to enter the tube. 

9-24. Applications of Hot-cathode Arc-discharge Tubes.— 

Applications of hot-cathode arc tubes include light production, 
rectification, current and power control, oscillation (inversion), 
commutation, and amplification. Some of these applications 
will be discussed in the following sections. 

Hot-cathode Arc Tube as a Light Source. —The use of arcs 
as light sources is one of the early practical applications of 
electricity. Arc-discharge tubes such as the mercury vapor 
and sodium vapor lamps are efficient sources of light, for they 
have the advantage of producing visible radiation in the man¬ 
ner of the gfow tube and have a much smaller voltage drop.^ 
Recently the fluorescent vapor lamp has taken its place among 
practical high-efficiency light sources. Except during starting, 
the filamentary cathodes in this type of tube are heated by 
positive-ion bombardment. The light emanates mainly from a 
fluorescent coating on the inner surface of the glass tube, a 
great variety of colors being obtained by the use of different 
fluorescent materials. For details of the design and operation 
of arc lamps the reader will find jit instructive to refer to the 
technical literature on the subject.^ 

Thyraitrons may be used as a stroboscopic light source. 
Usually, however, the production of light of sufficient intensity 

^ Dushman, S., Elec. Eng.y 53 , 1283 (1934). 

* Mailby, R. D., Elec. Eng.^ 58 , 1446 (1934); Buttolph, L. J., Elec. Eng.^ 
55 , 1174 (1936); McKenna, A. B., Elec. J., 83 , 439 (1936); Hawkins, L. A., 
Trane. Am. Illuminating Eng. Soc., 82 , 95 (1937). 
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for the observation of rapidly moving objects requires such high 
values of peak current that cold-cathode tubes stand up better. 
A second advantage of cold-cathode arc tubes for this purpose 
is the more rapid deionization, which makes possible a light flash 
of extremely short duration. Stroboscopes will, therefore, be 
discussed in a later section dealing with 
cold-cathode arc tubes. 

9-26. Hot-cathode Arc Diode as a 
Rectifier. —^Like its high-vacuum counter¬ 
part, the hot-cathode arc tube is essenti¬ 
ally a rectifier. At voltages for which 
the tube is designed, current flows in only 
one direction. There are, however, two 
essential differences, which have been 
noted before. The tube voltage drop is 
only from 10 to 20 volts, and the voltage 
is almost independent of the current 
passed by the tube. Hence the arc tube 
acts like a switch of zero resistance in 
series with a counter-e.m.f. of from 10 to 
20 volts. Figure 9-26 shows the con¬ 
struction of the type FG-166 phanatron. 

Rectifier circuits using hot-cathode arc 
tubes arc the same as those using high- 
vacuum tubes, but provision must be 
made to ensure that the tube is brought 
to rated temperature before the anode 
voltage is applied. The advantages of 
arc tubes over high-vacuum tubes in 
rectification will be discussed in Sec. 11-3- 
Circuits and filters for rectifiers will also 
be taken up in that chapter. 

9-26. Arc Tube as a Control Device. 

D-c Operation. —In most applications of tHc Company.) 
thyratrons to the control of direct current 

and power it is essential not only to control the firing of the tube 
but also to stop the anode current at a subsequent time. Since 
the grid usually has little or no effect upon the anode current 
after the tube fires, it is necessary to find some other means of 
stopping the current. The simplest method is, of course, to open 



Fig. 9-26.—Cutaway 
view of the type FG- 
166 phanatron rectifier. 
{Courtesy of General Elec- 
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the circuit, but this is usually not feasible, especially when tfie 
anode current is large. Furthermore, convenience and flexibility 
of control demand that the current should be interrupted by 
electrical, rather than mechanical, means. Four circuits, called 
the parallelf series, relaxation, and counter-e.m.f. circuits, have 
been devised for this purpose. Because of its many applications, 
the parallel circuit will be treated in detail. 

9-27. Parallel Control. —The basic parallel circuit for the 
control of direct current is shown in Fig. 9-27.^ Closing switch 
Si reduces the negative bias on the grid (or applies a positive bias) 
and causes the tube to fire. The grid no longer has control, and 
the switch Si may be opened without affecting the anode current. 
The potential drop across the load Rl charges the condenser 
C through Rs to a voltage equal to the supply voltage less the tube 
^ drop. The polarity is such that ter- 

__ minal b of the condenser is positive 

+ I relative to terminal a. If the switch 

# Rl S 2 is closed, the positive terminal 

Edclip S 2 J ^ condenser is connected to 

^ I the cathode, and, since the negative 

L _"T~- 1 terminal is already connected to 

Fig. 9-27.—Ba.sic parallel d-c the anode, the aiiodc is made nega- 

thyratron control circuit. .. .1 

tive with respect to the cathode. 
The arc current stops, but the voltage Edc, added to that across C, 
causes cuil-ent to continue flowing through Rl, This current 
discharges C and charges it in opposite polarity. As the con¬ 
denser charges, the anode voltage rises. If the grid is negative 
and the tube deionizes so rapidly that the anode voltage never 
becomes equal to the tube reignition voltage (see Sec. 9-20), then 
the arc stays out and the grid regains control. This is usually 
expressed somewhat less precisely by stating that the grid regains 
control if the deionization time is shorter than the time required 
for the anode voltage to n^ach the value corresponding to the nor¬ 
mal tube drop. The rate of rise of anode voltage decreases with 
increase of condenser capacitance and of load resistance. The 
rapidity of deionization, on the other hand, decreases with 
increase of load curtent. The capacitance necessary to ensure 
that the grid shall regain control, therefore, increases with load 
current. The purpose of the resistance R^ is to prevent a short 
circuit of the battery when S 2 is closed. 

i Hull, A. W., Gen. Elec, Rev., 82 , 390 (1929). 
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A much more useful circuit is obtained by replacing Si in 
Fig. 9-27 by a second thyratron, as shown in Fig. 9-28.^ When 
cither tube is conducting, the condenser charges to such polarity 
that the terminal connected to the anode of that tube is negative 
with respect to the other terminal. Firing of the other tube 
by a positive grid impulse applies a negative voltage, equal to the 
supply voltage less twice the tube voltage drop, to the anode 
of the first tube, causing it to be extinguished. Similar action 
is obtained if the resistors are adjacent to the cathodes and the 
condenser ih connected between the cathodes, as in Fig. 9-29. 
The firing impulses may be applied to the grids directly, as in 
Fig. 9-28, through resistance-capacitance networks, as in Fig. 
9-29, or through one or two transformers, as in Fig. 9-30. 

C 


Con fro/ 
VO/fage 


Fjg. 9-28.—Two-tiil)o pjuallol d-c Fu;. 9-29.—Alternative form of two- 
cowtrol circuit. lube parallel d-c control circuit. 

From the theory of operation of the circuits of Figs. 9-28 and 
9-29 it follows that it is necessaiy to have rapid rise of arc 
reignition voltage in order to ensure that one tube extinguishes 
when the other fires. For this reason tubes with short rated 
deionization time should be used in these circuits and their 
derivatives. This is especially important when the circuits are 
used as the basis of inverters or other types of oscillators. The 
FG-67 and FG-43 thyratrons and other types having equal or 
shorter deionizing time are suitable for this kind of service. 

The circuits of Figs. 9-28 and 9-29 are the basis of many 
interesting and useful circuits. One of these is the parallel type 
of thyratron inverter. 

9-28. Thyratron Inverters. —The use of direct current in 
place of alternating current in the transmission of power has a 
number of advantages, the most obvious of which is that direct 
current involves only voltage and polarity, whereas alternating 

' Hull, A. W., Gen. Elec. Rev., 32, 399 (1929). 
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current involves voltage, frequency, phase, phase sequence, 
and power factor. From an economic point of view the advan¬ 
tage of d-c transmission arises from the higher voltage which 
can be used without danger of corona. The maximum r-m-s 
alternating voltage that can be transmitted is less than the 
maximum direct voltage because the crest voltage determines 
the magnitude of corona effects. Other advantages of d-c trans¬ 
mission are elimination of dielectric losses and line reactance and 
reduction of insulation stresses at a given effective voltage. 
Disadvantages of d-c transmission are the greater likelihood of 
insulator flashovcr and resultant power arc, and the greater 
difficulty of interrupting an arc when it does occur. Because 
of the difficulty of generating high direct voltage and the impos¬ 
sibility of transforming direct voltages, d-c power transmission 
necessitates the use of rectifiers at the transmitting end of the 
line and of equipment for changing back to alternating current 
of suitable wave form at the receiving end.^ An arc-tube 
oscillator capable of changing appreciable d-c power into a-c 
power at commercial frequencies is called an inverter. Four 
types of single-phase inverters have been developed. These are 
based upon the parallel, series, relaxation, and. counter-e.m.f. 
control circuits. 

Another field of application of inverters may be developed 
in the speed control of synchronous and induction motors. Since 
the frequency of the a-c output of the inverter is easily controlled 
by the grid excitation, speed control of motors connected to the 
inverter may thus be obtained. 

9-29. The Parallel Inverter. —The parallel type of inverter is 
essentially the parallel d-c control circuit of Fig. 9-28, with the 
anode resistors replaced by a center-tapped transformer. ^ In the 
simplest form of parallel inverter the grids are excited from an 
external source of voltage of desired frequency through a center- 
tapped grid transformer, as in Fig. 9-30. Each tube conducts 
during one-half of the cycle of grid excitation voltage. Com¬ 
mutation is obtained by use of the commutating condenser C, as 
explained in Sec. 9-27. The output voltage wave form is depend- 

' Willis, C. H., Bedford, B. D., and Elder, F. R., Elec. Eng., 64 , 102 
(1935); Bedford, B. D,, Elder, F. R., and Willis, C. H., Gen. Elec. Rev., 
89 , 220 (1936); Albxandbrson, E. F. W., Electronics, June, 1936, p. 25. 

* Prince, D. C., Gen. Elec. Rev., 81 , 347 (1928); Hull, ioc. cU. 
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cnt upon the magnitude of the load current, the power factor of 
the load, the leakage inductance of the transformer, and the induc¬ 
tance in series with the d-c supply, and upon the capacitance of 
the condenser. If the coupling of the transformer is close, as is 
usually true, the wave form of the output voltage is approxi- 



Fig. 9-30.—Circuit of separately excited parallel inverter. 

mately that of the condenser voltage. Figure 9-31 shows typical 
waves of output voltage.^ Waves of the form of (a) or {h) are 
likely to be obtained when the load is nonreactive; waves of 
the form of (c) are obtained when the ratio of the total effective 
inductance to the total effective resistance of the circuit, includ¬ 
ing the load, is high. The 
dotted lines indicate instants 
at which the tubes fire. 

An analysis of commutation 
in the parallel inverter indicates 
that the size of the condenser 
must be carefully determined. 

The type and magnitude of the 
load, as well as the constants of 
the inverter circuit itself, must 
be taken into consideration. 

The grids of a parallel inverter 
may be excited from the output 
or from the anode circuit of one 
of the tubes. When this is 
done, it is essential that the 
exciting voltage should have the proper phase relation to the 
output voltage. The phase of the grid voltage may be con- 

^ Tompkins, F. N., Trans. Ant. Inst. EUc. Eng.y 51 , 707 (1932); Schilling, 
W., Arch. Ekkiroiech.y 27 , 22 (1933); Rungk, L, and Beckbnbach, H., Z. 
tech. Physik 14 , 377 (1933); Wagner, C. F., Elec. Eng.y 54 , 1227 (1935); 55 , 
970 (1936). 



Fig. 9-31.—Typical parallel-inverter 
voltage wave forms: (a) light iioiireac- 
tive load; (b) heavy nonreactive load; 
(c) inductive load. 
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trolled by means of combinations of capacitance and resist¬ 
ance. Figure 9-32 shows one form of self-excited circuit.^ 
The frequency is controlled by the constants of the grid 
and anode circuits. The frequency varies with d-c line voltage 
and with load current and power factor. To prevent excessive 


A-coufpuf A-couipuI 

ImI ltd] 



Fig. 9-32. Fig. 9-33. 

Figs. 9-32 and 9-33.—Sclf-excitcd parallel inverters. 


frequency variation and to ensure that incorrect phase relation 
between grid and output voltages will not cause the operation to 
become unstable and both tubes to fire simultaneously, consider¬ 
able care is necessary in the design of the grid circuit. A typo 
of self-excited parallel inverter in which excitation involves grid 
rectification is shown in Fig. 9-33.^ 



Waffs Oufpuf 

Fio. 9-34.—Performance curves for a parallel inverter. 

Figure 9-34 shows curves of output voltage and efficiency 
for a parallel inverter operating from a 115-volt d-c supply.* 

' Baker, W. R. G., Fitzgerald, A. S., and Whitney, C, F., EUctrmicBf 
April, 1931, p. 581. 

•Stansbury, C. C., Elec. Eng.f 62, 190 (1933). 

® Baker, W. R. G., and Cornell, J. I., Electronics^ October, 1931, p. 152. 
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The low efficiency is caused by the comparatively small direct 
supply voltage and the consequent high ratio of the tube drop 
to the supply voltage. Both the efficiency and the output are 
increased by raising the direct voltage. 

9-30. The Thyratron as a Saw-tooth-wave Generator.— 
Thyratron inverters are designed primarily for the generation 
of large amounts of a-c power in applications in which sinusoidal 
wave form is desirable. Thyratrons are used also in the produc¬ 
tion of low-power alternating voltages of saw-tooth and rec¬ 
tangular wave form. A rectangular voltage wave may be 
obtained across the load resistors in the circuit of Fig. 9-28 
when the grids are excited with alternating voltage of the desired 
frequency, as in the parallel inverter of Fig. 9-30. 

As generators of saw-tooth voltage, thyratrons are used in a 
manner similar to that of glow tubes, but have a number of 
advantages. Dependence of firing voltage upon grid voltage 
makes possible simple control of amplitude. Because of the 
amplifying property of the grid, smaller voltage is required 
to synchronize the oscillator to a control frequency, and there 
is less likelihood of distortion of the voltage wave than when the 
control voltage is introduced in vseries with a glow tube. The 
lower tube drop allows the use of smaller supply voltage and, in 
conjunction with the use of negative grid bias to obtain high 
firing voltage, results in large amplitude of oscillation. The 
high instantaneous current that the tube will pass results in 
shorter discharge time than with glow tubes and makes possible 
the increase of amplitude of oscillation by the use of inductance 
in series with the condenser. Shorter deionizing time allows 
oscillation to take place at much higher frequency. Finally, 
the presence of an ample supply of electrons at the cathode 
makes the firing potential independent of cathode illumination 
and of cosmic radiation and other random ionizing agents. The 
frequency is, therefore, much more constant than with glow 
tubes. The dependence of firing voltage of mercury vapor tubes 
upon tube temperature makes it advisable to use gas-filled tubes 
when frequency stability is important. 

The circuit of Fig. 9-35 oscillates when the grid voltage is 
insufficiently negative (or too positive) to prevent the tube from 
firing at the maximum voltage to which the condenser charges. 
The condenser charges exponentially, and the condenser voltage 
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is of the form shown in Fig. 9-36. Because of the action of the 
inductance L, the condenser discharge is nearly sinusoidal and 
the condenser polarity reverses during discharge.^ The total 
change in condenser voltage is ajJproximately equal to twice the 
firing voltage V / minus the tube drop Ea. The inductance should 
be large enough to limit the discharge current to the rated 



Fio. 9-35.—Basic circuit of the thyratron relaxation oscillator. 


maximum instantaneous anode current. The frequency of 
oscillation is approximately 


/ = 


1 


RC log. 


Ebb Vf — Ea 

Ebb - Vf 


(9-3) 


The circuit also oscillates when L is replaced by a resistance, the 
behavior being similar to that of the glow-tube oscillator of 
Fig. 9-6. The change in condenser voltage is equal to the 

difference between the ignition 
and extinction voltages,^ and the 
frequency of oscillation is 


Yf. 


7ero voP-agG'. 


Time —^ 

Fig. 9-36.—Wave form of the conden¬ 
ser voltage of the circuit of Fig. 9-35. 




RC log. 
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Ebb — Ea 


(9-4) 


Ebb - Vf 


If the resistance R is replaced by a voltage pentode operated on 
the flat portion of the plate characteristic, the charging current is 
nearly constant, and the condenser charges practically linearly, as 
in the glow-tube oscillator of Fig. 9-9. A type 885 or 884 
argon-filled tube is commonly used in this circuit. The extinc¬ 
tion voltage of this tube is only about 15 volts, and the firing 
voltage may be as high as 300 volts (with —30 volts on the grid). 
Because of the large difference between Vj and Ea, the amplitude 
of the condenser voltage is much greater than in the glow-tube 

^ Note that L may be merely the inductance of leads between the con¬ 
denser and the tube. 

* The extinction voltage is equal to the tube drop JS?*. 
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oscillator. When the inductance L is used, the condenser voltage 
may vary between the maximum limits of —300 and +300 volts. 
The frequency of oscillation is approximately 


^ {2Vf - Ea)C 


(9-5) 


where I is the constant charging current, F/ is the firing voltage, 
En is the tube drop, and C is the total capacitance, including 
that of the tube and wires. In the derivation of Eq. (9-5), it 
is assumed that the inductance L has negligible resistance and 
that the condenser discharge is instantaneous. When L is 
replaced by a current-limiting resistance, the frequency is given 
approximately by Eq. (9-2), in which Ve equals Ea* 

Since V / and Ea are independent of frequency in arc tubes, Eqs. 
(9-2) and (9-3) to (9-5) may be used in predetermining the 
frequency of oscillation or in designing an oscillator for a desired 
frequency range. As in glow-tube oscillators, very low frequency 
of oscillation may be attained by the use of large condensers. 
Because of the greater difference between ignition and extinction 
voltages, the condenser capacitance required for a given fre¬ 
quency is lower in the arc-tube oscillator than in the glow-tube 
oscillator. Frequencies higher than 20,000 ^ may be attained 
with the arc-tube oscillator, the upper limit of frequency resulting 
partly from failure of the tube to extinguish when the period of 
oscillation approaches the deionization time. 

In order to protect the tube against damage as the result of 
excessive peak current, resistance or inductance must be used in 
series with the tube. For a maximum condenser voltage of 
300 volts, the type 884 tube requires a current-limiting resistance 
of 1000 S2, or an inductance equal in henrys to the condenser 
capacitance in microfarads.^ 

A typical circuit using a pentode to control the charging cur¬ 
rent is shown in Fig. 9-37, Pi adjusts the charging current by 
varying the control-grid voltage of the pentode and thus controls 

^ When a condenser of capacitance C, initially charged to a voltage Eq, is 
discharged through an inductance L, and the ratio of inductance to resist¬ 
ance is high, the peak discharge current is approximately equal to Eq \/C/L. 
Thus, if the inductance in henrys is equal to the capacitance in microfarads, 
the peak current is approximately Eo/lOOO amp, which is the same as would 
be obtained if the condenser were discharged through a 1000-n resistance. 
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the frequency. P 2 adjusts the 884 bias and thus the ignition 
voltage. Since the ignition voltage affects both the amplitude 
and the frequency of oscillation, P 2 changes the amplitude and 
frequency simultaneously. P 3 varies the amplitude of the out¬ 
put voltage. The principal application of this and similar 
circuits is in providing a linear time axis for cathode-ray oscil¬ 
lographs (see Sec. 12-5). 

9-31. A-c Operation of Thyratrons. Phase Control. —When 
a thyratron is operated on alternating voltage, the tube extin¬ 
guishes near the end of the positive half cycle, and the grid regains 
control without the use of special circuits for interrupting the 
anode current. By controlling the time in the cycle at which the 

OJ/uf" 



Fio. 9-37.—Thyratron relaxation oscillator in which the condenser charging 
current is controlled by a pentode. 

tube fires, the grid can vary the average anode current. This 
type of contiol may be attained by varying the phase of the grid 
voltage with respect to the anode voltage.^ The principle of 
operation can be explained by the aid of the diagrams of Fig. 
9-38, which apply to resistance load. The solid curve Vp repre¬ 
sents the sinusoidal applied voltage in the anode circuit, which 
is equal to the instantaneous anode voltage up to the time 
of firing. The other solid curve Vg represents the instantaneous 
applied voltage in the grid circuit. Under the assumption that no 
grid current flows previous to firing, the grid voltage eg is equal 
to Vg up to the instant of firing. The dotted curve indicates 
the critical grid voltage at* which the tube would fire at the 
instantaneous anode voltage given by the curve of Vp» The 
critical-grid-voltage curve is derived from the grid-control 
characteristic. 

1 Toulon, P., U. 8. Patent 1654949. 



Skc. 9-31] GLOW- AND ARC-DISCHARGE TUBES 


281 


The tube fires at the instant in the cycle when the grid voltage 
becomes less negative (or more positive) than the critical grid 
voltage. The anode voltage then becomes equal to the normal 
tube drop, and, with resistance load, the anode current rises 
abruptly to a value equal to the applied anode voltage less the 



tube drop, divided by the load resistance. Current continues to 
flow until the anode supply voltage falls below the ionization 
potential toward the end of the positive half cycle. The wave of 
tube current during the conducting portion of the cycle is of 
nearly the same shape as the wave of applied anode voltage. To 
avoid needless complication of the diagrams, the current waves 
are not shown, but the portion of the cycle during which current 
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flows is indicated by shading. The instant in the cycle at which 
the tube fires is that at which the intersection of the applied- 
grid-voltage curve crosses the curve of critical grid voltage from 
below. ^ Diagrams a, 6, c, and d correspond respectively to 0-, 
9Q-, 150-, and 180-deg lag of grid voltage relative to anode volt¬ 
age. Inspection of these diagrams shows that the instant of 
firing is retarded by increase of angle of lag d and that the portion 
of the cycle during which current flows is decreased^ becoming 
zero when 6 is slightly less than 180 deg. The average anode 
current therefore decreases progressively with increase of angle 
of lag. 

The reader can readily show by means of similar diagrams that 
if the grid excitation voltage leads the anode excitation voltage 
by any angle up to about 170 deg, the tube fires as soon as the 
anode voltage exceeds the ionization potential, near the beginning 
of the cycle. Since the grid has no control after the tube fires, 
current flows during practically the entire positive half cycle. 
Diagram e corresponds to a 160-deg angle of lead. When the 
angle 6 approaches 180-deg lead, however, a value is reached at 
which the grid voltage is more negative (or less positive) than th(i 
critical value throughout the positive half cycle. For values of 0 
greater than this, no current flows. Thus a small change of 9 
in the vicinity of 170-deg lead causes an abrupt change of anode 
current from full average value to zero. This will be termed 
on-off contrcfl, in contrast to the gradual or progressive control 
obtained w^hen the grid voltage lags the anode voltage. 

When the load contains inductance, the anode current wave 
differs in shape from that of the applied anode voltage. The 
current rises gradually after firing and continues to flow after the 
anode supply voltage falls below the ionization potential, 
the shape of the wave depending upon the ratio of inductance 
to resistance in the load. 

Figure 9-39 shows the manner in which the average anode 
current varies through a resistance load as the phase angle 6 is 
varied from 180-deg lag to 180-deg lead. This diagram is 
derived under the assumption that the amplitude of the applied 
grid voltage greatly exceeds the maximum critical grid voltage. 

^ Since the grid has no control after the tube fires, nothing happens at an 
instant in the cycle when the wave of applied grid voltage crosses the wave 
of critical grid voltage from above. 
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The fairly wide range of phase angle in the vicinity of 180 deg 
throughout which the anode current is zero results from failure 
of the tube to conduct at anode voltages lower than the ioniza¬ 
tion potential. Because of reduction of the fraction of the cycle 
during which the anode voltage is less than the ionization poten¬ 
tial, the zero-current range of the control characteristic of 
Fig. 9-39 decreases with increase of anode voltage amplitude. 



Fio. 9-39.—Theoretical curve of average anode current of a thyratron as a 
function of the phase angle 6 of the grid voltage relative to the anode voltage. 

A similar t 3 ^pe of control is effected by keeping the phase of the 
grid voltage constant and varying the amplitude. If Vg lags Vp by 
slightly less than 180 deg, as shown in Fig. 9-40, the variation of 
anode current is gradual. If the angle of lag is 180 deg, on-off 
control is obtained. Phase control can also be used with tubes 
controlled by external grids^ or magnetic fields^ or with the 
ignitron (see Sec. 9-40), 

The anode current can be 
varied gradually over a smaller 
range w^hen alternating voltage 
is used in the anode circuit and 
direct voltage in the grid circuit. 

If the grid voltage is insufficiently 
negative (or too positive) to pre¬ 
vent the tube from firing at the 
beginning of the cycle, then anode current flows during nearly 
the whole positive half cycle. Increase of negative grid voltage 
(or decrease of positive voltage, in the case of a positive-grid 
tube) makes the tube fire later in the cycle. When the grid 
voltage is only slightly less than that required to prevent firing 
at the crest of the applied anode voltage, the tube conducts 
for approximately a quarter of the cycle. Further increase of 

^ See footnote 2, p. 260. 

* See footnote 3, p. 260, 



Fig. 9-40.—W^ave diagram show¬ 
ing the variation of firing period by 
change of amplitude of grid voltage. 
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negative grid voltage prevents the tube from firing at all. The 
oAirrent can be decreased continuously from a value correspond¬ 
ing to half-wave rectification to half this value. A serious dis¬ 
advantage of this type of circuit is that its behavior is influenced 
by small changes of anode supply voltage. This type of control 
is not applicable to external grid tubes but can be used with 
Q magnetic control. 

t _ y>/<^ _ 9-32. Phase-control Circuits.—Any 

2 j J _ convenient method can be used to shift 

eR* j H loadH the phase of the grid voltage. A simple 
I method is the use of a phase shifter (a 

transformer having a single-phase second- 
1 [2 3 ary winding that can be turned through 

360 electrical degrees within a polyphase 
winding arranged to produce a rotating 
t I ^ field) as in Fig. 9-50a. A series combi- 
of practical phase-control nation of resistance and reactance is the 
basis of a number of practical phase- 
control circuits, of which Fig. 9-41 is a typical example. The 
phase of the grid voltage is varied by changing R or C. The func¬ 
tion of .R' in series with the grid is to limit the grid current to a 
safe value after the tube fires or in case of short-circuit of C. The 
required yalue depends upon the minimum values of the two 
phase-shifting impedances. It may be omitted if both imped¬ 
ances are ^t all times large enough to limit the grid current to 
the maximum average value. 

With tubes in which appreci- 
able grid current flows previous 1 

to firing, the voltage drop 1 

through this resistor may affect ,, 

the phase control adversely. v,^ 

For this reason, this resistor Fio. 9-42.—Vector diagram fo rthe cir- 
should in general not be much previous to firing, 

larger than necessary to limit the grid current after firing. The 
resistor has little effect, however, in circuits using shield-grid 
thyratJrons, which pass negligible grid current previous to firing. 

The vector diagram representing the voltages of the circuit of 
Fig. 9-41 up to the time that the tube fires is shown in Fig. 
9-42. The current hi is used as reference, and the grid current 
is assumed to be negligible previous to firing. The voltage 748 


Fig. 9-42.—Vector diagram fo rthe cir¬ 
cuit of Fig. 9-41 previous to firing. 
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Fig. 9-43.—Circle vector 
diagram equivalent to the 
vector diagram of Fig. 9-42. 


across the resistance is in phase with the current, whereas the 
voltage V 14 across the condenser lags the current by 90 deg. The 
secondary voltage Vu is the vector sum of Vu and F 43 . The grid 
voltage Vg is equal to F 24 , which is the vector sum of Vu and 72 i, 
or the vector difference of F 14 and F 12 . The impressed anode 
voltage Vp is equal to F 23 . 

A vector diagram that is more susceptible to analysis may be 
derived from that of Fig. 9-42 by 
application of the theorem that the 
significance of a vector diagram is un¬ 
changed by displacing the vectors 
without altering their magnitudes or 
the angles between them. ^ The result¬ 
ing diagram for the special case in 
which the secondary is center-tapped 
is that of Fig. 9-43. Since Vu and 
F43 are perpendicular and their sum is always equal to the 
secondary voltage F 13 , which is assumed to be constant, it 
follows from a theorem of plane geometry that their inter¬ 
section must lie on the circumference of a circle, the diameter 
of which is F 13 . It can be readil}^ seen from this diagram 
that decreasing /?, or increasing the capacitive reactance by 
decreasing C, decreases the angle of lag of the impressed grid 

-voltage relative to the impressed 

anode voltage, and thus produces a 
gradual increase of average anode 
current. 

When the resistance and condenser 
are interchanged, the vector diagram 
becomes that of Fig. 9-44.^ The angle 
6 is now measured in the opposite 
direction, showing that the grid voltage 
leads the anode voltage by the angle 6. If 6 is made to approach 
180 deg by the use of very small resistance or capacitance, then 
the current is zero, as shown by Fig. 9-39. A slight increase in 
either R or C retards the phase of the grid voltage and causes 



Fig. . 9-44.—Circle vector 
diagram for the circuit ol)- 
tained by interchanging C and 
R in the circuit of Fig. 9-41, 


' Weinbach, M. P., “Alternating Current Circuits/’ p. 98, The Macmil¬ 
lan Company, New York, 1933. 

* Note that transposing C and R is equivalent to changing the connection 
of the anode circuit from terminal 3 to terminal 1 of the transformer. 
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the average current to increase suddenly to full value. This 
circuit evidently gives on-off control. 

An inductance can be used in place of the condenser in the 
circuit of Fig. 9-41. Since it is impossible, however, to con¬ 
struct an inductance coil that does not have appreciable resist¬ 
ance, the voltage across the inductance will not be 90 deg out of 


Table 9-11 


za (adjacent to 
load) 

Zl 

Manner of 
varying 
resistance 

1 

1 Manner of 
varying 
rea(!tanco 

1 

Manner in 
which cur¬ 
rent increases 

! 

Resistance. 

Capacitance 

Resistance 

Inductance 

Resistance 

Decrease 

Increase 

Decrease 

Increase 

Increase 

Decrease 

Increase 

Decrease 

Gradually 
Suddenly 
. Suddenly 
Gradually 

Capacitance. 

Resistance. 

Inductance. 



phase with the current, and the vectors representing the voltages 
across the inductance and the resistance will not be perpendicu¬ 
lar. The general behavior can, however, be determined from a 
diagram in which the vectors are assumed to be perpendicular. 
The reader will find it instructive to construct these diagrams 
for the circuit obtained by replacing C in Fig. 9-41 by an induct¬ 
ance and for the circuit in which the 
inductance and resistance are trans¬ 
posed. Table 9-II, is convenient in 
determining the circuit to be used for 
a particular application. [In Table 
9-II, Z 2 refers to the impedance adja¬ 
cent to the load, and Zi to the imped¬ 
ance betw'ecn the grid and the side of 
the transformer to which the load is 
not connected (see Fig. 9-41).] 

It is a simple matter to determine, 
without reference to this table, the correct circuit to produce a 
desired rpsult. Suppose, for instance, that it is desired to increase 
the current suddenly by an increase of resistance. Figure 9-39 
shows that sudden increase of average current requires that the angle 
of lead of the grid voltage relative to the anode voltage should be 
reduced by a small amount from a value somewhat less than 180 deg. 



Fio. 9-45.—Circle vector 
diagram for a phase-control 
circiiit in which increase of 
resistance causes an abrupt 
increase of average anode 
current. 
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The grid voltage must lie in the second quadrant of the circle 
vector diagram, and so the diagram must be that of Fig. 9-45. If 
increase of resistance is to de¬ 
crease the lead of Vgy V u must be 
the voltage across the resistance, 
and F 43 , which lags Vu by 90 deg, 
must be the voltage across a con¬ 
denser. Thus the impedance ad¬ 
jacent to the load must be a 
capacitive reactance, and the 
other must be the resistance. 



A-c supply 
—o 

Fig. 9-46.—Variant of the circuit 
of Fig. 9-41 in which the load current 
is taken directly from the line. 



Fio. 9-47.—Form of phase-control 
circuit in which the load current is 
taken directly from the line. - 


When the line voltage is high enough to give the required load 
current, some reduction in cost may be effected by drawing the 

load current directly from the 
line. The center-tapped trans¬ 
former may then be replaced by 
an untapped transformer shunted 
by a center-tapped resistance as 
in Fig. 9-46. This transformer 
need have only sufficient current 
capacity to carry the voltage- 
divider current and the grid cur¬ 
rent after firing. To ensure the proper phase relations of the 
voltages, the resistance of the voltage divider should be small in 
comparison with the phase-shifting im¬ 
pedances. A somewhat similar circuit 
is shown in Fig. 9-47. It should be 
noted that the circuits of Figs. 9-41, 

9-46, and 9-47 are suitable only for use 
with loads that ^vill operate on direct or 
pulsating current. 

Another modification of the circuit of 
Fig. 9-41 that is particularly useful 
when the load current or voltage exceeds 
the rated value for the tube is shown in 
Fig. 9-48.^ When the phase of the grid 
voltage is adjusted so that the tube does 
not conduct, the current through the load cannot exceed the normal 
' Craig, P. H., Electronics^ March, 1933, p. 70; 10, 26 (1937). Knowles, 
D. D., Lowry, E. F., and Gessford, R. K., Electronics^ November, 1936, p. 27. 



oA-c 
inpul 

Fig. 9-48. —Phase-control 
circuit useful when the cur¬ 
rent or voltage of the load 
exceeds the rated value for 
the tube. 
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exciting current of the transformer. As the average tube current 
is increased, the primary current also increases, both because of 
the alternating component of secondary current and because of 


the saturating effect of the direct component of secondary current. 
If a step-up transformer is used, the load current exceeds the tube 

current. In this man- 

79 or esc A Shncor 

Type A-10 JC fdOOOJi 


f6-57 



ner a tube can be made 
to control load current 
many times as great as 
the rated maximum 
average anode current. 
The turn ratio, and 
hence the load current, 
is limited because the 
secondary voltage must 
not exceed the rated maximum peak inverse or forward voltages. 
If a step-down transformer is used, on the other hand, the tube 
can be used with a supply voltage greatly in excess of the rated 
maximum peak voltage, the turn ratio and voltage being limited 
by the allowable average tube current. This circuit is suitable 
only for loads that operate on alternating current. 


Fig. 9-49.—Phase-control circuit in which the 
use of a vacuum tube as resistance makes control 
by direct voltage pDssible. 



Fio. 9-60.—Full-wave phase control circuits with (a) phase shifter and (6) 
' phase-shifting network. 

A high-vacuum amplifier tube may be used in place of the 
resistance in phase-control circuits. By this means a very 
small direct voltage in the grid circuit of the high-vacuum tube 
can control large amounts of current and power. Figure 9-49 
shows one method of connecting the vacuum tube. 
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The load current can be doubled by the use of two thyratrons 
in a full-wave circuit such as that of Fig. 9-50a.^ This circuit 
also illustrates the use of a phase shifter, which may be replaced 
by a combination of resistance and reactance as in Fig. 9-506. ‘ 

The field of application of most phase-control circuits in which 
a very high resistance may V>e used as the controlling element can 
be greatly extended by replacing the resistance by a phototube 
(see Sec. 10-11). 

9-32A. Use of Saturable Reactor in Phase-control Circuits.— 

Sometimes it is necessary to apply phase control to loads that 
require alternating current. Although this can be accomplished 
by means of the circuits of Figs. 

9-48 and 9-50, the fact that the 
anode current in general consists 
of periodic pulses lasting only a 
portion of the cycle causes the 
wave form of the load current to 
be poor even in full-wave cir¬ 
cuits. This difficulty can be 
avoided by using the thyratron 
current to saturate the core of a 
reactor, the reactance of which 
controls the load current. This 
method has the additional advantage of making possible the con¬ 
trol of larger load currents at higher voltages. 

A typical control circuit incorporating a saturable reactor is 
shown in Fig. 9-51. The load current is limited by the reactance 
of the coils A and B. These coils arc of equal dimensions and are 
connected so that the fluxes that they produce add in the outer 
arms of the core but cancel in the center arm, which holds the 
winding C. For this reason no alternating voltage is induced in 
coil C. The anode current of the thyratron VTi flows through 
coil C, producing a d-c flux which divides equally between the 
outer arms of the core and thus reduces the reactance of A and B. 
When the average anode current is zero, the load current cannot 
exceed the exciting current of the reactor. If the maximum aver¬ 
age anode current is sufficient to saturate the core, the resulting 
reactance is so small as to have very little effect upon the 

1 Baker, W. R. G., Fitzgerald, A. S., and Whitney, C. F., Electronics^ 
January, 1931, p. 467. 


Safurable - 



Fig. 9-61.—Phase-control circuit using 
saturable reactor. 
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load current. The function of the rectifier VT 2 is to provide a 
path for the direct current in coil C during the portion of the cycle 
when VTi does not conduct.^ If VT 2 were omitted, the voltage 
induced in coil C would tend to maintain current flow in VTi 
during the whole cycle and thus prevent the variation of saturat¬ 
ing current by phase control of VTi, 

9-33. Tubes for Phase-control Circuits. —In most phase- 
control circuits the grid-circuit resistance or impedance is high. 
For this reason these circuits function best with low grid-current 
tubes, preferably of the shield-grid type. 

Applications of A-c-operated Control Circuits. —Phase-control 
circuits are used for the control of illumination, for the con¬ 
trol and stabilization of alternating load current and voltage, 
for the control and stabilization of the voltage and frequency of 
alternators, for temperature control and stabilization, for the 
control of rectifier output voltage, and for many other purposes. 
In the control of current, the advantage of phase-control thyra- 
tron circuits over variable resistance lies in the great reduction 
of power loss and heat generation and in the possibility of using 
small variable condensers or low-current variable resistances as 
the control units. As a switch the a-c~operated thyratron has 
found its greatest application in the control of spot w('lders. 
For a comprehensive treatment of commercial and laboratory 
applications of thyratrons the reader should refer to other 
texts. 2 

9-34. Welding Control.® —In electric welding it has been 
found to be advantageous to use a series of equally spaced 
spot welds, rather than a continuous weld. In order to accom¬ 
plish this, the welder must be switched on and off periodically. 
Because of the heavy currents, mechanical switches are unsatis¬ 
factory. The value of the thyratron in this service arises from 
the ability of the grid to control large currents without in itself 
requiring large current, from the consistency with which the 

^ Babat, G., Proc, I.R.E., 22, 314 (1934). 

* Hbnnby, K., Electron Tubes in Industry,” 2d ed., McGraw-Hill Book 
Company, Inc., New York, 1937; Gulliksen, F. H., and Vedder, E. H., 
“Industrial Electronics,” John Wiley <fe Sons, Inc., New York, 1935. 

* Griffith, R. C., Oen. Elec. Rev .^ 38, 511 (1930); Martin, k, Jr., Weld- 
ing^ 3, 293, 361 (1932); Lord, H. W., and Livingston, O. W., Electronics, 
July, 1933, p. 186; Chambers, D. E., Elec. Eng., 54, 82 (1935); Palmer, H. 
L., Oen. Elec. Rev., 40, 229, 321 (1937). See also footnote 2, p. 302. 
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grid can control the welding time, and from the absence of large 
current transients when tube control is used. 

Figure 9-52 shows one form of thyratron switching circuit for 
welding control.^ The operation is in some respects similar to 
that of the circuit of Fig. 9-48. The thyratron grids are biased 
negatively by the auxiliary rectifier tubes, so that no anode 
current flows when the control switch is open. The current 
through the welding transformer then cannot exceed the exciting 
current of the series transformer. When the switch Ls closed, 
there is applied to the thyratron grids an alternating voltage 



Coniro! Swtich 

Fig. 9-52.—Thyratron welding control circuit. 


that is in phase with the anode voltage and thus causes the 
flow of full average anode current. When the thyratrons 
conduct, the effective primary impedance of the series trans¬ 
former is reduced to a very low value, and practically full line 
voltage is applied to the primary of the welding transformer. 
The thyrite resistor across the primary of the series transformer 
prevents dangerous surges of voltage. The control switch of the 
circuit of Fig. 9-52 is usually replaced by an intermediate control 
circuit, which is in turn operated by the voltage from a thyratron 
relaxation oscillator of the type discussed in Sec. 9-30. Adjust¬ 
ment of the circuit constants of this oscillator and of the bias 
applied to the intermediate control circuit makes it possible 
to vary the frequency of the welding cycle and the portion of the 
cycle during which welding current flows. Because the oscillator 
is controlled by 60-cycle synchronizing voltage (see Fig. 9-35), the 
timing is very accurate. 

* Chambers, loc . cit .; Palmer, loc , ciL 
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in three other advantages over the thyratron: (1) the over-all 
efficiency is higher, (2) the tube is instantly available for oper¬ 
ation, and (3) freedom from danger of cathode deactivation or 
destruction gives increased reliability in industrial service. 

As rectifiers, mercury pool tubes have been used for many 
years, first in glass envelopes, later in metal tanks continuously 
evacuated, and finally, in small sizes, in sealed metal envelopes. 



Fio. 9-54.—Cross section through typical Allis-Chalmers mercury-arc power 
rectifier of the multianode type. Main anode, at left, is shown air-cooled. The 
broken line indicates optional radiator for water-cooling. 

For a detailed discussion of constructional and operational fea¬ 
tures of these rectifier tubes the reader should refer to books on 
the subject of commercial power rectification.^ 

^ Prince, D. C., and Vogdes, F. B., ^‘Principles of Mercury .\rc Rectifiers 
and Their Circuits,” McGraw-Hill Book Company, Inc., New York, 1927; 
Marti, O. K., and Winograd, H., '‘Mercury Arc Rectifiers—Theory and 
Practice,'^ McGraw-Hill Book Company, Inc., New York, 1930; Jolley, 
L. B. W., “Alternating Current Rectification,” John Wiley & Sons, Inc., 
New York, 1931. See also bibliography at the end of Chap. 11, 
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Grid-controlled mercury pool rectifiers provided with keep¬ 
alive anodes are used as power rectifiers, phase control affording 
a simple method of varying or regulating the output voltage. 
(See Sec. 11-3.) The grids, which surround the anodes, also 
serve to prevent mercury from depositing on the anode and 
causing arcback. A typical high-power, grid-controlled tank 
rectifier is shown in Figs. 9-53 and 9-54. Tubes of this type 
have relatively long deionizing time and are not convenient 
for use in the control of small amounts of power. The field of 
application of mercury pool arcs has been greatly extended by 
the development of igniter-controlled tubes. ^ 



Fiq. 9-66.—Stmcture of typical glass ignitron. {Courtesy of Weaiinghouae 
Electric and Manufacturing Company.) 

9-36. Igniter Control. —The igniter is a high-resistance refrac¬ 
tory rod which dips into the mercury pool, as shown in Fig. 9-55. 
If the potential applied to the rod is such that the gradient 
along the rod exceeds a critical value of about 100 volts/cm, an 
arc forms between the rod and the mercury pool.^ This arc 
constitutes a source of electrons for the anode-cathode system, 
and the main aic then strikes between anode and cathode. It 
has been found by experiment that the main arc strikes within 
a few microseconds of the igniter arc.’ 

1 Slepian, J., and Ludwio, L. R., Trans. Am. Inst. Elec. Eng., 62, 693 
(1933); Knowles, D. D., Electronics, June, 1933, p. 164. 

* Slepian and Ludwig, loc. cit. 

* Dow, W. G., and Powers, W, H., Elec. Eng., 64, 942 (1936). 
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The igniter rod is made of a crystalline material that is not 
wet by mercury, such as boron carbide or silicon carbide. Con¬ 
sequently, contact with the mercury is made at a large number of 
small points. The small area of these points, together with the 
relatively high resistance of the rod material, results in such a high 
potential gradient at the points of contact that either electrons 
are drawn from the mercury or thermal explosion occurs, result¬ 
ing in the formation of tiny arcs. The action is similar to the 
formation of an arc between separating contacts. The currents 
in these minute arcs rapidly rise. If the resistivity of the rod 
is not too great, the resulting electron emission from the cathode 
spots becomes adequate .to allow the formation of the main 
arc between the mfercury and the anode. In order to limit 
the energy required to initiate the arc, the rod diameter and 
the shape of the end of the rod must be properly chosen.^ The 
starting current increases with rod diameter. In practice the 
igniter arc may be formed by discharging a condenser through 
the igniter and by other methods that will be discussed. 

As in thyratrons, the anode current after firing is determined 
by the applied voltage, the anode-circuit impedance, and the 
constant tube drop. To prevent destructive rise of current, 
anode-circuit impedance is essential. 

9-37. Ignitron Construction.—A typical air-cooled ignitron, 
the KU-637, is showm in Fig. 9-55. The capacity of air-cooled 
tubes is limited by the allowable rise in temperature of the anode 
and of the tube as a whole. The use of metal construction and 
water cooling has resulted in tubes of greatly reduced size and 
with smaller probability of arcback. It has been found that 
tendency toward arcback in mercury pool tubes is favored 
by the positive-ion back current that flows during the negative 
half-cycle before deionization is complete.^ Since the deionizing 
time is reduced by lowering the temperature (see Sec. 9-20), 
the efficient cooling attainable in water-jacketed metal ignitrons 
is conducive to freedom from arcback. 

The important features of constniction of water-cooled igni¬ 
trons may be discerned from Figs. 9-56 and 9-57, which show a 

^Slbpian, and Ludwig, loc. cU.; Cage, J. M., Gen, Elec, Rev., 38, 464 
(1936); Tobpfbr, A. H., Elec, Eng., 56, 810 (1937). 

* Ludwig, L. R., Maxfibld, F. A., and Tobpfer, A. H., Elec. Eng., 53, 
75 (1934). 
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drawing of the type WL-651 ignitron and a cut-away view of 
the type FG-258A ignitron. The shell is not insulated from the 
mercury cathode and is, therefore, at cathode potential. The 
igniter and anode leads are insulated from the envelope by 
means of glass bushings. If the conducting time of the tube 



Fio. 9-66.—Structure of type WL-651 Fig. 9-57.—Cut-away view of typo 
water-cooled metal ignitron. {Courtesy FG-258A water-cooled metal igni- 
of Wesiinghouse Electric and Manufacture tron. {Courtesy of General Electric 
ing Company.) Company.) 

exceeds the time in which the spot can move to the edge of the 
pool, it may anchor to the envelope and cause material to be 
sputtered ^rom the metal wall. For this reason, some ignitrons 
are provided with a spot-fixer.^ This is a metal strip at the 

‘ Wagner, C. F., and Ludwig, L. R., Eke. Eng.y 63, 1384 (1934); Tonks, 
L., Physics, 6, 294 (1936); Slepian, J., and Tobpfer, A. H., J. Applied 
Physics, 9, 483 (1938). 
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surface of the mercury pool, which prevents the cathode spot 
from moving about. 

9-38. Comparison of Igniter and Grid Control. —There are 
two fundamental differences between the hot-cathode thyratron 
and the cold-cathode ignitron. The first is the mechanism of 
electron emission at the cathode. In the cold-cathode arc, 
emission probably results from the formation by space charge 
of very high fields at the surface of the cathode, rather than from 
thermionic emission, as in the hot-cathode arc. The second 
difference, the method of controlling the formation of the arc, is 
in reality the result of the first. In a hot-cathode arc tube the 
continuous ample emission of electrons at the cathode makes it 
possible for the arc to form when the anode voltage exceeds the 
ionization potential of the gas or vapor. The function of the grid 
in a thyratron is to prevent formation of the arc. Before the grid 
can regain control after arc extinction, it is necessary that 
deionization shall be so complete that the arc cannot form 
between the grid and cathode and that the grid is not surrounded 
l)y an ion sheath which prevents it from holding back electrons 
emitted by the cathode. This may require as much as 1000 /xsec. 
In the cold-cathode arc tube, on the other hand, the emission 
mechanism is such that high current density and high ion 
density in the vicinity of the cathode are necessary for its 
maintenance. Within a few microseconds after extinction, the 
deionization in the vicinity of the cathode is great enough so 
that the required emission is not reestablished by reapplication 
of anode voltage,^ Furthermore, even if the anode voltage is 
high enough to cause a glow, breakdown into an arc occurs only 
rarely and at random intervals. The function of the control 
electrode in a mercury pool tube is not, therefore, to prevent 
formation of the arc, but to initiate the arc by producing ioniza¬ 
tion of density comparable with that maintained by the arc. 
A heavy current* from igniter to pool causes the formation of an 
auxiliary arc which is followed within a microsecond by the 
formation of the main arc.- 

9-39. Comparison of Thyratron and Ignitron Characteristics.— 

Because of the great rapidity with which control is reestablished, 
the certainty of control is greater for the ignitron than for '.he 

' Knowles, D. D., and Bangratz, E. G., Elec, 80, 501 (1933). 

* Dow, W. G., and Powers, W. H., Elec, Eng,^ 84, 942 (1935). 
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thyratron. Arcbacks may occur occasionally, but it has been 
shown that arcback is essentially a random phenomenon and 
that the probability of its occurrence can be reduced to as low as 
one arcback in a month of use.^ Other advantages of the 
ignitron were discussed in Sec. 9-35. A serious disadvantage 
of the ignitron is the necessity for a large pulse of energy to 
initiate the arc. An igniter current of the order of several 
amperes for a time of about 100 jusec may be required. During 
this time the anode voltage must remain about 25 volts above the 
normal tube drop of 10 volts in order that the tube shall fire. In 
contrast to the hot-cathode arc tube, which will operate at small 
anode currents, the mercury pool type of arc tube requires an 
anode current of the order of 1 or 2 amps hi order to maintain the 
arc. This is sometimes a disadvantage but may, on the other 
hand, asvsist in the extinction of the arc in d-c operation. The 
maximum peak voltages at which ignitrons can be operated are 
in general lower than those of thyratrons. 

9-40. Ignitron Control Circuits.—The methods used in stop¬ 
ping the anode current of thyra¬ 
trons are applicable to ignitrons. 
The arc may also be extinguished 
by reducing the current for an 
instant below the value necessary 
to maintain the cathode spot. 



A-c inpul 


Fig. 9-58.—Ignitron firing circuit. 


Because of the relatively high energy required to fire the ignitron, 
the simple phase-control circuits discussed earlier in the chapter 
cannot be applied directly to ignitron control. A phase shifter 
capable of supplying the necessary power may be used. Several 
circuits have been developed that allow the tube to be fired by 
energy supplied by the line.^ 

Figure 9-58 shows the basic form of one type of ignitron firing 
circuit. The rectifier tube VT^ serves the dual function of pre¬ 
venting the flow of igniter current during the negative half 
of the cycle of applied voltage and of interrupting the igniter 
current after the anode fires in the positive half cycle. After 
the anode fires, the voltage applied to the igniter circuit is the 
ignitron tube drop, which is approximately equal to the rectifier 


^ Slepian, J., and Ludwig, L. R., Trans. Am. Inst. Elec. Eng.f 61, 92 
(1932). See also D. C. Prince, J, Am. Inst. Elec. Eng.^ 46, 667 (1927). 

* Knowleb and Banobatz, loc. cH. 
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tube drop. The igniter current therefore falls to zero. Substitu¬ 
tion of a phase-controlled thyratron in place of the rectifier, as in 
Fig. 9-59, makes possible the control of the time in the cycle at 
which the ignitron is fired. 

A'C 


Fio. 9-59.—^Ignitron phase-control circuit incorporating a thyratron. 

In the circuits of Figs. 9-58 and 9-59 the igniter current flows 
through the load. For this reason there is likely to be some 
variation of the time in the cycle at which the anode fires. This 
difl&culty is avoided in the circuit of Fig. 9-60, in which the con- 



Fio. 9-60.—Phase-control circuit in which the ignitron is fired by energy stored 
in the condenser C. 


denser C is charged through the rectifier VT^ and discharged 
through the thyratron F7^2 at a time determined by the phase- 
shifting network. Oscillograms show that with this circuit the 
ignitron fires with regularity at a predetermined point of the 
cycle of alternating supply voltage.^ The rectifier circuit is 



(a) (b) 

Fio. 9-61.—Ignitron firing circuit. 


designed so that the charging current of the condenser is less 
than that required to maintain the arc of the thyratron F!r 2 . 

Because of the high peak currents to which the thyratrons 
are subjected in the circuits of Figs. 9-59 and 9-60, particularly 
^ Knowles and Bangratz, loc , cU . 





300 


PRINCIPLES OF ELECTRON TUBES 


[Chap. 9 



Igntler 

control 


6 

Igniter 

control 


Fig. 9-62.—Full-wave ignitron circuit. 


if anode breakdown fails to occur, the life of the thyratrons is 
relatively short. The need for thyratrons is avoided in the 
circuit of Fig. 9-61a, in which direct and alternating voltages are 
impressed simultaneously in the igniter circuit, which contains an 
iron-core choke. ^ As the result of core saturation, a high pulse 
of igniter current flows during the positive crest of impressed 
alternating voltage, as shown in Fig. 9-616. The average igniter 
current and the reverse current during the negative half cycle 
are, however, small. Phase control may be obtained by shifting 
the phase of the impressed alternating igniter voltage relative 

to the anode voltage. 

The circuits of Figs. 9-59, 
9-60, and 9-61 can be readily 
converted into full-wave cir¬ 
cuits. Figure 9-62 shows a 
full-wave ignitron circuit that 
permits current to start flow¬ 
ing at a predetermined point in each half cycle.- 

Ignitron Applications. —The applications of the ignitron are 
in general the same as those of the thyratron. They includi^ 
spot-welding control, inversion and frecpiency transformation, 
illumination control, and motor commutation.'^ At present spot¬ 
welding control is by far the most important application of 
ignitrons. 

9-41. Externally Controlled Mercury Pool Arc Tube. —Break¬ 
down of a glass mercury pool tube containing a small amount 
of inert gas may be initiated by means of an external (dectrode 
in contact with the glass wall. The sudden application of high 
voltage between the external electrode and the cathode causes 
the formation of a glow, with subsequent formation of an arc 
between the anode and the cathode. The objection to this type 
of control lies in the lowering of the anode-cathode glow break¬ 
down voltage by the use of'gas, but it has found application in 
stroboscopes. 


‘ Klemperer, Hans, Electronics, December, 1939, p. 12. 

* Stoddard, R. N., Elec. Eng., 63, 1366 (1934). 

* Wagner, C. F., and Ludwig, L. R., Elec. Eng., 63,1384 (1934); Ludwig, 
L. R., Maxfibld, F. a., and Toepfer, A. H., Elec. Eng., 68, 75 (1934); 
Silverman, D., and Cox, J. H., Elec. Eng., 68, 1380 (1934); Dawson, J. W., 
Elec. Eng., 66, 1371 (1936); Packard, D., and Hutchings, J. H., Elec. 
Eng., 66, 37, 875 (1937). 
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9-42. The Strobotron.—Another type of cold-cathode arc tube 
has been developed by Germeshausen and Edgerton.^ The elec¬ 
trode structure of this tube is illus¬ 
trated in Fig. 9-63. The cathode 
consists of a cup containing a cesium 
compound that liberates free cesium 
under the action of the cathode spot 
and thus results in high thermionic 
emission. The cathode is sur¬ 
rounded by a ceramic insulator 
which concentrates the discharge on 
the active portion of the cathode 
and serves as a support for the inner 
grid. This grid is a wire-mesh 
screen directly above the cathode. 

During the operation of the tube, 
the inner grid becomes coated Avith 
cesium, which lowers the breakdown voltage when this grid acts 
as a cathode. A second or outer grid, a graphite ring, is mounted 



Fia. 9-64.—Strobotron control characteristic. The tube does not fire at com¬ 
binations of grid voltages lying within the characteristic. 

above the ceramic insulator. Graphite is used because the cesium 
1 Germeshausen, K. J., and Edgerton, H. E., Elec, Eng,^ 65, 790 (1936). 


► Anode 


yCIass 


Outer grid 
(graphite nng) 

Inner grid 
(nickel gauze ) 

^-Ceramic 
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^Cathode (Cup 
containing cesium 
compound) 

Fia. 9-6.3.—Strobotron electrode 
structure. 
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which condenses on it does not lower the breakdown voltage 
between it and the cathode. The anode is about an inch above 
the grid, the anode support wire being insulated by means of a 
glass shield in order to prevent the discharge from taking the 
shorter path to the support. One of the noble gases, usually 
neon or argon, is used in the tube. 

Breakdown is initiated as a glow discharge between two of the 
electrodes, usually the two grids. If the glow current exceeds a 
certain value and the anode source is capable of supplying 
sufficient current to maintain an arc, a cathode spot immediately 
forms, and the discharge changes into an arc. Because either 
grid may be made either positive or negative relative to the 
cathode, there is considerable latitude hi the operating voltages 
that may be used. A typical control characteristic is shown in 
Fig. 9-64. By proper choice of grid voltages, the glow current 
required to initiate arc breakdown may be made as small as 
2 X amp.^ The tube will carry a peak current of 200 to 
300 amp and an average current of 50 ma. 

Developed primarily as a stroboscopic light source, the strobo- 
tron has other applications.^ It may, for instance, be used to 
fire an externally-controlled mercury pool arc tube. Its advan¬ 
tages as a stroboscopic light source result in part from the large 
peak current that can be carried without damage to the cathode. 

9-43. Stroboscopes. —An important industrial and scientific 
application of the arc tube is as a stroboscope. If an inter¬ 
mittent souiSce of light is synchronized to the frequency of rotation 
or vibration of a mechanical device or to a multiple or submultiple 
of the frequency, the moving object will appear to be stationary 
when examined by the light. The requirements of such a light 
source are (1) easily controlled frequency of illumination, to 
allow synchronization of light and motion over a large frequency 
range; (2) extremely short duration of light flash, so that the 
moving part under observation will not appear to move while it is 
illuminated; and (3) light of great brightness, so that the moving 
part will be clearly seen despite the short time of illumination. 
By acting as a shutter of extremely high speed, the stroboscopic 

4 

* White, A. B., Nottingham, W. B., Edgerton, H. E., and Gbrmeb- 
HAUSEN, K. J., Electronics^ March, 1937, p. 18. 

* Gsbmeshausen, K. J., and Edgerton, H. E., Electronics^ February, 
1937, p. 12; Gray, T. 8., and Nottingham, W. B., Rev. Sd. Instruments^ 
8, 65 (1937). 
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Fio. 9-G5.—Stroboscope in 
which the discharge of a con¬ 
denser through a cold-cathode 
arc tube is controlled by a 
thyratron. 


light source also makes possible the photographing of rapidly 
moving objects. 

One type of stroboscopic tube, the strobotron, has already 
been discussed. Where small il¬ 
lumination suffices, thyratrons may 
be used as the light source. Ordi¬ 
nary thyratrons are not designed to 
be efficient light sources, however, 
and the production of intense illu¬ 
mination necessitates the use of such 
large peak currents that the life of 
a hot-cathode tube is shortened. 

Mercury pool tubes "are therefore 
usually used in preference to thy¬ 
ratrons. The tubes may be constricted where the discharge 
takes place. The constriction not only concentrates the light- 

emitting H'gion, but the prox¬ 
imity of the walls also speeds 
deionization of the gas and 
thus prevents serious 
afterglow. 

To produce a sharply de¬ 
fined flash of light, a condenser 
is discharged through the 
stroboscopic tube. Discharge may be initiated by a voltage 
impulse appli(»d to an external eleetrode or an internal grid 
or by firing an auxiliary thyratron which is in series with 
the tube and a source of limited current, so connected that 


2,000 fo 
SO , 000 ohms 

-f- o- 



S/robo^ron-'"' 

Fig. 9-6G.—Sclf-exoitcd atrobotron 

atrobosropo. 



Fig. 9-67.— Strobotron stroboscope controlled by a multivibrator. 

the condenser discharges only through the main tube. The 
inert gas which is essential to the use of external arc initiation 
is not objectionable in stroboscopic tubes because the relatively 
small diameter and large electrode spacing prevent the glow 
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breakdown voltage from being too low. The complete circuit of 
a stroboscope is complicated by the necessity of tripping the tube 
by an impulse of steep wave front in order to ensure accurate 
adjustment and synchronization, especially in the observation 
of rapidly moving objects. Figure 9-65 shows a typical circuit 
in which a thyratron controls the tripping impulse applied 
to the external grid of a mercury pool arc tube.^ Figure 9-66 
shows a simple self-excited strobotron circuit. ^ A circuit using a 
strobotron controlled by a multivibrator is shown in Fig. 9-67.^ 


Problems 

9-1. a. Design a circuit in which a glow- or arc-tube oscillator causes the 
periodic opening and closing of a relay. Th© frequency of operation and 
the fraction of the cycle during which the relay is energized are to be adjust¬ 
able. All voltages except for cathode heating should be derived from a 
single 220-volt d-c supply. The relay closes on 7 ma and opens on 6 ma. 
Specify all tubes, circuit constants, and operating voltages. 

6. By constructing a curve of plate current vs. time, on which the critical 
relay currents are shown, prove that the percentage of the cycle during 
which the relay is energized cannot be varied progressively from zero to 
100 per cent. 

9-2. Derive Eqs. (9-1) to (9*5). 

9-3. By means of a circle vector diagram, 
determine which of the impedances of Fig. 9-41 
should be a resistance and whether the other 
should be inductive or capacitive in order that 
increase of resistance may produce progressive 
increase of average anode current. 

Fig 9-68_Circuit dia waves of anode voltage vs. elec- 

^am for Prob. 9-5. trical degrees for sinusoidal anode voltages of 200 
volts and 800 volts crest value; and, by the use 
of the grid-control characteristics of Fig. 9-21, construct corresponding 
waves of critical grid voltage for a type FG-57 thyratron. 

h. Use the curves of (a) to derive curves of average anode current vs. 
phase angle 6 between grid and anode voltages, for crest grid voltage equal 
to twice and to ten times the maximum critical grid voltage. 

9-6. The operation of the phase-control circuit of Fig. 9-68 is erratic, 
regardless of the size of the condenser used. The phototube is found to be 
good, and all tube voltages are correct. Suggest a probable cause of this 
difficulty, and a remedy. 

1 Edobrton, H. E.^ and Germeshausen, K. J., Rev. Sci. Instruments, 3, 
535 (1932). See also H. E. Edgerton, Elec. Eng., 60, 327 (1931) and 
ironics, July, 1932, p. 220; R. C. Hitchcock, Elec. J., 32, 529 (1935); H. E. 
Kallmann, Proc. I.R.E., 27, 690 (1939); C. C. Street, Electronics, April, 
1940, p. 30. 

* Germsshausen and Edobrton, Elec. Eng., loc. cit. 
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LIGHT-SENSITIVE TUBES AND CELLS 

In all tubes discussed in preceding chapters the flow of current 
is controlled by means of voltages applied to the electrodes. 
There is another very important class of tubes or cells, in which 
the current arid the output voltage are controlled by incident 
radiant energy, and the operation of which depends upon some 
form of the photoelectric effect. These devices have made 
possible sound pictures, television, and many kinds of commercial 
and laboratory control and measuring equipment. 

10-1. 'types of' Photoelectric Phenomena. —The control of 
current by light may be accomplished by the application of three 
types of photoelectric phenomena: (1) the photoemissive effect, 
or emission of electrons from metallic surfaces as the result of 
incident radiation; (2) the photoconductive effect, or change of 
resistance of semiconductors by the action of incident radiation; 
and (3) the photovoltaic effect, or production of a potential differ¬ 
ence across the boundary between two substances that are in close 
contact, by illumination of the boundary. The best known of 
these phenomena, the photoemissive effect, appears in practical 
form in the phototube (photocell). The phototube is an electron 
tube in which one of the electrodes is irradiated for the purpose of 
causing electron emission. 

10-2. Historical Survey. —The photoemissive effect was dis¬ 
covered by Heinrich Hertz in 1887. In the course of his classical 
experiments on electric oscillations and electric waves, Hertz 
noticed that the maximum length of a spark that could be 
made to jump across a small spark gap was increased when 
light from another spark was allowed to fall upon it. By 
means of a series of experiments he showed conclusively that the 
effect was caused by ultraviolet light and that it was greatest 
when the light fell upon the negative electrode of the spark gap. 
Subsequent contributions to knowledge concerning the photo¬ 
emissive effect were made by Wiedemann and Ebert, Hallwachs, 
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Righi, Stoletow, Elster and Geitel, J. J. Thomson, Lenard, and 
others.^ 

Hallwachs proved that the photoemissive effect involved the 
loss of negative electricity from the illuminated surface. Righi 
connected two electrodes to an electrometer, by means of which 
he observed the flow of current when the surface of one electrode 
was illuminated. Stoletow added an external source of voltage 
and measured the current by means of a galvanometer. Elster 
and Geitel predicted and proved that the alkali metals should 
be the most sensitive photoelectric emitters of all the metals and 
found that sodium and potassium respond not only to ultraviolet 
radiation, but also to visible light. Lenard measured the ratio 
of the charge to the mass of the particles that carry the photo¬ 
electric current and showed them to be the same particles as those 
which Thomson had previously proved to carry, the current in a 
beam of cathode rays, and which were subsequently called 
electrons. 

10-3. Laws of Photoelectric Emission.—The early experiments 
resulted in the formulation of two laws relating photoelectric 
emission with the rate at which radiant energy strikes the 
emitting surface and with the wave length of the incident energy. 
The rate at which the radiant energy strikes is specified in terms 
of radiant flux (intensity of radiation), which is defined as the 
time rate of flow of radiant energy and is usually expressed in 
ergs per second or watts. The two laws of photoemission are: 

1. The number of electrons released in unit time at a photo¬ 
electric surface by radiation of constant spectral distribution is 
directly proportional to the incident radiant flux. 

2. The maximum energy of electrons released at a photoelectric 
surface is independent of the amount of radiant flux incident 
upon the surface but varies linearly with the frequency of the 
radiation. 

The first law was one of the factors that led to the formulation 
of the quantum theory of radiation. This law is of practical 
importance because of the desirability of a linear relation between 
anode current and incident flux in applications of phototubes. 

The second law was explained in 1905 by Einstein, who 
avssumed that incident radiant energy could be transferred to the 
electrons only in quanta of magnitude hv and that a portion of 

‘ See references at the end of this chapter. 
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this energy was used in removing the electrons from the emitter, 
the remainder appearing as kinetic energy of the emitted elec¬ 
trons. This is stated mathematically by Einstein^s equation, 

' hy = w + (10-1) 

in which p is the frequency of the incident radiation, w is the 
electron affinity of the emitter, v is the maximum velocity of the 
emitted electrons, h is Planck's constant, and m is the mass of an 
electron. Equation (10-1) holds only for the fastest electrons, 
which are removed from the atoms at the surface of the emitter. 
Some radiation penetrates through the outer layers of atoms, 
liberating electrons within the emitter. These electrons may 
lose energy in moving to the surface, so that their velocities after 
emission are less than that indicated by k]instein's equation. It 
can be seen from Kq. (10-1) that there is a minimum value of p 
below which the energy of the incident photon is less than the 
electron affinity and no emission can take place. This limiting 
frequency is called the threshold frequency and is indicated by the 
symbol vo. Substituting r = 0 and v = vo in Eq. (10-1) shows 
that 



The wave length corresponding to the threshold frequency is 
termed the long-wave limits Xo. P^instein's equation was verified 
experimentally in 1916 by Millikan,^ who determined the maxi¬ 
mum velocities of emitted electrons for various frequencies of 
incident radiation by measuring the retarding potential necessary 
to reduce the anode current to zero. P^instein's equation is of 
practical importance because it indicates that the ele ctron affinity 
of the emitter must be small in order that the enntter may be 
sehsillve to viinbTeTadTatidn. 

10-4. Current-wave-length Characteristics. —Photoelectric 
tubes and cells, like the human eye, are not equally responsive 
to equal amounts of radiant flux of different wave lengths. 
For this reason the response of a phototube to a given amount of 
radiant flux depends upon the manner in which the energy 
of the incident radiation is distributed in regard to wave length, 
which in turn depends upon the source of the radiation. In 

^ Millikan, R. A., Phys. Rev.y 7 , 355 (1916). 
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order to indicate fully the manner in which a phototube responds 
to radiation it is necessary to indicate not only the sensitivity 
to radiation of specific energy distribution, but also the manner 
in which the current varies with wave length at constant incident 



Fio. 10-1.—Current-wave-length characteristics for the alkali metals. 


energy. For this reason, tube manufacturers usually specify the 
performance of phototubes for illumination from a tungsten- 
filament lamp operated at a temperature of 2870°K, and furnish 
a current-^ave-length characteristic, which is a graph showing the 
relation between direct anode current per unit energy of incident 

radiant flux, and the wave length 
of the incident steady radiant flux. 

Current-wave-length charac¬ 
teristics for the alkali metals are 
shown in Fig. 10-1. Comparison 
of these curves with the dotted 
curve, which shows the visual 
sensitivity of the human eye, 
clearly indicates that cesium is 
by far the most satisfactory of 
the alkali metals for use with visi¬ 
ble radiation. 

Equation (10-2) suggests that the long-wave limit can be 
pushed farther toward the red end of the visible spectrum by 
reduction of the electron affinity. The electron affinity of 
photoelectric emitters, like that of thermionic emitters, can be 



Fio. 
characteristic 
phototube. 


10-2.—Current-wave-len gth 
for the type 808 
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lowered by the use of composite films made up of consecutive 
layers of different metals, of metals on oxides, and of metals on a 
monatomic layer of oxygen. The use of composite emitters 
results not only in response at much longer wave lengths, but also 
in a marked increase of sensitivity over the whole visible range of 
wave length. At present the most satisfactory type of cathode 
for use with visible radiation consists of a thin layer of cesium 
deposited upon a layer of cesium oxide formed upon a silver 
surface. The sensitivity of cesium oxide tubes extends well into 
the infrared band of radiation. This is shown, in Fig. 10-2, by 
the current-wave-length characteristic of a typical cesium-oxide 
tube, the type 868. The sharp cutoff at the ultraviolet end of 
the spectrum is caused by absorption of the shorter wave lengths 
of the radiation by the glass envelope. High sensitivity in the 
ultraviolet region may be obtained by use of a pure sodium 
cathode enclosed in an envelope of quartz or special glass such as 
noneXj which transmits ultraviolet radiation. By the proper 
choice of cathode materials, the use of color fillers, and the 
combination of two or more tubes of different color response, it 
is possible to adjust the resultant characteristic curve to meet 
special requirements. 

10-6. Light Units. —Radiant flux incident upon a phototube 
is ordinarily measured in lumens, and the 
illumination or flux density \n foot-candles. 

The lumen is defined as the flux through 
a unit solid angle from a point source of 
one candle. The fooi'-candle is the illu¬ 
mination on a surface 1 sq ft in area on 
which there is a uniformly distributed 
flux of 1 lumen. When the flux density 
is uniform, the illumination in foot- 
candles equals the flux in lumens divided 
by the area in square feet. 

10-6. The Vacuum Phototube.— Photo¬ 
tube cathodes usually consist of a half 
cylinder of silver or silver-plated copper 
covered with a composite film. The shape of the anode is not 
critical, the most important requirement being that it should inter¬ 
cept as little light as possible. A common form of anode in tubes 
with cylindrical cathodes is a wire located at the a^ds of the 


Anoc/e - 1 


Cdthoofe — 1 * 4 " 




Fia. 10-3.—Electrode 
structure of a typical, 
phototube. 
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cylinder, as shown in Fig. 10-3. In such a tube the initial 
velocities of only relatively few electrons are such as to carry 
them to the anode. Voltage must, therefore, be applied in 
order to draw all emitted electrons to the anode. 



Anode Vol+s 

Fio. 10-4.—Current-voltage characteristics for the type 917 vacuum phototube. 


Phototubes may be classified as vacuum phototubes and gas 
phototubes, A vacuum phototube is one that is evacuated to such 
a degree that its electrical characteristics are essentially unaf¬ 
fected by gaseous ionization. A gas phototube is one into which a 
^ ^ quantity of gas has been introduced, 

0. usually for the purpose of increasing 

1 8 TYPE 917 sensitivity. 

2 PHOTOTUBE^ Static current-voltage curves for 

a, typical cesium oxide vacuum 
V phototube, the 917, are shown in 

3 ^ Jyy'" Fig. 10-4, and static curves of anodt; 

<u 2 current vs. luminous flux in Fig. 

o ’ jy'" 10-5. The solid curve of Fig. 10-5 

< y ^ ^ ^ ^ ^ ^ applies to all anode voltages above 

0 0.1 0.2 0.3 0.4 0.5 saturation; the dotted curves, which 

Light Flux,Lumens ordinarily of no great practical 

anode current vs. luminous flux interest, are for anode voltagcsbelow 
for the type 917 vacuum photo- saturation. Curvature of the dot¬ 
ted curves is probably the result 
of space charge. It should be emphasized that the curves of Figs. 
10-4 and 10-5 apply only to light from a tungsten filament at a 
color temperature of 2870®K. Curves obtained with radiation of 
different energy distribution are of similar form, but the current 




0 0.1 0.2 0.3 0.4 0.5 

Light Flux,Lumens 

Fio. 10-6.—Static curves of 
anode current vs. luminous flux 
for the type 917 vacuum photo¬ 
tube. 
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range may be diffen^nt. Such curves may be derived by means 
of the following procedure: 

1. Multiply ordinates of the current-wave-length characteristic by 
the corresponding ordinates of the curve of Fig. 10-6, which shows the 
relative energy distribution of radiation from a tungsten filament at 
2870°K, and plot these products as a function of wave length. 

2. Plot a similar curve of the products of ordinates of the current- 
wave-length characteristic and those of the energy distribution curve 
for the given source. 



Fig. 10-6. —Relative energy distribution for radiation from a tungsten filament 
at a color temperature of 2870°K. [From data by W. E. Forsythe and E. Q. 
Adams, Denison University Bulletin, J. of the Scientific Laboratories, 32, 70 
(1937).] 

3. Multiply the current scale of the current-voltage characteristics 
by the ratio of the area under the second product curve to the area under 
the first product curve. For a})i)roximate results, the ratio of the sums 
of 15 or 20 uniformly spaced ordinates of the two product curves may be 
used in place of the ratio of the areas, and so the product curves need 
not be drawn. 

10-7. Phototube Sensitivity.— Static sensitivity of a phototube 
is the ratio of the direct anode current at a specified steady anode 
voltage to the incident constant radiant flux of specified value. 
It is usually expressed in microamperes per microwatt. When 
the radiant flux is confined to a single frequency or a very nar¬ 
row band of frequencies, the ratio is called the monochromatic 
sensitivity A 

Variational sensitivity of a phototube is the ratio of the change 
in anode current at a specified steady anode voltage to the change 

‘ 1933 and 1938 reports of the Standards Committee of the Institute of 
Radio Engineers. 
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in the total luminous flux entering the tube. As most precisely 
used, the term refers to infinitesimal changes, as indicated by the 
defining equation^ 



It is evident that the variational sensitivity is the slope of the 
curve of current vs. flux at the given values of anode voltage and 
flux. It may also be found from the family of current-voltage 
characteristics by the use of small increments. 

10-8. The Gas Phototube.—It can be seen from the curves of 
Figs. 10-4 and 10-5 that the currents that are obtained from a 


i 



Fio. 10-7.—Current-voltage characteristics for the type 808 gas phototube. 


vacuum phototube are very small even with cathodes of high 
sensitivity. The sensitivity of the tube can be greatly increased 
by introducing a small quantity of gas. The increase of current 
results mainly from ionization of gas by the emitted electrons in 
moving to the anode. Ionization by collision takes place in a 
gas phototube when the anode voltage approaches the ionization 
potential of the gas. The new electrons thus released pass to 
the anode, and the positive ions are drawn to the cathode. The 
current is increased at every point between the cathode and 
anode by an amount corresponding to the number of ionizing 
collisions per second between the cathode and anode. Increase 
of anode voltage increases the number of primary electrons that 
make iorfizing collisions. When the voltage becomes sufficiently 
high, then, after a primary electron makes one ionizing collision, 
both it and the new electron may make one or more other 

^ 1933 and 1938 reports of the Standard Committee of the Institute of 
Radio Engineers. 
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ionizing collisions in moving toward the anode. Some increase 
of current also results from secondary emission produced when 
positive ions strike the cathode. A tenfold increase of anode 
current may be attained by the use of gas, the current increasing 
rapidly as the voltage is raised above the ionization potential. 
Figures 10-7 and 10-8 show static curves of anode current vs. 
anode voltage and of anode current vs. luminous flux for the type 
868 gas phototube. Below 15 volts the current-voltage curves 
are of the same general form as those of a vacuum phototube, 
since little ioniaation takes place below this voltage. 

The gas that is used in phototubes must meet a number of 
requirements. It must not react with the electrodes or be 
absorbed by the electrodes or the 
tube walls, it should have a low 
ionization potential, and it should 
have a low molecular weight in 
order that the positive ions may 
be quickly accelerated. The only 
gases that do not react with the 
alkali metals used in the cathodes 
arc the inert gases, helium, neon, 
argon, krypton, and xenon. The 
ionization potential of these gases 
decreases in the order in which they 
are listed, whereas the atomic 
weight increases. Argon gives a satisfactory compromise as 
regards these factors and is relatively inexpensive. Neon and 
helium are used in some tubes, but the use of argon is more 
common. 

The ratio of the sensitivity of a gas phototube at a given voltage 
and flux to the sensitivity obtainable at the same voltage and flux 
without ionization resulting from presence of gas is called the gas 
amplification factor. This factor depends upon the gas pressure. 
If the pressure is too low, the spacing between the gas molecules 
is relatively so great that there is slight probability that an 
emitted electron will strike a gas molecule in moving from the 
cathode to the anode. If the pressure is too high, on the other 
hand, the probability is great that an electron will be stopped by 
a gas molecule before it has been accelerated far enough to have 
acquired suflBicient energy to cause ionization. As the pressure is 



Fig. 10-8.—Static curves of 
anode current rs. luminous flux for 
the typ)e 808 gas phototube. 
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increased from a very low value, the number of collisions made 
by an electron in moving from the cathode to the anode increases, 
but the kinetic energy acquired between collisions with molecules 
decreases. As the result of these opposing effects there is an 
optimum gas pressure, which is found to be about 0.2 mm Hg 
in the noble gases. 

The gain in sensitivity resulting from the use of gas is partly 
offset by a number of disadvantages. One, shown by Fig. 10-8, 
is the loss of linearity between anode current and flux. A 
second disadvantage is that a glow discharge may take place 
at voltages above about 90. The breakdown voltage falls with 
increase of flux, in a manner indicated Roughly by the dotted 
curve in Fig. 10-7. Glow is objectionable not only because it 
causes the current to be independent of illumination, but also 
because it may permanently reduce the sensitivity of the tube. 

The anode voltage must, therefore, bo 
g kept below the value at which glow break- 

^ f ^ down can occur. Limitation of supply 

^ S < voltage to 90 volts makes the maximum 

^ output voltage that can be obtained less 

^ - than that attainable with vacuum photo- 

Fiq, 10 - 9 .—Lag in the tubes. To prevent destructive rise of 
response of a gas photo- anode Current in the event that glow 
breakdown does occur, a resistance of 
too,000 Q or more must always be used in series with a gas photo¬ 
tube. Since a high resistance is also necessary in order to produce 
high voltage output, the need of such a resistance is not a 
disadvantage. 

The third disadvantage resulting from the use of gas in photo¬ 
tubes is caused by the relatively large mass of positive ions. 
Because the time taken for a positive ion to pass from the vicinity 
of the anode to the cathode is appreciable, there is a perceptible 
time lag in the response to a change in flux. The manner in 
which a gas phototube responds to an abrupt increase. and 
decrease of flux is shown in Fig. 10-9. The effect of the time 
lag is similar to that of inductance in the phototube circuit, as 
it tends to prevent changes of anode current and produces a 
phase difference between sinusoidal periodic light fluctuations 
and the resulting alternating component of .anode current. 
It also causes the variational sensitivity of the tube to decrease 
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with increase of modulation frequency of the light. ^ This is 
illustrated by the dynamic response curve of Fig. 10-10, which 
shows the relative variational sensitivity of a type 868 gas photo¬ 
tube as a function of modulation frequency. When a gas 
phototube is used in conjunction with an amplifier to convert 
changes of light into sound, the effect of a drooping dynamic 
response curve can be offset by the use of an amplifier that has a 
rising frequency characteristic. 

10-9. Phototube Circuits.—Phototube currents are so small 
that a galvanometer is the only current-operated device that they 
can operate directly. One or more stages of amplification must 



Fio. 10-10.—Dynamic response curve for the type 868 gas phototube. 

be used in practical applications of the phototube. Since 
vacuum-tube amplifiers are voltage-operated devices, the changes 
of phototube current must be converted into voltage changes by 
means of impedance in series with the tube. Because the currents 
arc very small, the impedance must be high, usually from 1 to 25 
megohms. Although transformers have been designed for use 
with phototubes, the difficulty of obtaining adequate primary 
reactance at the lower audio frequencies makes it simpler 
and cheaper to use resistance or resistance-capacitance coupling 
between the phototube and the amplifier. 

In order to simplify diagrams of circuits discussed in this 
chapter, all tubes are shown as triodes, and all direct voltage 
sources as batteries. Tetrodes and pentodes of proper char¬ 
acteristics (Sec. 10-14) may be used in place of triodes, and 
batteries may be replaced by other types of power supplies. 

When a relay or other current-operated electrical device is to be 
controlled by changes of steady or average flux, a direct-coupled 

^ Modulation frequency, the frequency at which the illumination varies, 
should not be confused with the radiation frequency of the incident light. 
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amplifier must be used. A circuit in which increase of illumina¬ 
tion causes an increase in plate current of the amplifier tube is 
termed a forward circuit; one in which increase of illumination 
causes a decrease of plate current is called a reverse circuit, * Figure 
10-11 shows a simple forward circuit in which increase of illumina¬ 
tion causes a relay to be energized. Figure 10-12 shows a similar 
reverse circuit. The forward circuit of Fig. 10-13 is operated 


Anoofe'' 



Fio. 10-11.—Forward d-c photo¬ 
tube circuit. 



phototube circuit. 


entirely from a single source of direct voltage. If the relay is 
shunted by a condenser in order to by-pass the alternating com¬ 
ponent of plate current, or if a slow-acting relay is employed, this 
circuit can also be used on an alternating voltage supply. The 
phototube and amplifier then pass current during only one-half 
of the cycle. 

Improved forward and reverse a-c-operated circuits are 
shown in Figs. 10-14 and 10-15.^ The 
purpose of the grid condensers is to elimi¬ 
nate the difference in phase between grid 
and anode voltages resulting from the 
capacitance of the phototube and amplifier 
electrodes. The sensitivity of these a-c 
circuits is less than half that of the cor¬ 
responding d-c circuits at the same volt¬ 
ages. The illumination at which the relay 
closes is adjusted in the circuits of Figs. 
10-11 to 10-15 by variation of grid bias of the amplifier tube. 

Another a-c-operated circuit is that of Fig. 10-16. The action 
is as follows: During the half of the cycle in which the anode 
and the ^plifier plate are negative, a positive voltage is applied 

^ Although the phototube is shunted between the amplifier grid and plate 
in Figs. 10-13 and 10-14, the only actual difference in the phototube con¬ 
nection from that in the circuit of Fig. 10-11 is that the phototube current 
flows through the relay. The voltage drop through the relay is small and 
so does not affect the operation. 



Fiq. 10-13.—Forward 
phototube circuit oper¬ 
ated from a single volt¬ 
age source. 
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to the grid through the condenser C. The flow of grid current 
charges the condenser to a voltage approximately equal to the 
peak voltage between A and B, the side of the condenser adjacent 
to the grid being negative. During the half of the cycle that 



Fio. 10-14.—A-c-operated for¬ 
ward phototube circuit. 



verse phototube circuit. 


makes the plate and the anode positive, the grid is negative with 
respect to the cathode of the amplifier by an amount equal to the 
sum of the condenser voltage and the instantaneous voltage 
between A and B. If the phototube is dark, the charge on the 
condenser cannot leak off; but if the phototube is illuminated, 
the charge flows off through the phototube, lowering the negative 
voltage of the grid and increasing the plate current. Adjustment 
of the potentiometer varies the average 
grid bias and thus changes the illumina¬ 
tion at which the relay closes. It 
should be noted that the circuit is in 
effect a bridge, the voltage of the grid 
during the negative half of the cycle a 
depending upon the relative size of C and 
the sum of the phototube and amplifier 
grid-to-plate capacitances. If C is too*^ 
small, no charge is stored during the 
negative half cycle. If C is too large, 
on the other hand, the reduction of 

condenser voltage during the positive half cycle, caused by 
the phototube current, is too small and the sensitivity is 
low. A 0.0005-/x/ condenser gives satisfactory results with a 
type 6J5 amplifier tube and a 0.00025 -m/ condenser with a type 
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6SK7 amplifier. The over-all sensitivity is considerably higher 
Avith the 6SK7 than with the 6J5 amplifier tube. 

10-10. Circuits for Measurement of Illumination.^—The fore¬ 
going circuits may be used for measuring illumination if the relay 
is replaced by a meter. Because the variation of plate current 
may be only a small fraction of the operating plate current 
of the amplifier, it is usually necessary to balance out the steady 

component of plate current in order to 

©a obtain accurate readings. This may 

^ I ^ be accomplished by the circuit of Fig. 

^ R| 10-17. The voltage divider P is ad- 

Ip [ justed so that there is no dilfcrence of 

>1*1 piP* potential across the meter and all the 

_ '' * 1 ' plate current flows through the resist- 

Fio. 10-17. —Phototube aiice. Any change in plate current 

circuit for the measurement ix • xi n p x xi i xi 

of illumination. results in the ilow of cuiTcnt through the 

meter. For high sensitivity the resist¬ 
ance R must be large as compared with the meter resistance, but 
increase of resistance necessitates an increase of plate supply 
voltage. Steady current can also be eliminated from the meter 
by the use of the two-tube balanced circuit of Fig. 10-18.^ This 
circuit is unaffected by fluctuations of battery voltage and reads 
linearly over a wide range of illumination. The meter in the 
circuits of Figs. 10-17 and 10-18 may be replacc'd by other types 
of current-operated devices. 

10-11. Use of Phototubes in T~] 

Phase-control and Trigger Circuits. | | (h 

Phototubes can be incorporated in + r*i 

the thyratron phase-control circuits ^ | I T j~ | I 

of Figs. 9-41 to 9-51, thus making | - + I 

possible the control of load current _| [yjx_[_ 

by light. The phototubes are used Fig. lO- is.—B alanced circuit 
as the variable resistance elements 
in the phase-shifting circuits, being 

connected so that the phototube and thyratron anodes are posi- 
1 For more complet treatments of this subject, see W. E. Forsythe 
(editor), Measurement of Radiant Energy,^' McGraw-Hill Hook Company, 
Inc., New York, 1937; also Keith Henney, Electron Tubes in Industry,^’ 
McGraw-Hill Book Company, Inc., New York, 1937. 

* Ecjlin, J. M., J. Opt. Soc. Am., 18, 393 (1929); Koller, L. R., J, Western 
Soc. Eng., 86, 15 (1931). 
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live during the same half of the cycle. Because of the very high 
resistance of phototubes and the difficulty of obtaining com¬ 
parable reactance at commercial frequencies by means of an 
inductance, a condenser must be used as the reactive element 
in the phase-shifting circuit. Two typical circuits are shown in 
Fig. 10-19. The function of the resistance R in circuit 6 is to 
provide a leakage path for electrons that collect on the grid side 
of the condenser. 

Phototubes may also be used to control the trigger circuits 
of Figs. 6-26 and 6-27. Phototubes in series with or in place of 
the resistances Rc of Fig. 6-26 allow the current transfer to be 
initiated by the interruption of light beams. Phototubes in 



(c») (b) 

Fiq. 10-19.—Thyratron phase-control circuits incorporating phototubes, by 
means of which large currents may be controlled by illumination. 

parallel with or in place of the resistances RJ allow the circuit to 
be tripped by increase of illumination. 

10-12. Limitations of Direct-coupled Circuits.—The circuits 
of Figs. 10-11 to 10-18 respond both to periodically repeated 
changes of illumination and to sustained changes of steady 
illumination. Greater sensitivity may be obtained hy the use 
of an additional stage of amplification, directly coupled to the 
first; but it is then difficult to adjust the circuit to operate at 
different illumination levels, and small variations in the illumina¬ 
tion level alter the bias of the second stage. The difficulty of 
obtaining high amplification in direct-coupled circuits imposes 
a lower limit to the change in illumination that can be used to 
operate circuits of this type. Aside from their relativel}^ low 
sensitivity, these circuits are unsatisfactory for the amplification 
of modulated light because they are thrown out of adjiistmcuit 
by changes of average illumination. 
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10-13. Circuits for Use with Modulated Light. —To amplify 
only the varying component of anode current produced by 
fluctuating or modulated light, as in the reproduction of sound 
recorded on film, the phototube is usually coupled to the first 

amplifier tube by means of resistance- 
capacitance coupling, as shown in 
Fig. 10-20. The coupling condenser 
prevents the variation of amplifier 
bias with changes of average illumina¬ 
tion. After the first stage, any type 
of amplifier haying the desired char¬ 
acteristics may be used. 

10-14. Sensitivity of Phototube and Amplifier. —The theoreti¬ 
cal sensitivity, or change of plate current pvr lumen change in 
light flux, of the circuits of Figs. 10-11, 10-12, and 10-13 can be 
readily determined. For a vacuum phototube the change in 
voltage across the coupling resistor per lumen change of flux is 
equal to the product of the tube sensitivity in microamperes per 
lumen by the coupling resistance in megohms, or 



Fio. 10-20.—Circuit for con¬ 
verting modulated light into 
alternating current or voltage. 


A€c 

AF 


sRo 


volts/lumen 


(10-4) 


If the change of voltage is not too great, the resulting change of 
plate current is 


and 


= ,7^ amp (10-5) 

S’ = rT?k amp/lumen (10-6) 


in which the resistances Vp and Rb are measured in ohms and Re in 
megohms. The resistance of milliammeters and of relays suit¬ 
able for use in the plate circuit of an amplifier tube is usually 
negligible in comparison to the plate resistance of the tube, so 
that Eq. (10-6) may be simplified to 

^ = sQfnRe X 10~® ma/Iumen (10-7) 


in which 8 is the phototube sensitivity in microamperes per 
lumen^ gm is the amplifier tube transcpnductance in micromhos, 
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and Rc is the coupling resistance in megohms.^ If the cathode 
is uniformly illuminated, or if the light is concentrated upon 
the cathode by means of a uniformly illuminated lens, the 
sensitivity can be expressed also in milliamperes per foot-candle 
change in illumination and is equal to sg^RcA X ma/ft- 
candle, where A is the effective cathode area or the area of the 
lens. It is important to note that the sensitivity is proportional 
to the transconductance of the amplifier tube. 

If the changes of flux are very large, the value of the trans¬ 
conductance of the amplifier tube may vary considerably over the 
range of operation. A more accurate determination of the 
sensitivity of the circuit can then be made by using in place of Qm 
the ratio of the change in plate current to the change in grid 
voltage, as determined from the plate diagram or the transfer 
characteristic of the amplifier tube. If a gas phototube is used in 
place of a vacuum phototube, the phototube sensitivity is not 
constant, and the ratio of the actual change of anode current 
to the change in flux should be used in place of s. This may be 
determined from the anode-circuit diagram or a curve of output 
voltage vs. flux derived from it. 

10-16. The Anode Diagram. —Anode diagrams similar to the 
plate diagrams of amplifier tubes are often of value in determining 
the performance of phototubes. 

An anode diagram for a vacuum 
phototube is illustrated in Fig. 

10-21. The load line passes 
through the point on the voltage 
axis corresponding to the anode 
supply voltage and makes an 
angle with the voltage axis whose 
tangent is equal to the reciprocal 
of the load resistance (expressed 
in volts per ampere). Above 
saturation the characteristic curves of Fig. 10-21 corresponding to 
equal increments of flux are practically horizontal, equidistant, 
straight lines, and therefore intersect the load line at equidistant 
points. This shows that if the anode voltage of a vacuum photo¬ 
tube is always sufficiently high to give saturation current, the 

' Note that rp, ffmt and s must be determined for the given operating 
points. 


i 



Fio. 10-21.—Anode diagram for 
vacuum phototube. 
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current and the voltage across the load resistor are essentially 
proportional to the flux. 

Except over a very small range of voltage, the characteristics 
of gas phototubes are not equidistant, parallel, straight lines, and 
so the anode current and output voltage are not proportional to 



Anode Vol+age 

Fig. 10-22.—Anode diagram for the type 918 gas phototube. 


flux. The anode current may be expanded in an infinite series 
similar to the plate-current series for an amplifier tube. It is 
difficult, however, to evaluate the coefficients of such an expan¬ 
sion in the solution of problems. It is more practical to dc a r- 



Lumens 

Fig. 10-23.—Curves of output voltage V 8 . luminous flux for the type 918 gas 
phototube with load, derived frQin the anode diagram of Pig. 10-22. 

mine the Output voltage and harmonic content by means of the 
anode diagram. Figures 10-22 and 10-23 show the anode-circuit 
diagram of the type 918 phototube and the curves of output 
voltage V8, luminous flux which are derived from it. Harmonic 
content can be determined from the anode diagram of Fig. 10-22 
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or the voltage-flux curves of Fig. 10-23 by the use of equations 
given in Chap. 4, in the same manner as for amplifier tubes. 

10-16. Design of Phototube Circuits. —The fact that the 
anode current of a vacuum phototube is practically independent 
of anode voltage above saturation means that the anode current 
is also independent of coupling resistance if the anode voltage is 
always above saturation. The output voltage, therefore, 
increases linearly with coupling resistance. If the coupling 
resistance is made very large, however, the anode voltage may fall 
below saturation at high values of flux, destroying the linearity 
between current and flux, as shown by the load line MN in 
Fig. 10-21. This difficulty can be remedied by increasing the 
anode supply voltage, as indicated by the load line M'-N\ 
The size of the coupling resistance that can be satisfactorily 
used at a given maximum flux is limited by the maximum 
allowable anode voltage (usually not less than 250 volts in 
vacuum phototubes), by tube and circuit leakage conductance, 
and by resistor noise.With special care in the elimination 
of circuit and tube leakage it is possible to use properly designed 
coupling resistors as large as 100 megohms, but ordinarily it is 
not advantageous to exceed 25 megohms. When extreme 
sensitivity is essential, as in the measurement of minute quanti¬ 
ties of light, leakage in the phototube and phototube socket 
should be minimized by the use of a phototube in which the anode 
terminal is at the top of the tube, and of low anode voltage. 
If the anode voltage is kept below 20 volts, the danger of ioniza¬ 
tion of residual gas in vacuum phototubes is avoided. Grid 
leakage in the amplifier tube is reduced by the use of low screen 
and plate voltage and low cathode temperature. High sensi¬ 
tivity may be attained without the need of high anode supply 
voltage by using a pentode^ (see Fig. 6-6) or a second phototube*^ 
in place of the coupling resistor. 

When gas phototubes are used in the conversion of modulated 
light into alternating voltage.or current, the harmonic content 
of the output increases with coupling resistance. Allow’able 
amplitude distortion, therefore, usually limits the coupling 
resistance to 1 or 2 megohms. In control circuits, however, 

^Shepard, F. H., Jr., RCA Rev.^ 2, 149 (1937); Bull, H. S., and 
Lafferty, J. M., Electronics^ November, 1940, p. 31 and December, 1940, p. 71. 

* Shepard, ibid. 
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large values of coupling resistance can also be used with gas 
phototubes. 

Danger of cumulative increase of plate current as the result 
of primary and secondary grid emission and of ionization of 
residual gas imposes a limit on the grid-circuit resistance that 
can be used with many amplifier tubes at rated plate voltages. ‘ 
To make use of the large values of coupling resistance that are 
desirable in order to give high sensitivity, it is necessary, there¬ 
fore, to use low values of plate and screen operating voltage. 
This is normally not a disadvantage, since enough plate current 
to operate small relays may be readily obtained with most 
tubes at plate voltages of 100 or less% A second amplifier 
stage, operated at normal voltages, may be used if necessary. 
Care must also be taken to ensure that the allowable amplifier 
plate dissipation is not exceeded for any value of light flux at 
which the phototube is operated. Since IR drop in the grid 
resistor prevents the application of appreciable positive voltage 
to the grid, ample protection is usually afforded by the use of 
sufficiently low plate and screen supply voltages so that the 
allowable plate dissipation is not exceeded when the grid voltage 
is zero. 

10-17. Photoconductive Cells. —The photoconductivc effect 
was discovered in 1873 by Willoughby Smith, who observed a 

change in the resistance of the 
crystalline form of selenium with 
illumination. Although a num¬ 
ber of semiconducting substances 
are now known to be photocon¬ 
ductive, selenium is still used 
in most photoconductive cells. 
Early selenium cells were made 
by covering two closely spaced 
conductors with a thin coating of 
amorphous selenium, which was 
subsequently converted into crystalline selenium by heat treat¬ 
ment. The conductors were commonly made in the form of 
interlocking metallic combs, or of two wires wound close together 
on a nonconducting frame, as shown in Fig. 10-24. Modern 

^ Reich, H. J., Theory and Applications of Electron Tubes,” pp. 
184-185. 




Fio. 


10-24.—Two forms of grids 
used in selenium cells. 




Skc. 10-17] LIOHT’-SENSITIVE TUBES AND CELLS 


325 


cells are made by condensing selenium vapor in a thin film upon a 
double grid of gold or platinum fused to or sputtered upon a 
glass plate. The glass is maintained at the proper temperature 
so that the film is deposited in the crystalline form. 

The photoconductive effect is thought to be caused by the 
emission of electrons within the material. In their motion under 
the influence of applied voltage, these photoeleetrons produce 
other ionization. Equilibrium is established when the rate of 
recombination becomes equal to the rate of ion formation. This 
theory is in agreement with experimentally observed laws. It is 
found experimentally that (1) for a short time after the light 
is applied, before much displace¬ 
ment of positive ions or appre¬ 
ciable secondary ionization takes 
place, the change in current re¬ 
sulting from illumination is pro¬ 
portional to the incident flux; 

(2) for exposures of sufficient 
length to enable the current to 
reach equilibrium, the current is 
proportional to the square root of 
the incident flux; (3) with rapidly 
fluctuating light the alternating 
current is proportional to the 
incident flux and inversely pro¬ 
portional to the frequency of fluctuation. The lag in the 
response of a selenium .cell is caused mainly by the low velocity 
of the relatively heavy positive ions. The dependence of 
current upon time of illumination and the related falling dynamic 
response curve make the photoconductive cell unsatisfactory 
for the undistorted conversion of modulated light into voltage 
or current. 

Unlike the phototube, the photoconductive cell passes appre¬ 
ciable cuiTent when it is dark, the dark resistance of commercial 
cells ranging from about 100,000 Q to 25 megohms. The ratio 
of light to dark currents may be as high as 25 but is more com¬ 
monly about 8 or 10. The current capacity does not usually 
exceed a few milliamperes, but by proper design may be increased 
to as much as i amp. The sensitivity is directly proportional 
to the voltage across the cell, and consequently cells are usually 



Fig. 10-25.—Relative response of 
the type FJ-31 selenium cell, in per 
cent of maximum response, as a 
function of wave length. 
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operated at as high voltage as possible without overheating 
and subsequent breakdown. In Figs. 10-25 and 10-26 an; 


shown the current-wave-length 



Modulcu+ion Freq , ^<^c. per sec. 
Fig. 10-26.—Dynamic response curves 
for the type FJ-31 selenium cell. 

rived. ^ It is generally simpler, 
current-voltage diagram in the 
tubes and amplifiers. Because 


characteristic curve and the 
dynamic response curves of a 
typical selenium cell, the Gen¬ 
eral Electric type FJ-31. The 
peak of the spectral sensitivity 
curve is in the red, which 
makes the cell suitable for use 
with artificial illumination and 
infrared radiation. 

Expressions for the voltage 
sensitivity of selenium cells 
and of the ampere-turn sensi¬ 
tivity of selenium cells used 
to operate relays may be de- 
however, to make use of a 
same manner as with photo- 
the cell resistance at a given 



value of illumination is independent of ceil voltage, the 
current-voltage curves are straight lines and may be readily 


^Zworykin, V. R., and Wilson, E. D., ‘‘Photocells and Their Applica¬ 
tions,^' 2d ed., John Wiley & Sons, Inc., 1934, pp. 176--180. 
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derived from a single static curve of current vs, illumination at 
any voltage. A family of current-voltage characteristics, 
together with a number of load lines for 120-volt supply voltage, 
is illustrated in Fig. 10-27. It can be seen from this diagram 
that the change in current per foot-candle change in illumina¬ 
tion, and hence the current sensitivity, is a maximum for zero 
load resistance, and decreases rapidly as the load resistance is 
increased. The change in voltage across the load resistance 
per foot-candle change in illumination, and hence the voltage 
sensitivity, passes through a maximum as the load resistance is 
increased. With small changes of illumination, maximum volt¬ 
age sensitivity is obtained when the load resistance is approxi¬ 
mately equal to the average resistance of the cell in the range 
of operation. 

10-18. Photovoltaic Cells (Barrier-layer Cells). —The photo¬ 
voltaic effect was first observed by Becquerel,^ who discovered 



Foot-candles 

Fiq. 10 - 28 . - Curves of current vs. illumination for the Rayfoto cell. 

that an e.m.f. is set up between two electrodes immersed in an 
electrolyte when one of the electrodes is illuminated. Two 
cells based upon the Becquerel effect were the Rayfoto cell, 
which employed a cathode of cuprous oxide on copper and an 
anode of lead in an electrolyte of lead nitrate; and the Photo- 
lytic cell,-* which was similar in construction but which employed 

' Becquerel, E., Compt. rend., 9, 144, 561 (1839). 

* Although those cells are no longer on the market, they are still of theo¬ 
retical interest. 
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cuprous oxide on copper for both electrodes, thus eliminating 
voltage when the cell was dark. Curves for the Rayfoto type of 
cell, taken from an article by Fink and Alpern,^ are shown in 
Figs. 10-28 and 10-29. It can be seen that when the cell is 
short-circuited the current is proportional to the illumination but 
that external circuit resistance destroys the linearity and also 
results in considerable reduction of current sensitivity. The 
response of this cell to fluctuating light falls rapidly with increase 
of light-modulation frequency, so that it is not satisfactory for 
converting modulated light into sound. 



Fig. 10-29.—Curves of generated voltage vs. illumination for three types of 

photovoltaic cells. 

A more recent type of photovoltaic cell, the harrier-layer cell, 
is made of a layer of cuprous oxide in very close contact with a 
metal, usually copper, gold, or platinum, or of a thin layer of 
iron selenide on iron. It is found that illumination of the bound¬ 
ary or barrier plane between the compound and the metal sets 
up an e.m.f. and that current flows if the compound and the 
metal ar^ connected through an external circuit. The phe¬ 
nomenon, which is now known to be caused by the emission of 
electrons from the compound into the metal, was first observed 

^ Fink, G., and Alpbbn, D, K., Trans, Am, Electrochem, Soc.^ 58, 275 




Sec. 10 - 18 ] LIGHT-SENSITIVE TUBES AND CELLS 


329 


by Fritts in 1884 in the course of experiments on selenium cells. ‘ 
Improvements in design and manufacture have resulted in 
selenium^ and cuprous-oxide® barrier-layer cells capable of produc¬ 
ing currents of 100 /xa or more per lumen. 

There are two forms of barrier-la^^er cells. In the first, called 
the hack-effect cell, the cuprous oxide or iron selenide is deposited 
upon the metal in the form of a thin layer. The light passes 
through the compound to the metal, as shown in Fig. 10-30a, the 
photoelectric action taking place at the boundary between 
them. Electrons flow across the boundary from the oxide or 
selenide to the metal, and the conventional direction of current 
in the external circuit is from the compound to the metal. 


(a)R 


ih) R 



Cuprous oxide 
Copper 


^Back effect 

O l j j Sputtered film 
V///////7Z’7^ <jprous oxide 
Front effect 'Copper 


Fio. 10-30.—ArraiiKeinont of electrodes in front-effect and back-effect barrier- 

layer cells. 


Contact to the compound is made by means of a conductor 
pressed against the compound or by means of a thin layer of 
metal sputtered on the compound near the outer edge of the 
surface. Because of absorption of the light of shorter wave 
lengths in the oxide, the current-wave-length characteristic of 
a cuprous oxide back-effect cell shows a maximum at the red end 
of the spectrum. 

The second form of cell, called the front-effect celly is made by 
sputtering a thin film of silver, gold, or platinum on the exposed 
surface of the cuprous-oxide or selenide layer, which is formed on 
the metal as in the back-effect cell. Light enters the cell through 
the sputtered film, as shown in Fig. 10-306. Emission of elec¬ 
trons takes place at both surfaces of the oxide or selenide but is 
greater at the front surface, causing the sputtered film to become 
negatively charged with respect to the metal and resulting in 

‘Fritts, C. F., Proc. Amer. Asso, Adv. Science^ 33, 97 (1884); Adams, 
W. G., and Day, R. E., Proc. Royal Soc. Londoriy 26, 113 (1877). 

* Berqmann, Physik. Z., 32, 286 (1931). 

•Lange, B., Physik. Z., 31, 139 (1930). 
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current in the conventional sense from the metal to the sputtered 
film through the external circuit. Absorption of light by the 
sputtered film is small, and the peak of the spectral sensitivity 
curve is at the blue end of the visible spectrum. 

The short-circuit current of a barrier-layer cell, like that of an 
electrolytic cell, is directly proportional to the total flux incident 
upon the surface and is independent of the area illuminated. 
The introduction of external resistance destroys the linearity 
between current and flux and reduces the current sensitivity, the 
curves of current vs, illumination being similar to those of Fig. 
10-28. The internal series resistance of the cell results almost 



entirely from the fact that the emitted electrons must pass along 
the poorly conducting layer of cuprous oxide or iron selenide from 
the point of emis.sion to the external contact. The response of 
barrier-layer cells to fluctuating light falls rapidly with increase 
of modulation frequency because of the relatively high capaci¬ 
tance between the two surfaces. 

The Photox cell is an example of a front-effect cuprous-oxide 
cell. It has a current sensitivity of 100 ;xa/lumen, a cathode 
area of 0.02 sq ft, and produces a voltage of 0.2 volt with 50-ft- 
candle illumination. A curve between cell voltage and illumina¬ 
tion is shown in Fig. 10-29. 

The Photronic cell is an iron selenide cell. The characteristics 
of the Photronic cell are shown in Figs. 10-29, 10-31, 10-32, and 
10-33. The manufacturers state that the response of the cell 
does not vary over long periods of time. It does, however, show 
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a certain amount of fatigue, as shown by Fig. 10-33, and is 
sensitive to temperature changes. The response to modulated 
light is poor. For 100 per cent response at 60 cycles, the response 
is 58 per cent at 120 cycles, 30 per cent at 240 cycles, and 6.4 per 
cent at 1000 cycles. The cell is unsuited, therefore, to the con¬ 
version of modulated light into alternating current. The internal 


Fig. 10-32.- 
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resistance of the Photronic cell differs from that of the Photox 
cell, necessitating differences in the design of circuits.^ 

The chief advantage of photovoltaic cells lies in the fact that 
they require no external voltage supply.^ Relays have been 
de^signed to operate dinictly from photovoltaic cells, but, because 
the resistance of the relay reduces the current sensitivity, it is 
difficult to obtain high armature torque. The generated voltage 
is so small that an amplifier of high current sensitivity is required 



Fig. 10-33.—Curves showing fatigue in the Photronic cell. 


if an amplifier is used between the cell and the relay. A single- 
stage amplifier is ordinarily inadequate. Even for small values 
of flux, for which the voltage sensitivity is high, the Photronic 
cell has a sensitivity of only about 25 mv/lumen, and the Photox 
cell about 50 mv/lumen. This is very small as compared with 

^ Babtlbtt, C. H., Rev, Sci, Inetrumente, 3, 543 (1932). 

*Lamb, a. H., InatrumentSf 6, 230 (1932). 




332 


PRINCIPLES OF ELECTRON TUBES 


[Chap. 10 


the 500-volt/lumen sensitivity obtainable even with the vacuum 
type of phototube. The voltage sensitivity of photovoltaic cells 
may be increased by series operation of units, and the current 
sensitivity by parallel operation. The photovoltaic cell finds 
one of its principal applications in photometry. In combination 
with a low-resistance microammeter it makes a simple and rugged 
foot-candle meter. 

10-19. Comparison of Phototubes, Photoconductive Cells, and 
Photovoltaic Cells. —From the point of view of linearity of 
response, absence of time lag, and freedom from fatigue and 
temperature effects, the phototube ds far superior to either the 
photoconductive or the photovoltaic cell! It gives the highest 
voltage output of the three types but has low current output and 
low current sensitivity. Because of its high voltage output, how¬ 
ever, it may be efficiently used with an amplifier in the operation 
of current-controlled apparatus. The poor dynamic response of 
photoconductive and photovoltaic cells makes them unsuitable 
for the conversion of modulated light into sound, but they have 
the advantage of ruggedness and relatively high current output, 
which makes possible the dire(^t operation of relays or meters if 
relatively large changes of illumination are available. The 
photovoltaic cell has the additional advantage of not requiring 
an external voltage source. Since the voltage output of a photo¬ 
voltaic cell is small, and independent of load resistance, the cur¬ 
rent sensitivity of a single-stage amplifier is insufficient to increase 
the current change available to operate a relay. Because of the 

inconvenience and expense involved 
in the use of a two- or three-stage d-c 
amplifier, it is usually not advan¬ 
tageous to use an amplifier in con¬ 
junction with a photovoltaic cell. 
Low-resistance relays and compara¬ 
tively large changes of illumina¬ 
tion are consequently required. The 
over-all voltage or current sensitivity of a photoconductive-cell 
circuit may be increased by the use of an amplifier. 

Problems 

10 - 1 . Criticize the circuit of Fig. 10-34. (Six errors.) 

10 - 2 . The following data apply to a photoelectrically controlled relay: 



Fig. 10-.34.—Circuit diagram 
for Prob. 10-1. 
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Phototube sensitivity^. 7 yLti /lumen 

Phototube ejithodc ami. 1 sq in. 

Amplifier tube. Type 6J5 

Coupling resistor. 8 megohms 

Relay operating currents. closing 

ma, opening 

Relay resistance. 1000 il 


a. Draw the diagram of a circuit in which increase of illumination will 
cause the relay to be opened. All phototube and amplifier voltages are to be 
derived from a sinj|;le 220-volt d-c supply. 

b. Specify values of resistance that will provide the correct filament cur¬ 
rent and suitable values of plate voltage and adjustable biasing voltage. 

c. Specify the value and polarity of the C supply voltage that will just 
open the relay at a phototube illumination of 72 ft-candles. The source of 
light is a tungsten filament operated at 2870°K. 

d. How much must the illumination be decreased to cause the relay to 
close? 

10 - 3 . The following data apply to a phototube-amplifier-relay circuit: 


Phototube. 

Phototube cathod(‘ an'a. 

Amplifier tube. 

Coupling resistance. . 

Relay resistance. 

Relay closing current. 

Relay opening current. 

Phototube anode supply voltage (including 

biasing voltage). 

Amplifier plate supply voltage. 

Light source. 


'Fype 868 (see Fig. 10-7) 

0.9 sq in. 

IVpe 6J5 
1 megohm 
1000 12 
(> ma 
4 ma 

90 volts 
90 volts 

Tung.sten filament at 2870°K 


a. Show the circuit diagram for a circuit in which increa.se of illumination 
causes the relay to close. 

h. From the plate characteristics of the type 6J5 tube find the grid volt¬ 
ages at which the relay will open and close. 

c. From the characteristic curves of the type 868 phototube (Fig. 10-7), 
plot a curve of voltage across the coupling resistor as a function of light flux. 

d. From the curve of (c) determine the grid supply voltage necessary to 
open the relay when the incident flux is 0.2 lumen. 

e. Determine the change in illumination, in foot-candles, necessary to 
close the relay after the circuit is adjusted as in (d). 

10 - 4 . a. Plot curves of per cent second and third harmonic in the voltage 
output of a type 918 phototube operated from an 80-volt supply with a 
7-megohm load, as a function of incident light flux for 80 per cent and 100 
per cent modulation of incident light. 

b. Repeat for a load having a d-c resistance of 10 megohms and an a-c 
resistance of 7 megohms at signal frequency. 

10 - 6 . Determine the factor by which the current scale of the current- 
voltage characteristics of a type 868 gas phototube must be multiplied in 
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order that the characteristics shall hold for a light source whose energy 
distribution is given by the following table: 


Wave length, 
angstroms 

Relative 

energy 

l| Wave length,j 
1} angstroms 

Relative 

energy 

1 Wave length, 

1 angstroms 

Relative 

energy 

3000 

0 

ti 

5500 

42 

8000 

15 

3500 

1 


f)0(X) 

65 

8500 

6 

4000 

6 

il 

6500 

93 

9000 

2 

4500 

14 


7000 

100 

9250 

0 

5000 

25 

i 

7500 

55 
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CHAPTER 11 


RECTIFIERS AND FILTERS 

The practically universal use at the present time of alternating 
current in the transmission and distribution of electric power 
necessitates the use of some means for converting into direct 
current in certain applications of electric power. Although 
this may be accomplished by rotary converters or motor-gen¬ 
erator sets, it is often simpler, cheaper, and more efficient to use 
electronic rectifiers. Other advantages of electronic rectifiers 
include quiet operation, ease and speed of starting aud^^in 
mercury pool types, long life, high momentary overload capacity, 
and immunity to damage from short-circuits. Outstanding 
applications of electronic rectifiers are made in supplying direct 
voltages for electric railways, for electrolytic plants, and for the 
operation of electron tubes. 

Since the output of a rectifier is pulsating, and the ^voltage 
used in most tube circuits must be nearly free of pulsation, 
rectifiers that supply direct voltages to tubes must be followed 
by smoothing filters. In order, to prevent interference in 
adjacent communication fines, it is also important to keep the 
npple small in the distribution of rectified currents. Because 
of the many ^factors involved in rectification and filtering, only 
the principal aspects of the subject will be presented in this 
chapter. 

11-1. Definitions.—A rectifier is a device having an asymmetri¬ 
cal conduction characteristic which is used for the conversion of 
an’alteMatmg current into a current having a unidirectional com- 
pcTnentr Such devices include vacuum-tube rectifiers, gaseous 
rectifiers, oxide (barrier-layer) rectifiers, and electrolytic recti¬ 
fiers. A half-wave rectifier is a rectifier that changes alternating 
current into pulsating current, utilizing only one-half of each 
cycle. A fullrwave rectifier is a double-element rectifier arranged 
so that efirrent is allowed to pass to the load circuit in the same 
direction during each half cycle of the alternating supply voltage, 
one element functioning during one half cycle and another during 
the next half cycle. 
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The alternating component of unidirectional voltage from a 
rectifier or generator used as a source of d-c power is called 
ripple voltage. The ripple voltage is not generally sinusoidal and 
may, therefore, be analyzed into fundamental and harmonic 
components. 

The importance of the ripple voltage relative to the d-c com¬ 
ponent of the rectifier or filter output voltage is often specified 
by means of the per cent ripplcj which is defined by the Standards 
Committee of the Institute of Radio Engineers' as the ratio of the 
r-m-s value of the ripple voltage to the algebraic average value 
of the total voltage, expressed in percentage. The effectiveness 
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Fig. 11-1. —Curves of positive secondary voltage and load current for single¬ 
phase and three-phase rectifiers. 


of a smoothing filter increases, however, with the frequency of 
the voltage input to the filter. Furtht^rmore, in all but the half¬ 
wave single-phase rectifier, the amplitudes of the ripple harmonics 
det^rease rapidly with increase of the order of the harmonics. For 
these reasons, if a filter is designed to produce adequate filtering 
at the fundamental ripple frequency, the ripple harmonics will 
usually be reduced to negligible values, and so only the funda¬ 
mental component of ripple voltage need be considered in design¬ 
ing the filter. The ratio of the amplitude of the fundamental 
component of ripple voltage to the average (direct) value of the 
total voltage will be called the ripple factor. 

The effectiveness of a smoothing filter in removing a compo¬ 
nent of ripple voltage of any freciuency may be indicated by the 
effect that it would have upon a sinusoidal voltage of that 
frequency. The ratio of the amplitude of a sinusoidal voltage 
of given frequency impressed upon the input of a filter to the 
amplitude of the resulting sinusoidal output voltage will be 
termed the smoothing factor at that frequency. 

The following symbols wull be used: 


^ 1933 Report of I.R.E. Standards Committee. 
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Supply frequency./ 

Fundamental ripple frequency./r 

Amplitude of fundamental component of ripple voltage at 

filter input.*. Eri 

Average value of total output voltage. Ede 

Ripple factor at input to filter, ErxjEdc . p 

Smoothing factor at any frequency. a 

Smoothing factor at fundamental ripple frequency. ai 


Primed symbob will be used to indicate the ripple voltage and 
its components and the ripple factors at the output of the filter 
(across the load). 

11-2. Current Wave Form.—Fig. 11-1 shows curves of positive 
secondary voltage and of load current in a single-phase half¬ 
wave rectifier, in a single-phase full-wave rectifier, and in a three- 
phase half-wave rectifier, with resistance and inductan(;e loads, 
under the assumption that tube and transformer voltage drops 

are zero. When the load (in- 



- Secon o/o/ry 
vo/i^cf^e 

Cono/enser 
VO O'age 

I ii I currerrl 
Fig. 11-2.—Approximate wave form 
of load voltage and tube current in a 
full-wave singlg-phaae rectifier with 
resistance-capacitance load. 


eluding the filter) is nonreac¬ 
tive, current flows in each 
phase only when that phase 
has the highest induced volt¬ 
age, and the instantaneous cur¬ 
rent is proportional to the 
instantaneous voltage. The 
current waves are shown by 
the dotted culwes. (The effect of the constant voltage drop 
in an arc rectifier tube is to prevent the flow of current when the 
induced voltage is less than the normal tube drop.) The presence 
of inductance in the load tends to prevent the current from build¬ 
ing up and dying down, and thus changes the forms of the current 
waves to those shown by the solid curves. If the inductance is 
made sufficiently large, the load current becomes practically 
constant, and so the current in each phase is very nearly a square- 
topped pulse. 

When a resistance load is shunted by a condenser, current 
flows through the rectifier only* when the induced voltage exceeds 
the condehser voltage. If the condenser is large and the resist¬ 
ance high, current flows just for a short time at the peaks of the 
induced voltage. The approximate forms of typical voltage and 
current waves with resistance-capacitance load are shown in 
Fig. 11-2. 
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When the load is such that current flows in each phase during 
the entire time in which its induced voltage exceeds those of the 
other phases (inductive or nonreactive load), then the voltage 
wave across the rectifier load consists of the portions of tne 
phase voltage waves lying between the intersections of waves of 
the different phases. The voltage waves for different numbers 
of phases are shown by the solid curves of Fig. 11-3. The form 
of the corresponding current wave can be determined by analyz¬ 
ing the voltage wave into its Fourier components, dividing each 
component by the impedance of the load (including the filter) at 
the corresponding frequency, and adding the component cur¬ 
rents obtained in this manner.^ If the presence of capacitance 
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in the rectifier load causes each tube to pass current during only 
a portion of the possible firing period, then the load voltage 
during the nonconducting portion of the cycle depends upon the 
parameters of the load. Under these conditions the determina¬ 
tion of the current wave form becomes difficult and necessitates 
the use of successive approximations.”^ Considerations of 
efficiency and voltage regulation recommend, however, that 
enough inductance should be used in the load to cause current to 
flow during the maximum firing period of each tube. 

11-3. Choice of Rectifier Tubes and Circuit. —The choice of 
rectifier tubes and circuit involves a number of factors, of which 
the following merit special consideration: 

1. Type of Rectifier Tubes .—The low voltage drop of mercury 
vapor tubes results in higher efficiency of operation than with 
high-vacuum tubes and, because the drop is practically constant 

^ Stout, M. B., Elec, Eng,, 54, 977 (1935), 

* Stout, ihid> 
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throughout the working range of current, the voltage regulation 
is better than with high-vacuum tubes. For a tube of given sizci 
and given filament power the mercury vapor tube will pass higher 
current than the high-vacuum tube. The peak voltage of the 
mercury vapor rectifier is limited, however, because of danger of 
glow and subsequent breakdown into an arc during the half 
of the cycle when the anode is negative. The hot-cathode 
mercury vapor rectifier is much more subject to damage due to 
overload or low cathode temperature, and adequate provision 
must be made to ensure that the anode voltage will not be applied 
before the cathode has reached operating temperature. Another 
disadvantage of mercury vapor rectifiers is that the abrupt 
changes of anode current that occur when the arc fires and 
extinguishes produce objectionable transient and high-frequency 
disturbances. Provision must be made to prevent these disturb¬ 
ances from affecting apparatus connected to the power supply or 
from being transferred to the a-c line or radiated. 

Grid-controlled arc rectifiers are advantageously used in large 
power supplies.^ The use of phase control affords a simple 
method of reducing the direct voltage. In power supplies for 
radio transmitters, gradual increase of voltage in starting pre¬ 
vents damage to the transmitter tubes and also prevents failure 
of filter condensers as the result of large current surges.'^ 
grids may be used to provide high-speed automatic regulation 
of the direct Voltage. Grid control also makes possible inter¬ 
ruption of the anode current within one cycle of the supply 
frequency when a short circuit or other overload occurs. The 
circuit may be designed so that the energy stored in the filter is 
returned to the line by inverter action, instead of being dissipated 
in a flashover arc. The likelihood of arcback (current flow in the 
reverse direction) is reduced by the use of grids in mercury arc 
rectifiers. 

2. Transformer Design .—The design of the transformer, or 
transformers, is dependent upon the type of circuit and tubes. 
Factors that must be taken i’nto consideration are the primary 

1 Brown, H. D., Oen. Elec. Rev.j 85, 439 (1932); Foos, C. B., Elec. Eng.f 
58, 568 (1934); Kime, R. M., Electronics, August, 1933, p. 219; Journeaux, 
D., Elec. Eng., 58, 976 (1934); Durand, 8. R., and Keller, O., Proc. I.R.E., 
25, 670 (1937). 

* Durand and Keller, ibid. 
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and secondary volt-amperes, the secondary voltages, and insu¬ 
lation required between windings. 

3. Efficiency .—The efficiency of operation depends upon the 
transformer and tube efficiencies. Tube efficiency, as already 
stated, is greater for mercury arc rectifiers than for high-vacuum 
rectifiers. The efficiency of both the tubes and the trans¬ 
former increases with the percentage of the cycle during which 
anode current flows. For this reason, if a filter is used, it is 
advisable to design it so that current flows in each tube during 
its maximum firing period. In some rectifier circuits, current 
flows in only one direction in each leg of the transformer. The 
resulting d-c component of flux saturates the core, reducing the 
efficiency by increasing the magnetizing current and hysteresis 
loss and by introducing harmonics into the secondary voltage. 

4. Filament Supply .—In certain rectifier circuits the cathodes 
are at the same potential and may be operated from the same 
heating transformer; in others, on the other hand, it is necessary 
to use either separate filament supplies or heater-type tubes mth 
adequate insulation between cathodes and heaters. 

5. Ripple Frequency and, Amplitude .—The size and cost of a 
filter capable of reducing the ripple factor to a given value at the 
load decrease with increase of ripple frequency and with decrease 
of ripple amplitude at the filter input. The allowable ripple 
factor at the load depends upon the type of service for which the 
power supply is designed. In the microphone circuit of a radio 
transmitter the ripple factor must be less than 0.005 per cent. 
In audio-frequency amplifiers not followed by high-gain radio¬ 
frequency amplifiers, ripple factors may range from 0.01 to 0.1 per 
cent without causing objectionable hum, and even 1 per' cent 
may sometimes be tolerated. About 1 per cent represents the 
upper limit in voltages used for cathode-ray oscillographs. In 
industrial applications and in control devices of the type discussed 
in Chaps. 9 and 10, the allowable ripple may sometimes be so 
high that the smoothing filter may be omitted. 

In general, the ripple frequency increases and the ripple 
amplitude decreases with increase of the number of phases. The 
wave form of the rectified voltage for different numbers of phases 
is shown by the solid lines in Fig. 11-3. 

11-4. Characteristics of Rectifier Circuits. —Table ll-I lists 
important information concerning some of the more common 



Table ll-I (See first paragraph of Sec. 11-4 for explanation of items listed.) 
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typos of rectifior-circuits. ^ It should be noted that all voltage, 
current, and volt-ampere values in this table are given with 
respect to the average values of direct voltage, direct current, 
and d-c power, respectively. The values listed are derived 
under the assumption that tube and transformer voltage drops 
are negligible and that the transfoi*mer is perfect. In deriving 
the current relations it is furthermore assumed that each tube 
conducts during th(‘ entire time in which the induced voltage 
in its phas(i is positive and exceeds the positive voltages of 
the other phajSes. An examination of this table discloses the 
advantages of certain circuits ov(U* others. 

The singk‘-phase half-wave rectifier has as its chief merits its 
simplicity and low cost. These advantages are offset, however, 
by the high ri})ple ami)litude and low ripple frequency, which in 
some applications necessitate the use of a comparatively expen¬ 
sive smoothing filter; by poor voltage regulation; and by low 
transformer efficiency. The low transform(‘r efficiency results 
partly from the high effective alternating voltages and currents 
and partly because the rectified direct current flows through the 
secondary and saturat('s the core. Core saturation increases 
the inagiK'tizing curnMit and the hysteresis loss and introduces 
harmonics into th(' secondary voltag(\ It is impractical to use 
sufficient filter inductance to cause currcnit to flow during the 
whole cycle. In fact, in ordcT to raise the output voltage and 
assist in removing ripple, a condenser is usually shunted across 
the output of the lectifier. This reduces still further the time 
during which secondary current flows, and so decreases the trans¬ 
former efficiency. The single-phase half-wave rectifier is now 
used comparatively little. 

The single-phase full-wave rectifier is the most commonly used 
type of rectifier at voltages below 1000 volts and currents 
of I amp or less. The riiq)le frecpiency is twice that of the a-c 
supply, and the rij^ph^ amplitude is sufficiently small so that 
smoothing is not difficult. The circuit is simple and requires 
only one two-anode (full-wave) rectifier tube. The single-phase 
bridge circuit subjects the tubes to a lower peak inverse voltage 
than the single-phase full-wave circuit and requires smaller 
transformer primary volt-ampere rating. It has the disad¬ 
vantages that three separate filament transformers must be used, 

1 Armstrong, R. W., Proc, I.R.E., 19, 78 (1931). 
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that the circuit reciuires three tubes (one two-anode and two 
single-anode rectifiers) instead of one, and that the efficiency is 
somewhat lower because of increased tube loss. 

The ripple amplitude is much lower in polyphase rectifiers, and 
the ripple frequency-higher than in single-phase rectifiers. The 
three-phase star connection has the disadvantage that current 
flows in each leg of the secondary in one direction only, causing 
core saturation. This difficulty does not occur in the other 
polyphase circuits that are listed in Table ll-I. The three-phase 
star full-wave connection requires low transformer volt-ampere 
rating and subjects the tubes to low peak inverse voltage but 
requires four filament transformers. In the double three-phase 
rectifier with balance coil, induced voltages in the balance coil 
cause equal currents to flow simultaneously in two phases, one 
in each wye. This results in low average and peak tube currents, 
but the peak inverse tube voltage is comparatively high. Many 
other connections are possible, some of which give increased 
efficiency or improved voltage regulation.^ There appears to be 
a trend toward the use of a large number of phases (30 or more) 
in large commercial tank rectifiers.*^ 

11-6. Smoothing Filters.—Three types of filters are commonly 
used in power supplies. These are (1) a condenser shunted 
across the rectifier output, as in Fig. ll-4a; (2) one or more sec¬ 
tions, each of which consists of a series inductance followed by a 
shunt capacitance, as in Fig. 11-46; and (3) a combination of 1 
and 2, as in Fig. ll-4c. The use of a single condenser across the 
rectifier output is of principal value when the load current is 
small, as in voltage supplies for cathode-ray oscillographs. The 
multisection inductance-condenser filter is in general the most 
satisfactory, since it results in good voltage regulation, low peak 
anode current, and high tube and transformer efficiency. The 
multisection inductance-conden.ser filter with condenser input is 
used mainly in small single-phase power supplies. It has a 
higher smoothing factor than a multisection filter without input 
condenser that has the same total inductance and capacitance, 
and it results in higher direct voltage. The direct voltage at light 
load approximates the crest alternating secondary voltage Em, as 
compared with 0.318£m in a half-wave single-phase rectifier 
without the input condenser and 0.63r)J5^,n in a full-wave single- 

^ Armstrong, loc. cit. 

‘Marti. O. K., EUc, Eng., 59, 218 (1940). 
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phase rectifier (see Table ll-I). The rise of direct voltage at 
light load causes the voltage regulation to be greater than when 
the condenser is omitted. Other disadvantages resulting from 
the use of a condenser in the input to the filter are increased 
peak anode current, particularly in mercury vapor tubes, and 
higher peak inverse voltage. The peak inverse voltage is the 
crest secondary voltage plus the condenser voltage at the instant 
of crest secondary voltage. Since the condenser voltage approxi¬ 
mates the crest secondary voltage under light load, the peak 
inverse voltage may approach twice the crest secondary voltage. 

Inpu^ from ^ ^ . . 

r^imer y ^ 

<o») 


Input from 
recHff^r 



Lootof 


Input^rom _ 

rectifier "T* 

\ _L 


1_x 


\Locfot 


(c) 

Fig.. 11-4.—Three types of smoothing filters: (a) condenser; (6) choke-condenser 
(L-section); (c) choke-condenser with condenser input (pi-section). 


The chokes of the circuits of Figs. 11-46 and c may be replaced 
by resistances. The d-c resistance of resistance-condenser filters 
is much higher than that of inductance-capacitance filters using 
the same size condensers and having the same smoothing factor. 
Hence the voltage regulation, the loss in direct voltage, and the 
heat dissipation are greater. Furthermore, they result in higher 
peak anode current and lower transformer efiiciency. The 
development of small, low-cost electrolytic condensers of high 
capacitance has, however, made feasible the use of resistance- 
condenser filters when the requirements of low cost, lightness, and 
small size outweigh the desirability of high quality. 

11-6. Analysis of Condenser Filter. —When the rectifier output 
is shunted by a condenser, as in Fig. ll-4a, the tubes pass current 
only when the induced voltage exceeds the condenser voltage. 
Since the charging current of the condenser is limited only by 
the transformer reactance and the tube drop, the condenser 
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voltage builds up nearly as fast as the induced secondary voltage 
until the crest induced voltage is attained. Beyond the erest 
of the induced voltage, unless the load current is very large, the 



Fio. 11-5.—Wave form (solid lino) of the oondonsor and load voltage in the 
circuit of Fig. ll-4a lunler light load. 

induced voltage falls more rapitlly than the condenser voltage, 
and so the tube ceases to conduct. /Phe condenser discharges 
through the load, and the terminal voltage falls expomaitially 
at a rate that is determined by the condenser capacitance and 
the load resistance, until the induced voltage again exceeds 
the condenser voltage. The wave of condenser voltage is of the 
general form shown in Fig. 11-5. At light loads the ripple 
factor is given approximately by the relation 


^ ~ wfrh^C 

in which R is the resistance of th(.‘ load and C tlu^ condenser 
capacitance.’ 

11-7. Voltage Doubler.—A useful form of the rectifier with 
condenser-shunted output is the voltag(‘- 
"v V 1 —V y doubling circuit shown in Fig. 11-6. In this 

f A-cfnpuf circuit two conflensers are charged in alter- 

C I C nate halves of the cycle through two rectifier 
tubes. The condensers arc connected in 

^--scries, so that their voltages add, giving a 

_loavl voltage that approaclies twice the crest 

Load alternating voltage at light loads. The aver- 

^ ^^doubfe^r terminal voltage is twice the average volt¬ 

age of each condenser, and the variation of 
terminal voltage is equal to the voltage variation of (‘ach con¬ 
denser. The ripple frequency is twice that of eacdi condenser, or 
twice the supply frequency. At light loads the ripple factor is 
approximately 

P = -)isr . (11-2) 


Load 

Fig. 11-G.- Voltage- 
doubler circuit. 


where / is the supply frequency and C is the capacitance of each 
condenser. 
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For some applications the voltage doubler can furnish the 
required high direct voltage without the use of a transformer 
between the supply and the rectifier. The advantage of high 
direct voltage is offset by the requirement of two filament trans¬ 
formers or of a full-wave rectifier tube with two independent 
cathodes. The 2r)Z5 tube is a heat(‘r-typc rectifier tube designed 
for this circuit. the use of more complicated circuits it is 

possible to obtain a direct output voltage approximately equal to 
four times the crest alternating voltage.^ Voltage doublers, like 
the simple condenser filter, may be followed by choke-condenser 
filters for further smoothing. 

11-8. Choke-condenser (L-section) Filters.—From Fig. 11-7 
it can be seen that the smoothing factor for a single-section choke- 
condenser filter is ecpial to the total input impedance of the filter 
divided by the im[)edarice of the i)ar- 
allel combination of the condenser and 
the load resistance. With values of C 
that are sufficiently large to give 
adequate filtering, the vector sum of 
the condens(‘r and load admittance is 
approximately equal to th(‘ condenser 
admittance alone. Since the resistance of the choke is small in 
comparison with the inductive reactance, the smoothing factor 
is approximately 


L 

I- v^jQ0Q> -- 

Rechf/er r 
ouipul 


r 

X 


R<Loaci 


Fig. 11-7.—Single-section 
rlioke-condenscr (L-section) 
filter. 


a =- 


Xc 


= co^LC — 1 


(11-3) 


The required value of the product LC to give a smoothing factor 
of value a is 

a -f- 1 


LC = 


(11-4) 


Under the assumption that the inductive reactance is large 
in comparison with the capacitive reactance, the required 
value of LC for each stage of a filter having n similar sections is 
approximately 

LC = 0.0253 (11-5) 

Jr 

^ Oarstanq, W. W., Electronics j February, 1932, p. 50; Waidelich, D. L., 
Electronics, May, 1941, p. 28. 
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where ai is the required smoothing factor at the ripple frequency 

It is evident from Eq. (11-5) that a given smoothing factor 
may be obtained with one stage or with two or more stages. 
Furthermore, the required value of the product LC may be 
obtained with an infinite number of combinations of L and C. 
Choice of the best number of stages and of the individual values 
of L and C to give the necessary product LC is governed in part 
by such considerations as cost of chokes and condensers, available 
sizes of chokes and condensers, and voltage regulation resulting 
from choke resistance. Usually it is^ satisfactory to make all 
sections of a multisection filter identical. There may, however, 
be a lower limit to the amount of inductance that it is advisable 
to use in the first stage. 

It may be shown both theoretically^ and experimentally® 
that the terminal voltage varies markedly with lo&d when the 
inductance of the first choke is less than the value necessary to 
maintain continuous flow of anode current. Continuous flow of 
anode current is also desirable from the standpoints of tube and 
transformer efficiency and minimization of peak anode current 
Continuous flow of anode current, low peak anode current, and 
low voltage regulation may be ensured by making the inductance 
L\ of the first choke greater than the value 

t Lo = 0.18^‘ (11-6) 

Jr 

at minimum load and twice this value at full load, where Rt is 
the total resistance of the load, including the chokes.® The 
desired variation of choke inductance from minimum load to 
full load is accomplished by proper choice of air gap.® For a 
60-cycle, single-phase, full-wave rectifier, Eq. (11-6) reduces to® 

"" Togo 

To prevent resonance effects, the natural frequency of each 
filter section should be less than the ripple frequency. In 

^Lee, Reuben, Elec. «/., 20, 186 (1932). 

* Reich, H. J., Theory and Applications of Electron Tubes,Sec. 14-10. 

* Dellenbauoh, F. S., Jr., and Quinby, R. S., QSTy February, 1932, p. 
14; March, 1932, p. 27; April, 1932. p. 33. 
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order to avoid the possibility of amplifier motorboating as the 
result of common plate-circuit impedance in a number of stages 
(see Sec. 6-14), the reactance of the final filter condenser should 
be small at the low-frequency end of the frequency band for 
which the amplifier is designed. 

Figure 11-8 shows the complete circuit of a single-phase, full- 
wave power supply with a two-section choke-condenser filter. 
One function of the bleederresistance is to prevent excessive 
transient voltages in the filter condensers when the power 



Fig. 11-8. —Circuit diagram of a full-wave single-phase power supply. 

supply is turned on under light load. It may also serve as a 
voltage divider. 

11-9, Voltage Stabilizers. —In certain applications of electron 
tubes, notably in oscillators and measuring instruments, it is 
necessary to provide direct voltage that remains essentially 
constant in spite of fluctuations of line voltage. A number of 
voltage stabilizers using high-vacuum tubes have been devised 
(see also Sec. 9-6).^ Three basic circuits are shown in Fig. 11-9. 



Fio. 11-9.—Basic stabilizer circuits: (a) degenerative type; (6) amplification- 
factor-bridge type; (c) transconductance-bridge type using glow-tube bias. 

In the degenerative circuit a, increase of current through i?, which 
may be the load, causes an increase of negative grid bias, which 
tends to prevent increase of current and hence of voltage across 

^ Grammbr, G., QST^ August, 1937, p. 14; Bousquet, A. G., Electronics^ 
July, 1938, p. 26; Waltz, W. W., ElectronieSy December, 1938, p. 34; RCA 
Application Note 96; Hunt, F. V., and Hickman, R. W., Rev. Set. Instru- 
mentSy 10, 6 (1939) (with 13 references); Nehbr, H. V., and Pickering, 
W. H., Rev. Sci. InstrumentSy 10, 53 (1939) (with bibliography); Coombs, 
J. N., and Nims, P. T., Electronics. January, 1940, p. 40. 
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R, The function of Re is to prevent the ^ow of high grid current 
in the event of removal of Ei. Analysis of the equivalent plate 
circuit shows that best stabilization is obtained with tubes 
having high amplification factor. Loss of outi)ut voltage as 
the result of tube drop is minimized by the use of a high-current 
power tube. 

In circuit h, the ratio of R 2 to Ri is made equal to the amplifica¬ 
tion factor. When the input voltage changes, the change of 
plate voltage is then y. times the change of grid voltage, and so 
the plate current and the voltage across R^, which may be the 
load, remain unchanged. Good stabilization is obtained over a 
range of input voltage throughout 'which the amplification 
factor remains approximately constant. The output voltag(' 
may be made to increase with decrease of input voltage by 
making R 2 / R 1 less than 11 . Rc serves the same function as in 
circuit a. The output voltage in this circuit is less than tlui 
input voltage by the sum of the voltage across R\ and the drop 
through the tube. Since R\ = 7^2, m balance, the voltage 
loss in R\ may be minimized by the use of a high-mu tube. The 
tube drop is least for a given load (plate) curnuit in power tubes. 

In circuit c, the glow tulx*, which may be n'placed by a battery 
if a resistance is added in series with th(‘ grid, maintains the 
cathode of the triodc at a constant positive voltage relative to 
the negative side of the input. The negative bias of the triode, 
therefore!, decr(*a^(’S with rise of input voltage'. Analysis of the ' 
equivalent plate circuit shows that when — (77 1 + R 2 )/Rigm 
the output voltage is independent of input voltage throughout 
a range of input voltage and plate current in which e/m is essen¬ 
tially constant. Since Tis should be small in order to prevent 
unnecessary loss of voltage, a tube used in this circuit should 
have high transconductance. 

In some applications of voltage compensators, internal resist¬ 
ance (change in output voltage with change in load current) is 
objectionalde. It is reduced in the circuits of Fig. 11-9 by 
reduction of plate resistance, but is relatively high even when 
power triodef^ are used. Improved circuits having low internal 
resistance and giving high stabilization over wide ranges of 
input voltage and load current have been developed. Two 
such circuits that incorporate an amplifier in the basic circuit 
of Fig. ll-9a are shown in Fig. 11-10.^ Although the tubes 
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indicated in Fig. 11-10 are suitable for a general-purpose unit, 
they may be replaced by other types to meet various require¬ 
ments. The coupling resistor Ri should be large in comparison 
with the plate resistance of the amplifier tube. Rz should limit 
the glow-tube current to the ^‘iiormaF^ range. The performance 


2A3 2A3 



(‘ondonsor (' serves to eliminate ripple and surges. 


of the circuit of Fig. 11-105 was r(‘ported by Hunt and Hickman^ 
to be equivalent to that of storage cells of about 15 amp-hr 
capacity. 

11-10. Illustrative Problem.—This chapter will be concluded 
with a typical probhuu of power-supj)ly design. The required 
])ower supply is to be 60-cycle single-phase, full-wave and must be 
able to furnish a d-c output of 200 ma at 350 volts with a ripple 
factor that does not exceed 0.1 per cent. To prevent excessive 
voltage regulation a choke-input filter should be used. 

Examination of tlu‘ ojK'rating characteristics of the 5U4-G 
high-vacuum rectified* (see ])age 378) shows that this tube will 
furnish the re(|iiir(Hl curremt and voltage*. Assume that the 
output will be sliunteHl by a 20,000.-12 vedtage divieler (blee^ler), 
which will elraw 17^ ma at 350 volts. Table 11-1 gives 120 
and 0.667 fe)r the value's e>f fr anel p. Since the allowable value 
of p', the ripple factor at the output ot the filter, is 0.001, 
ai = 0.667/0.001 = 667. Substitution of these values of fr and 
ai in Eq. (11-5) gives the following values of LC \ 

Single-section filter. 1174 X 10 henry X farad 

Two-seH;ti(m filter. 47.1 X 10~® henry X farad 

Thrce-scction filter. 17.1 X 10”"® henry X farad 

At full load Li should not be smaller tluin Rt/500. Choke 
resistance neglected, Rt at full load is equal to the full-load 
voltage divided by the total full-load current, or 

^ Hunt and Hickman, loc, cit. 
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0.200 + 0.0175 

Therefore Li should not be less than 3.22 henrys. At minimum 
load Li should exceed i2i/1000 ^ 20,000/1000 = 20 henrys. A 
first choke having an inductance of 25 henrys at a current of 
17^ ma should satisfy this requirement. If the inductance falls 
to half this value at full load, the required capacitance for each 
filter section is 


Single-section filter. 93.9 /xf 

Two-section filter. 3.77 juf 

Three-section filter.". 1.37 ^f 


A two-section filter using two 4-/Ltf condensers, or a three-section 
filter using three 1.5- or 2-/uf condensers, will give the required 
filtering. For the two-section filter the resonant frequency of 
one section is l/(2ir \/l2.5 X 4 X 10“®) = 22.5 at full load. 
The resonant frequency of one section of the three-section filter 
is 31.8 Both of these values are far below the fundamental 
ripple frequency and are, therefore, satisfactor>\ 

Although an approximate value of the required transformer 
voltage, under the assumption that the tube drop is negligible, 
could be found from Table ll-I, the required voltage can be 
found more accurately from the operating characteristics of the 
5U4-G rectifier. If each choke has 75 ohms resistance, the 
voltage droptthrough two chokes is approximately 32.5 volts at 
full load and the transformer secondary voltage should b(‘ 
500 volts each side of center to give the 350-volt output. The 
output voltage rises to approximately 440 volts when the external 
load is removed. 

The values of L and C chosen above in both the two- and the 
three-section filter are enough larger than the values that just 
give the maximum allowable ripple so that it is unnecessary 
to recheck the computations, taking into account the resistan(;(i 
of the chokes in finding Li. 

It is interesting to compute the ripple factor that would be 
obtained if the above two-section filter were used with a three- 
phase rectifier. Fof a three-phase rectifier fr = 180 Sub¬ 
stituting/r = 180 = 4 X 10~®;ifandL = 12.5 henrys in Eq. 

(11-5) gives 3960 for ai. Since p = 0.25 for the three-phase recti¬ 
fier, p' = 0.0063 per cent. This clearly shows the improvement 
in filtering resulting from an increase in the number of phases. 
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Problems 

11-1. Design a B supply to meet the following specifications: 

Output voltage. 300 volts 

Maximum load current. 100 ma 

Ripple factor. Not to exceed 0.0005 

Supply. 110 volts, 60 cycle, single phase 

Impedance presented to the load at 50 cycles must not exceed 1000 12. 
Voltage regulation should be small. 

11-2. Show that a rectifier tube must be able to withstand a peak inverse 
voltage of twice the crest secondary voltage when an input condenser is 
u.sed in the filter. 

11-3. By means of the equivalent plate circuit, show that the effectiveness 
of the circuit of Fig. ll-9« increases with 

11-4. By moans of the equivalent plate circuit, show that the circuit of 
Fig. 11-96 should be adjusted so that R^/Ri — ii. 

11-6. By means of the equivalent plate circuit, show that the circuit of 
Fig. ll-9c should be adjusted so that /?8 = (Ri + R^/R\gm> 
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CHAPTER 12 


ELECTRON-TUBE INSTRUMENTS 

Important applications of electron tubes are made in the field 
of measurement. Measuring instruments incorporating electron 
tubes include voltmeters, ammeters, wattmeters, ohmmeters, 
time and speed meters, frequency motei*s, wave analyzers, and 
oscillographs. This final chapter will deal with the two of these 
instruments that are most fretpiently used, vacuum-tube volt¬ 
meters and cathode-ray oscillographs. 

12-1. Vacuum-tube Voltmeters.* —The advantages of vacuum- 
tube voltmeters over ele(‘tromagnetic meters are their high 
input impedance, wide freciuency rang(‘, and high sensitivity. 
Although vacuum-tube measuring instruments usually embody 
electromagnetic meters, the r(‘quired sensitivity of the latter is 
generally small enough so that the cost of a complete elecjtronic; 
instrument is considerably less than that of an electromagru'tic 
or electrostatic meter of comparable sensitivity. The vacuum- 
tube voltmeter is of particular value in the measurement of 
voltage in circuits in which the flow of meter current would 
appreciably alter the voltage, as in radio-frecpieiKjy circuit 
measurements, the measurement of amplifier output voltage, or 
the measurement of the voltage of a charged condenser. 

Although there are many types of vacuum-tube voltmeters, 
only the three types that are most commonly used will be 
discussed in this book. These are plate-detection, diode, and 
slide-back voltmeters. 

12-2. Plate-detection (Transrectification) Voltmeters.^ —The 

basic circuit of the plate-detection voltmeter is shown in Fig. 12-1. 

^ For a. general discussion of vacuum-tube voltmeters covering develop¬ 
ments through 1932, see T. P. Hoar, Wireless Eng^j 10, 19 (1933). See also 
August Hund, ^‘High-frequency Measurements,” pp. 336-161, McGraw- 
Hill Book Company, Inc., New York, 1933. 

* Motjllin, E. B., and Turner, L. B., J. Inst. Elec. Eng. (London), 60, 
706 (1922); Moullin, E. B., J. Inst. Elec. Eng. (London), 61, 295 (1923) 
and Wireless World, 10, 1 (1922). 
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Fig. 12-1.— Basic cir¬ 
cuit of plate-detection 
vacuum-tube voltmeter. 


Alternating voltage applied to the grid circuit is measured 
by the change in reading of the d-c milliammeter in the plate 
circuit. Because of curvature of the transfer characteristic, the 
amplitude of the positive half cycle of plate current exceeds the 
amplitude of the negative half cycle. The average plate cur¬ 
rent, therefore, exceeds the quiescent plate current, as shown in 
Fig. 3-19 (see Secs. 3-15, 3-19, and 7-7), the change in current 

being a function of the impressed alternat- r - - 1 

ing voltage. The meter must be calibrated _ C | 

by the application of known voltages. <5 "T 

The condenser, whose reactance is small at -- 

the lowest input frequency, prevents vari- t_ 1 1__|| 1 1_1 

ation of load impedance with freciuencv — Basic cir- 

and thus eliminates a possible cause of cult of plate-detection 
dependence of calibration upon fretiuency. voltmeter. 

The voltmeter may be calibrated by the application of known 
sinusoidal voltages. Negligible current is drawn from the circuit 
under m(‘asurem(‘nt if the crest voltage is less than the grid bias. 

The reading of a plate-detection mett'r in the measurement 
of nonsinusoidal voltag(\s is alTected b}' the shape of the transfer 
characteristic and by tlie magnitude of the grid bias. An analysis 
based ujKin the first two terms of the series expansion for plate 
current shows that in class A operation the reading is proportional 

to mean-square signal voltage if the 
transfer characteristic is parabolic. 
The meter may then be calibrated to 
read r-m-s ^ oltag(^ In practice it 
is difficult to obtain a transfer char¬ 
acteristic tliat ai)proaehes closely to 
parabolic form and, therefore, the 
change in average plate current is 

Fig. 12-2.— Balanced plato-detoc- not strictly i)roportional to mean- 
tiori vacuum-tube voltmeter. i xi i 

square voltage and the change m 
current will be affected by the wave form of the impressed volt¬ 
age. A close approach to a parabolic characteristic can be 
attained by the use of the balanced triode circuit of Fig. 12-2, 
but this circuit has the disadvantage of drawing a small current 
from the circuit whose voltage is being measured. 

When the tube of Fig. 12-1 is biased to cutoff, plate current 
flows only during the positive half cycle of the impressed voltage. 


iS 


Fig. 12-2.—Balanced plato-detoc- 
tion vacuum-tube voltmeter. 
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If the shape of the transfer characteristic is made to approach 
linearity by the use of high load resistance, the average plate 
current is proportional to the average value of the positive half 
cycle of impressed voltage. When the load resistance is small, 
however, curvature of the transfer characteristic causes the 
reading in class B operation to be more nearly proportional 
to mean-square positive input voltage than to average posi¬ 
tive input voltage, particularly when the input voltage is 
small. 

Since high input impedance can be obtained only if the grid is 
negative throughout the cj^cle of input voltage, voltages of 
amplitude greater than the cutoff grid vpltage can be read only 
if the tube is biased beyond cutoff. Current then flows during 
only a portion of the positive half cycle. The average plate 

current cannot be affected by the 
form of the wave during the por¬ 
tion of the cycle when current 
does not flow, and so the average 
plate current is not necessarily 
proportional to either the average 
positive voltage or the mean- 
square positive voltage, and large 
errors in reading are likely to result 
if the voltage departs materially 
from sinusoidal form. Class C bias is sometimes used, however, 
in multirange meters. 

Because the change in average plate current when the input 
voltage is impressed may be small in comparison with the total 
average plate current, considerable gain in sensitivity, as well 
as convenience in reading, is attained by balancing out the zero- 
signal plate current. A common method of doing this is shown 
by the circuit of Fig. 12-3, in which the tube forms one arm of a 
Wheatstone bridge.^ The circuit may be balanced by varying 
any of the resistances. To avoid loss in sensitivity, ft a must be 
large in comparison with the meter resistance. The required 
B-supply voltage increases, however, with R%. A modified 
form of bridge circuit, shown in Fig. 12-4, uses a second tube in 

1 Hoarb, S. C., Trans. Am. Inal. Elec. Eng.y 46, 541 (1927); Hayman, 
W. O., Wireleaa Eng., 7, 656 (1930). See also P. A. MacDonald, Physics, 
7, 265 (1936) (with bibliography). 



Fig. 12-3.—Plate-detection vac¬ 
uum-tube voltmeter with zero 
balance. 
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place of the resistance Ri.^ The advantage of this circuit is 
that two similar tubes respond in a like manner to changes of 
supply voltage and cathode temperature, and so the bridge is 
less likely to become unbalanced. It is possible to set Pi and 
P 2 so that small variations of supply voltage have little or no 
effect upon the zero balance. 

To ensure constant operating voltages, it is best to obtain 
the grid and plate voltages from a common supply, the voltage 
of which is maintained constant by means of a glow tube or 
other type of yoltagc stabilizer (see Secs. 9-6 and 11-9) or adjusted 
to a definite value with the 
aid of a voltmeter. Likelihood 
of changes of calibration can 
also be reduced by deriving 
the grid and plate voltages 
from the flow of filament or 
heater current through fixed 
resistors. Adjustment of the 
current to a definite value then 
also ensures correct grid and 
plate voltages. 

Changes of calibration with 
tube age are prevented to a 
certain extent by keeping the 
static operating current con¬ 
stant. It is necessary, however, to check the meter calibration 
from time to time regardless of the circuit used. The life of tubes 
of standard makes is sufficiently long so that tube deterioration 
is ordinarily an unimportant factor. 

Dependence of calibration upon frequency, resulting from 
change of impedance of the electromagnetic meter used to read 
plate current, is prevented by the use of a shunting condenser 
between cathode and plate, as shown in Figs. 12-1 to 12-5. At 
very high frequency the reading may also be affected by imped¬ 
ance drop caused by inductance of the grid input leads and by 

1 Wold, P. I., U.S. Patent 1232879 (1910-1917). Wynn-Williams, C. E., 
Proc. CamhndgePhil. Soc., 23, 810 (1927); Phil. Mag., 6 , 324 (1928). Eglin, 
J. M., /. Opt. Soc. Am. and Rev. Sci. Instruments, 18, 393 (1929). Winch, 
G. T., J. Sci. Instruments, 6 , 376 (1929). Nottingham, W. B., J. Franklin 
Inst, 209, 287 (1930). DuBridgb. L. A.. Phys. Rev., 37, 392 (1931). 



Fig. 12-4.—Circuit in which the zero- 
signal plate current is balanced out by 
the use of an auxiliary tube. 
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resonance of tliis inductance with the capacitance of the grid 
circuit. Input capacitance also causes the input admittance to 
increase with frequency. Tubes with low effective input capaci¬ 
tance should be used, and the instrument should be designed so 
as to minimize the capacitance of all conductors connected to 
the control grid. For measurements at very high radio frequency 
it is advantageous to use an acorn tube (see Sec. 2-16) as the 
detector. It is also good practice to mount the tube at the end 
of a shielded flexible cable in order that the input voltage may be 
applied directly to the grid of the tube.^ 

The calibration curve of a plate-dctection voltmeter may be 
straightened by the use of a self-biasing i^sistor, as in the circuit 
of Fig. 12-5.“ Self-bias also increases the voltage range, since 
the bias increases with signal amplitude. The amplitude at 



Fig. 12-5. -Solf-biasod 


winch grid current starts to flow greatly 
exceeds the zero-signal bias. 

12-3. Diode Voltmeters. —Diode rec¬ 
tification can be used as the basis of 
vacuum-tube voltmeters that read aver¬ 
age voltage.^ The circaiit which is 
show'll in Fig. 12-6 is one ol the simplest 


platc-detectiou vacuuiii-tuho 
voltmeter. 


of all vacuum-tube voltmeter circuits. 
If it is assumed that the rectifier resist¬ 


ance is zero and that no current flows wIkui th(^ applied volt¬ 
age is zero,* then the instantancMius curnuit is equal to the 
instantaneous voltages dividend by the load resistance during 
the positive half cycle. The average current is the average 
voltage of the positive half cycle, averaged ovxr the entire 
cycle, divided by the resistance. For a sinusoidal input voltage 
B’max sin o)t, the average plate current is 


_Erm, 

2.22H 


( 12 - 1 ) 


^ Boyle, H. G., Electronics, August, 1936, p. 32; RCA Application Note 
47, 1935. 

* Medlam, W. B., and Oschwald, U. A., Wireless Eng., 3, 589, 664 (1926); 
5, 56 (1928). 

» Sharp, C. H., and Dotle, E. D., Trans. Am. Inst. Elec. Eng., 36, 99 
(1916); Chubb, L. W., Trans. Am. Inst. Elec. Eng., 36, 109 (1916); Taylor, 
James, J. Sci. Instruments, 3, 113 (1925); Wireless Eng., 10, 310 (1933). 
Davis, R., Bowdlek, G. W., and Standrino, W. G., J. Inst, Elec, Eng, 
{Lmdon), 68 , 1222 (1930). 
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E 

R 


( 12 - 2 ) 


Thus, if the diode were a perfect rectifier having zero resistance, 
the circuit could be calibrated on direct voltage and used to meas¬ 
ure either direct or sinusoidal alternating voltage. Actually, 
curvature of the diode static characteristic and 
flow of plate current when the plate voltage is ^ R 
zero, resulting from initial velocity of electrons, 
cause the ratio of the alt(‘rnating to the direct 
voltage reading to depart somcnvhat from the 
theoretical value 2.22. The error, which is most 
pronounced at low voltages, can be made negli¬ 
gible by the use of load resist anc(\s ex(‘(‘(‘ding 
100,000 f]. High load resistances is also desirable in order to keep 
the current small. Since' the average input voltage depends upon 
wave form, the reading e)f this type e)f meter changes with 
harmonic content of the impressed voltage. Although it draws 



Fig. 12-6.— 
S i ni p 1 e diode 
voltmeter. 



Fig. 12-7.—D-c and a-c calibration curves of the diode section of a type 6B7 (or 
type 55) tube used as a simple diode voltmeter. 

a small current, this circuit makes possible the use o< a sensitive 
d-c meter in the measurement of alternating voltages. 

Figure 12-7 shows the direct- and alternating-voltage calibra¬ 
tion curves of the diode sections of a type 6R7 tube used with a 
100,000-12 load. Similar curves for a 500,000-12 load arc prac- 
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tically straight lines through the origin, having slopes indicated 
by Eqs. (12-1) and (12-2). 

The simple diode voltmeter is of particular value in the 
measurement of very high voltages when some flow of current is 
not objectionable. With large values of Ry the calibration curves 
of Fig. 12-7 are sufficiently straight, and the intercepts small 
enough, so that in the measurement of high voltage they may be 
considered to be straight lines passing through the origin and 
having slopes indicated by Eqs. (12-1) and (12-2). Experi¬ 
mental calibration is then unnecessary. 

For the measurement of small voltages the diode circuit of 
Fig. 12-6 may be followed by a d-c amplifier, as shown by Fig. 



(b) (c) 

Fig. 12-8. — Dio^e vacuum-tul>€ voltmeters incorporating a stage of d-c 
' amplification. 

12-8a. Since the average plate current of Vl\ depends upon the 
average voltage across Ry the reading of this meter, like that of 
Fig. 12-6, is dependent upon the average value of the positive 
half cycle of the applied voltage. If R is replaced by a con¬ 
denser C, as in Fig. 12-86, the condenser charges to crest positive 
signal voltage. The reading is, therefore, then a measure of 
the crest signal voltage. Because C cannot discharge through 
either tube, a high resistance R may be shunted across C in 
order to allow C to discharge when the input voltage is reduced 
or removed^ To prevent the dependence of calibration upon 
frequency, the product fRC should be at least of the order of 
magnitude of 100 at the lowest frequency/of the input voltage.^ 
A variant of the circuit of Fig. 12-86 is that of Fig. 12-8c, in 

» Marique, Jean, Wireleas Eng,y 12, 17 (1935). 
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which /?' and C' act as a filter to keep the alternating voltage 
from being impressed upon the amplifier grid. The amplifier 
plate current in the circuits of Fig. 12-8 decreases with increase 
of input voltage, and so the meter cannot be damaged by exces¬ 
sive input voltage. If the zero-signal current is balanced out, 
the meter current flows in the opposite direction and cannot 
exceed the zero-signal plate current. Circuits a and h of Fig. 12-8 
may also be used to measure direct voltage. 

Inspection of the diagrams of Fig. 12-8 shows that the self¬ 
biasing resistor Rf results in inverse feedback, the circuit of the 
amplifier stage being of the form of the feedback circuit of Fig. 
()-34c. Inverse feedback in the amplifier has four beneficial 

High 
Low 


- + 

Ebb 

Fio. 12-9.—General Radio diode voltmeter. 

effects: (1) If 7?/ is large, the meter reading is practically propor¬ 
tional to the direct grid voltage, and hence to the positive crest 
voltage applied to the voltmeter input. (2) Because of the 
opposing voltage developed across the resistor, the grid circuit 
can handle much larger direct voltages than the static cutoff 
grid voltage. Thus, much larger input voltages may be read. 
(3) The voltage range can be conveniently varied by changing 
the resistance Rf and the static biasing voltage. (4) The meter 
reading is practically independent of tube constants. 

These facts have been employed in the design of a multirange 
voltmeter.^ The circuit of this meter, shown in Fig. 12-9, 
incorporates the zero-balance bridge of Fig. 12-3. The sensi¬ 
tivity is adjusted by means of J? 3 , the correct amplifier bias 
being maintained by simultaneous adjustment of R^, A type 
955 acorn tube is used as the diode rectifier and is mounted at the 
end of a shielded flexible cable for high-frequency measurements. 

' Tuttle, W. N., Qen. Radio Experimenter^ 11 , 1 (May, 1937 ). 
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Voltage compensation in the B supply prevents change of calibra¬ 
tion i^dth alternating lino voltage. 

Figure 12-10 shows a circuit in which a single tube takes the 
place of the two tubes of the circuits of Fig. 12-8.^ The function 
of Rf is to make the calibration linear and to increase the voltage 
range. The direct voltage drop through R/ is compensated by 
the setting of the voltage divider Ri. Ri is adjusted so that the 

diode is biased negatively just 
enough to prevent the flow of 
diode current when the input is 
sborted. When the switch >8 
is open^ the meter reads aver¬ 
age' \'oltage of the positives 
half (*vcle; when S is closed, 
the metc'r reads positive crest 
voltage. 

l^iode voltmeters are more 
sensitive than plate-detection 
voltmeters but have the disadvantage of lowe^r input impedance. 

12-4. Slide-back Voltmeters.—A very us(‘ful type of meter for 
the measurement of crest or din'ct voltages is th(^ slide-back type. 
The original form of this type of met(‘r is based upon the cutting 
off of triodc plate current by negative gnd voltage.Just 
sufficient negative grid bias is applic^d to a triode to n'diice the 
plate current to zero. The addition of signal voltage in the grid 
circuit results in the flow of current during tlu; positive half 
cycles of the signal voltage, and in order to prevent the flow of 
plate current at any time during the signal-voltage (*ycle, the bias 
must be increased by an amount equal to the positive crest signal. 
In operation the bias is adjusted to reduce the plate current to 
zero with and without signal voltage, the difference in the two 
values of bias indicating the crest signal voltage of the positive 
half cycle. To read direct voltages, the bias is adjusted to give 
any convenient reading of plate current. The change in bias 
required to return the plate current to this value when input is 
applied iff equal to the input voltage. One of the principal 
advantages of the slide-back meter is that it reads by direct 

* A Bimilar meter was described by A. W. Barber in Electronics^ October, 
1934, p. 322. 

* Heibino, R. a., U. S. Patent 1232919. 



Fio. 12-10. Diode voltmeter incor¬ 
porating a d-c amplifier with zero 
balance. 



Sec. 12 - 4 ] 


ELECTRON-TUBE INSTRUMENTS 


363 


comparison with a known voltage, and so does not require 
calibration. 

In making readings of alternating voltage, difficulty arises from 
the fact that cutoff is not sharp. Because the transfer character¬ 
istic approaches the grid-voltage axis exponentially, the change in 
current corresponding to a small change in grid bias decreases 
^fith increased sensitivity of the plate-current meter. The 



Fig. 12-11.—Slide-back voltiiieter usinj; tetrode with space-charge connection. 

at^curacy obtainable with a triode is rather low. Much more 
satisfactory results can be obtained with a tetrode or any multi¬ 
element tube in space-charge tetrode connection (see Sec. 3-9).^ 
The iVcr 2 curve for a jiositive voltage of one or two volts on 
the first grid approaches the voltage axis much more sharply 
than the transfer characteristics of triodes or the ?Vcri character- 
i.stics of multigrid tubes. Figure 12-11 shows the diagram of a 
meter that reads direct voltages to within 0.05 volt and alternating 
voltages to within ^ per cent. To simplify operation, separate 
voltages are used for zero adjustment and for balancing, so that 
the d-c meter reads the cn^st voltage directly. For measuring 
alternating voltages the balaiuang voltage must alwaj^s be 
negative. For measuring direct voltages it is advisable to apply 
the unknown voltage in such a direction as to make the grid nega¬ 
tive, and so the balancing voltage must be positive. 

The inaccuracy resulting from lack of sharpness of cutoff can 
also be overcome by working at a small value of plate current, 
instead of at cutoff. Because of plate detection, the change in 
bias required to keep the plate current constant when signal 

^ Reich, H. J., Marvin, G. S., and Stoll, K., EkrtronicSy September, 
1931, p. 109. 
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voltage is applied is not exactly equal to the crest signal voltage, 
and so the meter must be calibrated.^ The calibration curve of 
balancing voltage vs, crest signal voltage approaches a straight 
line of unit slope through the origin as the operating plate current 
is reduced. Although the calibration is practically independent 
of plate and heater voltages and tube age, absence of the direct 
comparison feature is often a disadvantage of the small-current 
type of slide-back meter. 

The use of a grid-controlled arc-discharge tube in place of a 
vacuum triode affords a third means of increasing the accuracy 
of the slide-back type of meter.^ If care is taken to maintain 
the operating temperature constant, the grid voltage that 
prevents the firing of an arc-discharge tube at a given anode 

voltage is very definite. The 
difference in the grid bias voltages 
at which the tube fires with and 
without signal voltage in the grid 
circuit affords an accurate method 
of measuring the crest signal 
voltage, or an unknown direct 
voltage. A circuit that uses an 
885 thyratron tube is shown in Fig. 12-12. Ri and Rz are current- 
limiting resistors. No anode-current meter is necessary, since 
firing is indicated by glow. 

12-6. Cathede-ray Oscillographs.^ —Designed originally for 
the study of voltage and current wave form, the cathode-ray 


In put 



Fig. 12-12.—Slide-back volt¬ 
meter using a type 884 or 885 
thyratron. . 


^ Medlam and Oschwald, loc, cit.; Aiken, C. B., and Birdsall, L. C., 
Trans. Am, Inst. Elec. Eng.j 67, 173 (1938). 

* Hughes, E., J. Sci. Instruments, 10, 180 (1933); Ruiz, J. J., Rev. Sex. 
InstrumentSy 6, 169 (1935). 

* Rider, J. F., “The Cathode-ray Tube at Work,^^ J. F. Rider, New York, 
1935; Maloff, I. G., and Epstein, D. W., “Electron Optics in Television," 
McGraw-Hill Book Company, Inc., New York, 1938; Watson-Watt, R. A., 
Herd, J. F., and Bainbridqe-Bell, L. H., “The Cathod(3-ray Oscillograph 
in Radio Research," H. M. Stationery Office, London, 1933; Ardenne, 
M. VON, “Die KathodenstrahlrohrOn," Julius Springer, Berlin, 1934; Mac- 
GBEOOR-^foRRIs, J. T., and Henley, J. A., “Cathode Ray Oscillography," 
Chapman A Hall, Ltd., London, 1936; Knoll, M., Arch. tech. Mess., 1, 76 
(1931) (summary of literature to 1931); Zworykin, V. K., Electronics, 
November, 1931, p. 188 (bibliography of 12 items); Batcher, R. R., Proc. 
/. R. E., 20 , 1878 (1982) (bibliography of 29 items); Stinchfield, J. M., Elec. 
Eng., 53 , 1608 (1934); Batcher, R. R., Instruments, 9 , 6, 38, 77, 112, 140, 
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oscillograph finds many other useful applications. Advantages 
of the cathode-ray oscillograph over other types of oscillographs 
include its wide frequency range, which extends into the radio 
frequencies, its very high input impedance, its ease and con¬ 
venience of operation, its portability, and its comparatively low 
cost. 

The cathode-ray oscillograph tube, one type of which is 
illustrated in Fig. 12-13, consists essentially of an electron gun, 
two sets of electrostatic deflecting plates, and a fluorescent 
screen. The electron gun consists of a thermionic cathode, a 
grid for controlling the number of electrons that leave the 
cathode, and two anodes. The final velocity with which the 



Fig. 12-13.—Electrode structure of a typical cathode-ray oscillograph tube. 


electrons leave the gun is determined by the potential of the sec¬ 
ond anode. The electrostatic field between the inner and outer 
anodes focuses th(* stream of electrons in a manner somewhat 
analogous to the focusing of light rays by lenses.^ If the anodes 
are properly shaped, the potential of the first anode, which is 
intermediate between that of the cathode and second anode, 
can be adjusted so that the beam of electrons will be brought 
to a sharp focus in the plane of the fluorescent screen, which 
consists of a coating of willemite (zinc orthosilicate), zinc sul¬ 
phide, zinc phosphate, or calcium tungstate on the inner surface 
of the end of the glass tube. The impact of the electrons upon 

166, 197, 231, 255, 286, 312, 341 (1936); Parr, G., ^‘The Low Voltage Cath¬ 
ode Ray Tube,'' Chapman and Hall, Ltd., London, 1937 (extensive 
bibliography); Stocker, A. C., Proc. LR.E.y 25, 1012 (1937); Mayer, H. 
F., Electronicsf April, 1938, p. 14; Preisman, A., RCA Rev.^ 3, 473 (1939)j 
Overbeck, W. P., and L5 p, J. L. C., Rev, Set. InstrunmUs, 11, 375 (1940)^ 
Gbohaobn, W. a., Electronics^ November, 1940, p. 36. 

1 Malofp, I. G., and Epstein, D. W,, Proc. I.R.E., 22, 1386 (1934), 
23, 263 (1935). Epstein, D. W., Proc. LR,E,, 24, 1095 (1936). 
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the screen causes it to fluoresce, and so a bright spot is visible at 
the point where the beam strikes.^ 

The electron beam passes between the electrostatic deflecting 
plates. Because the electrons that comprise the beam are nega¬ 
tive charges, the application of a |K)t(Uitial lK*tween a fkjt of 
deflecting plates causes each electron to be drawn toward the 
positive plate and away from th(' negative during its passage? 
between the plates and thus bends the^ bt'am and displaces th(‘ 
luminous spot from its normal position on the screen (sec Sec. 
1-20). Because the two sets of plates are perpendicular to 
each other, the deflection produced by one set is at right angles 
to that produced by the other. Simultaneous application of 
direct voltage to both sets of plates produces a displacement 
which is the vector sum of those that r(‘sult from the individual 
voltages. In practice the tube is mounted so that one pair of 
plates produces a honzontal displacement and the other a vertical. 
The former are often designated as the A" plates and the latter 
as the y plates. 

Because a charge that moves in a magn(?ti(? fi(‘ld cxp('ri('nces a 
force at right angles to the field and to its din'ction of motion 
(see Sec. 1-21), a magnetic field may be used tod(‘flect th(‘ luminous 
spot. This method is usually less convenient in oscillographic 
work, and requires the expenditure of appr(?ciable power in the 
deflecting coils. It is used, howev(?r, with cathode-ray tubes for 
television, t 

When alternating voltage is applied to one pair of plates, the 
spot oscillates, and, because of phosphorescence and persistence 
of vision, is seen as a line on the screen. Application of alter¬ 
nating voltage to both sets of plates causes the spot to trace 
a complicated path which does not in general close upon itself 
if the frequencies of the two voltages are different and which 
is, therefore, seen as a moving pattern. If the quotient of the 
two frequencies is rational, the path closes and the image is seen 
as a stationary pattern. A rational frequency ratio can be 

^ NicmOls, E. L., Howes, H. L., and Wilber, D. T., “Cathodo-luniin- 
escence and Luminescence of Incandescent Solids,” Carnegie Inst. Pub., 
Washington (1928); Tomabchek, R., Die Physik^ 2, 33 (1934); Perkins, 
T. B., and Kaufmann, H. W., Proc. I.R.E.y 23, 1324 (1935); Levy, L., and 
West, D. W., J. Inst. Elec. Eng. (London), 79, 11 (1936); Malofp, I. G., 
and Epstein, D. W., Electronics, November, 1937, p. 31. 
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Fui. 12-14.—Lissajous fig¬ 
ure for 3:2 frecjuency ratio, 
enclosed by a rectangle. 


determined by enclosing the pattern by a rectangle the sides 
of which are parallel to the X and Y axes and tangent to the 
pattern. The ratio of the Y to the X frequency equals the 
number of points of tangency of the curve to a horizontal side 
of the rectangle divided by the number of points of tangency to a 
vertical side. Thus, in Fig. 12-14 the ratio of the Y frequency to 
the X frequency is 3:2. The form of the pattern is also affected 
by the harmonic content, amplitude, 
and phase relation of the two voltages. 

For sinusoidal vobages of the same 
frequency, that an', of equal amplitude 
and in phase, the pattern is a straight 
line making a 45-deg angle with the 
horizontal. As the phase of one volt¬ 
age is chang(^d, the pattern becomes* 
an ellipse which widens with increase 
of phase angle and becomes a circle 
when the pha.se angle reaches 90 deg. 

Although these patterns, called Lis- 
sajous figures^ may be analyzed quite 
readily if one component is sinusoidal,^ it is usually desirable to 
use an X voltage of such wave form that the unknown voltage is 
plotted on a time base. 

In order that the image shall show the unknown voltage as a 
function of time, it is lu'cessary that the spot shall periodically 
sweep across the screen horizontally with uniform velocity up to a 
certain point and then return instantaneously to its zero position. 

If the time taken for one timing 
sweep is equal to the period of the 
voltage applied to the Y plates, the 
pattern will consist of one cycle of 
the Y voltage. If the sweep fre¬ 
quency is equal to/^/n, the image will show n waves of the Y volt¬ 
age. The image will be stationary if n is a rational number. The 
required horizontal movement of the fluorescent spot can be pro¬ 
duced by means of an X voltage that periodically increases uni¬ 
formly with time and falls to zero instantaneously upon reaching a 
given value. The wave form of such a voltage is shown in Fig. 
12-i6. The earliest method of obtaining a saw-tooth voltage was 
^ Kippino, N, V., Wireless Worlds IS, 705 (1924). 


Fio. 12-15.— Wave form of 
linear sweep voltage for cathode- 
ray oscillograph. 
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by means of a rotating voltage divider. The usefulness of this 
method was limited by friction of sliding contacts and by contact 
resistance and other mechanical difficulties. The dc^vcdopinent of 
(dectrical methods of producing swec^p voltag(\s greatly increased 
the field of application of the cathode-ray oscillograph^ and made 
possible the synchronization of the sweep voltage to the unknown 
v^oltage. 

Methods of producing saw-tooth voltages were discussc^d in 
Chaps. 8 and 9. The circuits of Figs. 8-18 and 8-21 may be 
successfully used to supply sweep voltage, but the arc-tube 
relaxation os(*illator of Fig. 9-37 is move commonly used. Many 
modifications of the basic glow and are *i'elaxation oscillator 


3oqooon^ 


0.25 
250 V. 


Synchron. 

voltage^ 



450 vT 


To deflecting 
plates 


Fig. Sweep oscillator and aniplifier. 


circuits have bepn used as sweep oscillators.'^ A simple circuit 
which incorporates an amplifier for varying the swe(^p amplitude 
is shown in Fig. 12-16.'* 

It should be noted that practical swec'p oscillators do not 
furnish a voltage that satisfies the requirements for a perfect 
sweep voltage, since some time is recpiired for the voltage to 
fall to zero at the end of the cycle. Because of this, a portion 
of the observed phenomenon occurs during the return sweep. 
The fraction of the cycle taken by the return sweep is ordin.a uy 
negligible at low frequency, but at very high frequenci(\s the 
return time may be large enough to be objectionable. 

‘ Bedell, and Reich, H. J., J. Am, Inst. Elec. Eng.^ 46 , 563 (192V). 

*For a bibliography on sweep oscillators, see H. J. Reich, “Theory and 
Applications of Electron Tubes,“ p. 596. 

* Waller, L. C., Radio Retailing^ January, 1937, p. 65. This article 
gives complete specifications for the construction of an oscilloscope usii g a 
type 913 cathode-ray tube. 
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T\u) ability of th(‘ grid of a cathod(vray tubo to control the 
density of the ehictron bc^am affords a simple method of con¬ 
trolling the brilliaiKic of the image without appreciably affecting 
the sharpness of focus. Oiui special application of grid control 
of intensity is the introduction of a small voltages of known 
frequency into the grid circuit to produce variation of intemsity 
of the fluorescent line by means of which time may be indicated 
on the pattern.^ This is particularly helpful in the study of 
Lissajoiis figures. 

In the application of cathode-ray tubes to television r(‘C(»ption, 
tlui grid is used to vary the; intensity of the spot in response? to the? 




„'Cafhoc/e 

. Ray-control 
electrode 

—Fluorescent 

anode 


(b) 



(c) 


'Light shield 

’Anode 

"Cathode 

'Ray-control 

electrode 



^ Light shield 

'Fluorescent 
anode 
' Cathode 
"Roy-control 
electrode 


(a) 

Fig. 12-17. Stnieturo of the type 6AB5 electron-ray tube. 


rec(?ived signal, so that th(‘ brightness of the image is everywhere 
proportional to the brightness of corresponding points of the 
transmitted scene or object. 

12-6. Electron-ray Tube. —Another type of cathode-ray tube 
is the electron-ray tube or magic eye, which is used as a tuning 
indicator in radio receivers.^ This tube, the construction of 
which is shown in Fig. 12-17, contains two sets of elements, one 
of which is a triode amplifier and the other a cathode-ray indi¬ 
cator. The latter consists of a cathode, a fluorescent anode 

^ SuNDT, E. V., and FEvr, G. H., Rev. Set. InstrumeniSy 6, 402 (1934). 

* Waller, L. C., and Richards, P. A., Radio Retailing, December, 1935, 
p. 47; Thompson, H. C., Proc. I.R.E., 24, 1276 (1936); Waller, L. C., 
QST, October, 1936, p. 35 and November, 1936, p. 23. Waller, L. C., RCA 
Rev,, 1, 111 (1937). 
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(target), and a control electrode which varies the portion 
of the fluorescent anode upon which the electrons strike. The 
ray-control electrode is connected to the plate of the amplifier 
section, which is connected to the supply voltage through a 
high resistance, as shown in Fig. 12-18. Variation of the 
amplifier grid voltage changes the voltage of the ray-control 
electrode, and thus the portion of the target that fluoresces. 


, Fluorescent 
anode 



'.Fay-con fro! 
elect rode 


1m. i. 1‘2-lS 


250 M. 


The fluorescence is observed as an annular sc'ctor of varying 
angular width. The tub(‘ may Ix' (‘alibratc'd for usi' as a volt¬ 
meter wh(>re rough measurements suffict'. 


Problem 

12-1. By .substituting = E\ .sin -f- E^ sin 2(d + Fz sin 3a>^ -b 


ill the relation ha = 



ih dt^ show that, when the transfer eharacteristic^ 


is parabolic, a jilatje-detectioii voltmeter reads mean-square signal voltage 
and may, therefore, be calibrated to read r-m-s voltage. 
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0 80 160 240 320 400 480 

Plate Volt^ 

Fig. K-A ,—Average plate eharaeteristica for the type (>J5 triode. 



Plate Volt'S, 


Fh}. A-4.~vVveragc plate eharaeteristies for the types ()F5 and 6SF5 triodea 
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AVERAGE PLATE CHARACTERISTICS 




triodc. 




Plate Current, Milliamperes 3: Pla+e Current Milliamperes 
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i. A-7.- Av<M aKO plalo <‘hara<*toifor tho typo 0SJ7 pentode with 10()-volt 
aoreen voltage. 



Flo, A-S. Average plate eharaeteristies for the type 08.17 pentode with 5()-volt 

H<Teen voltage. 
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Fkj. A-9. Avora^^e plate eharaeteristics for the typt' <)SK7 pentode. 



Fig. A-10.—^Avera>?o plate charaetcriflties for the type 2A.3 triodo. 
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A-1. Compensated Amplifiers. —Frequency distortion and associated 
phase distortion of a resistance-capacitance-coupled amplifier at the lower 
end of the frequency range can he prevented by shunting a portion of the 
plate-coupling resistaiu'c with a condenser, as shown in P'ig. A-16. This 
causes the coupling impedance to rise at low frequency and thus compensate 
for the loss of amplification resulting from the voltage-dividing action of the 



Fici. T-Ui.--Use of capacitance Fio. T-17. Use of imluctance in 
a<Toss a portion of the <-ouplinK series with plate-coupling resistarui' to 
resistor to improve h)vv-fr(‘<piency improve* high-fre(iuency response*, 
response. 

coupling condenser and grid leak. In this manner the low-frequency 
amplification can be made to exceed the mid-band jimplification. 

As explained in St'cs. (>-4 and (>-5, the fretpu^nev rang(‘ in which frequency 
tind phase distortion an* negligible in ti r(*sistance-capjicitanc('-coupl(‘d 
amplifier can be extended at the high-frequency (*tid by reducing tin* size* 
of the coupling re.sistors; but this reduces the mid-band amplification, d'ht* 
amplification can be increased at high fretpiencu's without loss of mid-band 
timplification by the use of a small amount of inducttince in s(*ries with tin* 
plate-cotipling resistance, as shown in Fig. A-17. The increast* in amplifica- 



Fiii. .4-lS. Basic circuit ()f catluah- Fnn v4-19.-- Approxi- 

followcr ampliher. mate e<piivttlerit plate 

circuit of cuthodo-fol- 
lowor antplifior. 

tion resujts from resonance of tlie inductance L with the effective input 
capacitance C^ of the following stage. If L is made equal to iri'^Ct, tht; 
amplification is essentially uniform up to a frequency etpial to ainl 

then falls rapidly. The use of larger values of L results in a peak in the 
response curve at this frequency. 

A-2. The Cathode-follower Amplifier. —A type of amplifier stage that 
has proved to be very valuable in the reduction of amplifier distortion and 
in other applications is the cathode-follower amplifier, shown in basic form 
in Fig. A-18, This amplifier is easentially a?) in verse-feed back amplifier in 
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which the output is taken from across the cathode resistor. Although the 
voltage amplification of such an amplifier is less than unity, it has a number 
of very desirable characteristics, the most important of which are low effec¬ 
tive input capacitance and low output terminal impedance.’ 

Figure A-19 shows the equivalent plate circuit of the cathode-followc^r 
amplifier under the assumption that the iriterelectrode capacitances may be 
neglected. From Fig. A-18, it can be seen that e^, = — ipr. Solution 

of the equivalent circuit shows that the voltage amplification is 

m' = Atr/[rp -f r(l 4 - m )1 (A-1) 

Actual values of Vp and /x ar(‘ such that when r is of the orth'r of 10,000 ohms 
or greaUu’, / (I -f /x) exceeds lOr,,. iMpiation (A-1) tlien simplifies to 

= fi/ifj. + 1) (A-2) 

Since the amplification factor /x exccaals 10 in most tubes, the voltage ampli¬ 
fication obtained with a resistama' of 10,000 ohms usually lies between 0.9 
and 1.0. H’he assumption that interelectrode capacitances are negligible 
can now la^ justified. Cpk shunts r, but actual values of (\k are such that 
at fr(‘(iu('nci(‘s up t() about 1 megacycle th(‘ r(‘actance of this capacitance is so 
large in comparison with 10,000 ohms that it may be neglected. Since m' 
is iK'arly unity and th<‘ voltage across r is opposite in phase to Vy, the alter¬ 
nating voltage across (\,ic is small. Furthermore, at frequencies up to 
about 1 megacycl(‘, the r(‘actance of C„k is high in comparison with r. Hence 
("yk may lx* n(*gl(M*t(‘d. (\jp may be neglected because it shunts the input 
and tlu'refon' does not affect the amplification. 

h^xamination of Fig. A-18 shows that the condenser current flowing through 
the source of Vg is made up of a component that flows through Cgp and a 
component that flows through The former component is equal to 

Vgjo>Cgp. The latter component is caused to flow by the vector sum of Vg 
and the voltage across r, which is eipial in magnitude to fx'Vg and opposite in 
phase to c,,. Since /x' exci'cds 0.9 wh(‘n r is of the order of 10,000 ohms or 
greater, tin; second component of charging current is less than 0.1 VgO}(\k. 
Hence the effective input capacitance is 

Ci < +0.1 (\k (A-3) 

This value is small in comparison with that for an ordinary amplifier, given 
by Kq. (4-0). 

The effectives ontiiut terminal impedance can be determined by finding 
the current that flows as the result of the apjilication of an alternating 
voltage e to the output terminals, as shown in Fig. A-20c/. As already 
IKiintcd out, if r is of the order of 1(),(KK) ohms or greater, the interelectrode 
capacitances may be lu'glected at freciuencics below about 1 megacycle. 
Figure A-206 shows tlu^ ecpiivalent plate circuit. ITnder the assumption 
that the external impedance between the grid and the cathode is negligible, 
Cg is equal to e. The current that flows as the result of e is 

i = V + ip = e/r + e(ix + l)/rp (A-4) 

^ pREisMAN, A., RCA Rev., 2, 430 (1938); Lockh.xrt, C\, Television and 
Short-wave World, 13, 492 (1940); Williams, K., Wireless World, 47, 176 
(1941); Hanney, E. A., Wireless Worldj 48, 164 (1942); Nordica, C. F., 
Radio, August, 1942, p. 28. 
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and 

Zo = e/i « rrp/[rp 4- r(/i + 1)1 (A-5) 

In the range of r assumed above, the impedance is given by the approximate 
expression 

Zo ^ l/gm (A-G) 

Practical values of g,n are large enough so that Zo may be smaller than 
170 ohms and does not exceed 1000 ohms. 



"P 



Fio. A-20.—(a) Circuit for determining output terminal impedance, (h) 
Equivalent plate circuit. 

Figure A-21 shows two practical cathode-follower circuits in which the 
grid bias can be adjusted to the correct value when r exceeds the value 
required to give the correct bias. The resistance r' should be large in 
comparison with the reactance of C at the lowest frequency to be atijgplified. 
Circuit (a) is superior to circuit (6) when high input impedance is of primary 
importance. 

The low effective input capacitance of the cathode follower amplifier 
makes advantageous the use of a cathode-follower stage as the first stage 
of an amplifier when high input impedance is essential, as in amplifiers for 



catho<ie-ray oscilloscopes. A second advantage in thc‘ use of such an input 
stage may result from its ability to handle large input voltages without 
overloading. This is so because the alternating grid voltage is equal to the 
difference between the impressed voltage and the voltage across r, which is 
almost as great as the impressed voltage. Like other inverse-feedback 
amplifiers, the cathode-follower amplifier is not greatly affected by changes 
of tube factors or operating voltages. 

Frequency and phase distortion can be greatly reduced by the use of a 
cathode-follower stage between two high-gain stages, as shown in Fig. A-22. 
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The low effective input capacitance of the cathode-follower stage VT^ 
prevents falling off of amplification of the preceding high-gain stage VT^ 
at high frequencies. The low effective output impedance of the cathode- 
follower stage VTi prevents the input capacitance of the following high-gain 
stage VTA from causing the amplification to fall off at high frequencies. 

The low output impedance of a cathode-follower stage also makes possible 
its use in place of an impedance-matching transformer in driving a trans- 



Fi(}. ^-22.— .Xrnplifier incorporating cathode-follower input {VTx) and coupling 

{Vl\) stages. 


mission line or other low-irnpedance load by means of a high-impedance 
source. Its advantage over a matching transformer results from its freedom 
from frequency and phase distortion over a very wide range of frequency. 
The fact that tlie output voltage of a cathode-follower stage is in phase with 
the input voltage, rather than opposite in phase as in the ordinary type of 
resistance-capacitance-coupled stage, is occasionally useful. 

A-3. Cathode Phase Inversion. —Figure A-23 shows a phase inverter that 
is proving very useful in obtaining push-pull output from a single exciting 



Fio, A-23.— Cathode phase inverter. 


voltage.^ The exciting voltage for VTi. which is obtained from the resist¬ 
ance in the cathode circuit of is opposite in phase to the exciting voltage 
of VT\. Hence the two output voltages are opposite in phase. By proper 
choice of circuit resistances the two output voltages may be made equal. 

^ Schmitt, O. H., J. Set. Instr.y 15, 136 and 234 (1938); Rev. Sci. Instr.y 
12, 548 (1041). 
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SUBJECT INDEX 


A 

Abnormal” glow diacharge, 240 
Acorn tube, 40 

Activation of emitters, 20, 29 
Admittance, lube, 93-90, 130 
Alkali metals, current-wave-length chaiuc- 
teristics of, 307 

Amplification, control of, 149, 151 
definition of, 117 
limit of, 153 
measurement of, 154 
mid-band, 138 

Amplification factor, gas, 313 
grid, 53, 00-05, 09, 73, 379 
plate, 51-53, 50-58, 87 
Amplifiers, choice of tubes for, 148, 151 
cathode-follower, 380 
circuits, 118- 126, 135, 149, 153, 172 
class A, class AB, class B, class C, defini¬ 
tions of, 127 

class AB and class B, advantages of, 
170-171 

classification of. 117 

comparison of lesistance-coupled and 
transformer-coupled, 147 
control of amplification of, 149, 151 
ilefinition of, 114 

determination of optimum operating 
conditions for, 142-143, 161-1(35, 

167-168 

direct-coupled, 118-120, 135 
disUirtion in, 114-117, 162, 164, 1(36, 168 
frequency range of, 127 
graphical analysis of, 103-110, 166 
impodance-capacitance-cou i>l ed , 120, 
136-137 

inductance-capacitance-coupled, 148 
inverse-feedback, 171-172 
limit of amiilificatiun of, 153 
measurement of amplification of, 154 
measurement of power output of, 167-168 
noise in, 41, 153-154 
power, no, 117, 157-168 
push-pull, 122, 169, 171, 380c 
radio-frequency, 150, 198-199 
reaistance-capacitance-coupled, 137-143 
shielding of, 153 
single-tube, 132-135 
transformer-coupled, 122, 143-146 


Amplitude-modulated waves, communica¬ 
tion by means of, 198 
Amplitude modulation {see Modulation) 
y\node, definition of, 23 
Anode current in diodes, 36-41 
{Hee also Plate current) 

Anode current, limitation of, by space 
charge, 34-41 

Ano<ie diagram, 235, 321 326 
Anode glow, 238 

Arc discharge, cold-cathode, 250, 300-301 
contrasted with glow' discharge, 251 
definition of, 236, 251 
deionization in, 260-263 
external control of, 260, 300 
grid control of, 257-260 
hot-cathode, 252-259 
igniter control of, 260, 300 
magnetic control of, 260 
as a stroboscope, 302-304 
theory of, 250-253 
Arc tubes, breakdown time of, 258 
cathode structure of, 254-256 
deionization in, 260-263 
external-grid control of, 260 
gas or vapor used in, 256 
grid-controlled, 257-260, 294 
{See also Thyratron) 
grid current in, 259 
igniter-controlled, 294-3CK) 

{See also Ignitron) 
as a light source, 301-304 
magnetic control of, 260 
mercury-pool, 292-300 
as rectifiers, 2.53, 271, 339-340 
reignition voltage, 260-261 
us stroboscopes, 302-304 
strobotron, 301-302 

structure of, 254, 263-268, 271, 292-296 
tank, 292 
tungar, 253 

voltage drop in, 257, 263 

{See also Ignitron; Thyratron) 
Arcback, 262, 295 

Atom, excitation and ionization of, 1-3 
Atom, structure of the, 3 

B 

Barrier-layer cells, 327-332 
Beam pentode, 71-73, 171 
Beat-frequency oscillators, 226 



388 


PRINCIPLES OF ELECTRON TUBES 


Bias, grid. 7g-79, 97, 121, 127-130, 143, 
149, 151, 163, 166, 222, 224 
Boltaman’s constant, 23 
Breakdown, 235 
Breakdown time, 258, 297 
Breakdown voltage, 235 
By>pass condensers, 119, 121, 151 

C 

Capacitance, effective tube, 93-96, 136 
Capacitance, interelectrode, 93 
Carrier frequency, 179 
Carrier telephony, 183 
Cathode, definition of, 23 
Cathode dark space, 237 
Cathode drop (cathode fall of potential), 
239-240. 250-252. 257 
Cathode-follower amplifier, 380 
Cathode glow, 238 
Cathode-ray oscillograph, 364-369 
Cathode-ray tubes, 364-366, 369-370 
Cathode rays, 16-19, 239 
Cathode resistor, 121 
Cathodes, structure of, 31, 254, 309 
Center tap, use of in filament transformers, 
126 

Characteristics, current-wave-length, of 
phototubes, 307-309 

dynamic. 53-54, 98, 102-103, 237, 315, 
326, 331 

glow-tube, 233-237 
grid-control, of thyratrons, 257-259 
modulation, 188 
photoconductive cell, 325-327 
phototube, 307-315 
photovoltaic cell, ^27-331 
relation of tube fa^itors to, 60 
vacuum-tube, 53-57, 61, 62, 65, 66, 69, 
70, 72, 373-378 
Child's law, 36-41 
Collision of the second kind, 5 
Condensers, by-pass, 119, 121, 151 
Conductance, electrode, 59 
Conductance, effective input, 95 
Contact difference of potential, 10-11, 51 
Control grid, 48 

C/Oupling resistance, choice of, 140-141, 
323 

Critical grid voltage, 257-258, 263-268, 
280-283 

Crookes dark ^pace, 238 
Crystal-controlled oscillators, 225-226 
Current, dark, 234 
dynamic operating, 76 
grid. 60, 53-57, 142, 250, 324 
plate (tes Plate current) 
relations of, in grid and plate circuits, 78 
saturation, 23 


Current, static operating (quiescent), 75 
threshold, 235 

wave form of, in rectifiers, 338 
Current sensitivity, 117 
Cutoff voltage, 56 

D 

Dark current, 234 
Dark space, 238 
Deionisation. 7-9, 260-262 
Deionization time, 260-265 
Decibel, 130 
Decibel chart, 372 
Decoupling filters, 121, 152 
Degree of modulation, 180, 182 
Demodulation {see Detection) 

Detection, 190-199, 206-20<) 

of amplitiulc-nuxlulatcd waves, 180, 190 
circuits. 193, 194, 197, 208, .355 
by complete rectification, 193 197 
by ctirvature of current-voltage charac¬ 
teristics, 191 
definition of, 100 

of frequency-mo<iulattMl waves, 206-209 
linear diode, 193-197 
linear grid, 197-198 
linear plate, 197 
square-law, 191 -193 
Deviation, frecjuency, 201 
Deviation ratio, 201 
Diode, definition of, 23, 45 
Discriminator, 206 
Disintegration voltage, 253 
Dissipation, grid and pdate, 41, 158-15!), 
162, 165, 324 

Distortion, 114-117, 162, 164, 166, 1<18 
Distortion factor, 100 
Dup>lex tubes, 73 

Dynamic characteristics, 53-54, 98, 102-103, 
237, 315, 326, 331 

Dynamic op)erating pmint, 75-76, 04-102 
Dynamic plate resistance, 87 

K 

Edison effect, 23 

Efficiency, arc tube, 268-269, 339-340 
emission, 25, 28-31, 254-256 
plate circuit, 159-161, 163-164, 171 
Electron, charge and mass of, 1 
definition of, 1 
free, 9 

motion of, in electric fields, 13-17 
motion of, in magnetic fields, 18-19 
secondary, 11-12, 56, 65-68, 71 
Electron dynamics, 13-19 
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Electron emission, 11-13, 21-25, 234, 250- 
251, 306-307 

(/See alao Secondary eiiusaion) 

Electron microscope, 19, 27 
Solectron ray tube, 369-370 
Electron transit time, 16, 53 
Electron volt, 3 

Emission, electron, 11-13, 21-25, 234, 250- 
251, 306-307 

{See also Secondary emission) 

Emission efficiency, 25, 26-31, 254-256 
Emitters, 25-31 

{See (lino Cathodes) 
lupializer, 206 

Equivalent plate circuit, equiv-^alent elec¬ 
trode circuits, 89-93 
Excitation of atoms and molecules, 1-3 
Excitation i>otential, 3 
Excitation voltage, 74, 108 
Extinction voltage, 236 

,F 

Factors, distortion, 109 
gas amplification, 313 
tube, 53, 57-62, 64-67, 69, 73, 87, 370 
Faraday dark space, 238 
I'lcld endssion, 12, 251 
Filters, smoothing, 344-349 
Flux, radiant, 306 
Free electrons, 9 

Frequency, carrier and modulation, 179 
Frequency deviation, 201 
Frequency nuKlulation {nee Mo<Iulation) 
Frequency modulation index, 201 
I'Vcquency range of amplifiers, 127 
Freijuency response, 116, 118, 127, 133-147, 
315, 326, 331 

l''requency stability of oscillators, 224 
Frequency transformation, 231 

Cl 

Clain, 130-131, 372 
Clain control, 149, 151 
Gas, choice of, in arc tubes, 256-257 
effect of upon emission, 27, 32 
removal from electrodes and walls of 
tubes, 33 

use of, in phototubes, 312-315 
Getters, use of, in degassing tubes, 33 
Glow, ano<le, cathode, and negative, 238 
Glow discharge, 233-241 
"abnormal,” 240-241 
current-voltage characteristics, 233-237 
definition of, 236 
grid control of, 245-250 
"normal,” 240 
in phototubes, 314 
physical a8t)ects of, 237-239 
potential distribution in, 239 


Glow-discharge tubes, 241-250 
advantage of, 250 
anode diagram for, 235 
applications of, 241 
effect of light upon, 235, 244 
grid-controlled, 245-250 
as relaxation oscillator, 242-245 
starter-anode, 250 
symbols for, 241 
as voltage stabilizers, 242 
Graphical analysis, of electrode currents, 

103 no 

of phototubes, 321-323, 326 
of power amplifiers, 166 
Graphical determination of power output, 
110 

Grid, advantages of, 48 

in arc tubes, 257-259, 263-268, 301-302 
definition of, 48 
in glow tubes, 245-250 
remote-cutoff (supercontrol or variable- 
mu) and sharp-cutoff, 62, 149, 151 
theory of in triodes, 49-53 
variable-mu, 62 

Grid bias (C-bias) {see Bias, grid) 

Gri<i conductance, (>0 

Grid-control characteristic, 257-259, 263- 
268 

Grid current, 50, 53-57, 142, 259, 324 

Grid excitation voltage, 74, 108 

Grid-glow tube, 249 

Grid leak, 142, 222-224, 319, 360 

Grid swing, 79 

Grid voltage (see Voltage) 

H 

Harmonic, percentage, 109 
Harmonics, generation of, 79, 82 84 
graphical determination of, 103-110 
(See also Graphical analysis) 
measurement of, 168 
Heterodyne oscillator, 226 

I 

Igniter, 294-295 
Ignitron, 295-300 
Image force, 9 

Imf)edance, load (see Load impedance) 
Initial velocity, effect of upon space current, 
39 

Intermodulation, 83 
Inverse-feedback amplifiers, 171-172 
Inverters, 273-277 
Ion sheath, 246-247 
Ionization, 2, 4-7, 234, 312-313 
Ionization coefficient, 6 
Ionization potential, 3, 4 
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h 

Limiter, 206 
Taaeajous figures, 367 

Load impedance, 54, 74, 85, 98-102, 162, 
163, 165, 167-168, 323, 327 
Load line, dynamic, 98-102 
Load line, static, 96-98, 235-236, 321 
Load resistance {see Load imi>edance) 
Long-wave limit, 307 

M 

Magic eye, 369 

Magnetic control of arc tubes, 260 
Mercury pool tube {see Arc tubes; Ignitrons) 
Metal tubes, 45 

Modulation, 179-190, 198-206, 210 
amplitude, basic theory of. 180-183 
amplitude, by complete rectification, 186- 
190 

amplitude, by curvature of tube charac¬ 
teristic, 183-186 

amplitude, circuits for, 184, 186, 189 
amplitude, linear, 188 190 
definition of, 179 

frequency, advantages of, in radio com¬ 
munication, 210 

frequency, basic theory of, 199-204 
frequency, circuits for, 204-20t» 
need for, 17Q 
phase, 203-204 

Modulation characteristic, 188 
Modulation factor, 180, 182 
Modulation frequency, 179 
Modulated waves, radio communication by, 
198,210,211 * 

Motorboating, 152, §23-224 
Mu-factor, 57 
Multigrid tubes, 63, 73 
Multivibrator, 230 

Mutual conductance {see Transconduct¬ 
ance) 

N 

Negative-feedback amplifiers, 171-172 
Negative glow, 238 

Negative resistance, 65, 112, 175-170, 

215-218 

“Normal” glow discharge, 240 
Nucleus, 1 

O 

Operating data for typical tubes, 379 
Operating points, dynamic and static, 75- 
76, 99-102 

Operating voltage, 75-76, 379 
Optimum load, 161-165, 167-168 


Oscillators, 214-231 
choice of tubes for, 224 
classification of, 214 
crystal, 225-226 
feedback, 218-222 
frequency stability of, 224-226 
heterodyne (beat-frequency), 226 
limitation of amplitude of oscillation, 
222 

magnetostriction, 226 
negative-rt'sistance, 215-218 
output of, 222 

relaxation, 229-231, 242-245, 277-280 
resistance-stabilized, 225 
resistance-tuned, 227-229 
series and parallel feed in, 222 
use of in frequency transformation, 231 
Oscillograph,* cathode-ray, 3<)4 369 
Oscillograph amplifier, 155 
Output (see Amplifiers: Power output) 
Output coupling circuits, 126 
Output transformer, turn ratio of, 171 

P 

Parallel extinction circuit for arc tubes, 
271-273 

Parallel feed in oscillators, 222 
Path of o[)eratioii, dynamic. 98 
l*eak forward voltage, peak inverse voltage, 
262 

Pentode, 45, 63, 67-73 
Percentage harmonic, 109 
Phanatron, 253 
^Phase control, 280-290 
x/Phase inverters. 125, 380c 

IMiase shifter, use of, in phase control, 284- 
289 

Photoconductive cells, 325 332 
Photoelectric emission, 11, 306-307, 233 
Photoelectric phenomena, 305 
Photoionization, 6 
Photolytie cell, 327 
Photon, 2 

Phototubes, 305-324 

anode diagram of, 321-322 
eharaeteriHticH of, 307-308, 310 -315 
circuits, 315, 318, 320-321, 323 324 
comparison with photoconductive and 
photovoltaic cells, 332 
distortion in, 322, 323 
gas, 310, 312-315 
glow in, 314 
lag in, 314 

sensitivity of, 311, 313 
structure of, 308-309 
vactium, 309-312 
Photovoltaic cells, 327-332 
Photox cell, 330 
Photronio cell, 330-332 
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Planck’H coiiBiant, 2 
Plate, definition of, 23 
Plate, heating of, 41 
Plate circuit, equivalent, 89-93 
Plate circuit efficiency, 169-161 
Plate current, average, change of, with 
excitation, 74-76, 99-102, 191-193, 

354-355 
diode, 3ff-41 
equations for, 51, 62, 73 
grajihical analysis of, 103-110 
operating, 75, 78 
series exiiansion for, 80-87 
s> nihols fot, 76-78 
wave form of, 74 
I’latP diagram, 99- 103 
Plate dissipation, 41, 158-150 
Plate excitation v'oltage, 74, 82 
Plate resistance, 59, 60, 61, 64-65, 69, 73, 
87, 379 

Positive column, 238 
Positive ion, 2 
Potential, breakdown, 325 
excitation, 3 
extinction, 236 
ionization, 3, 4 

J’ower output, equations for, 161, 1()2, KJl, 

165 

graphi(‘al iletermination of, 110 
measurement of, 167 
J*ower output meter, 167 
Power relations in jilate circuits, 158 
I’ower sensitivity, 117, 163-164 
Power supplies (see Rectifiers) 

I’rimary dark space, 238 
Push-pull amplifiers, P22^^_109^^^,4XJL• 

Q 

Quantum, 1 

Quantum theory, 1-4 

Quiescent voltages and currents, 75 

R 

Radiant flux. 306 

Radio coininuuication by amplitmle-modu- 
lated w'aves, 198 
Radio receivers, 198 199 
Rayfoto cell, 327-328 

Reactance, chart for the determination of, 
371 

“Reactance tube” circuits. 111 
Reactor, saturable, use of, in phase control 
circuits, 280 
Rectifiers, 336-353 

characteristics of circuits, 341-344 
choice of tubes and circuits. 339-341 


Rectifiers, choke-condenser filteis. 347- 349 
circuit for lulPwave, single-phase, 349 
condenser filter for, 345 
<Mirrent wave form in, 338 
definition of, 336 
efficiency of, 341 
full-wave, 336 
grid-controlled, 340 
half-wave, 336 

illustrative design j^roblem, 351-352 

need for, 336 

jHT cent npple, 337 

ripple fac tor, 337, 341, 351 

liplile, voltage, 337, 341-344 

smoothing factor, 337 

smootlung filters, 344-349 

tank. 292 

voltage doublers, 346 
voltage stabilizers, 349 
voltage wave form, 339 

(6Vc (ilifo Ignitron; phanatrou) 

Rectigon, 253 

Reignition voltage of arcs, 260-201 
Relaxation oscillators, 229-231, 242-245, 
277 280 

Remote-cut off grid, 62 

Resistance, effective, variation of, with 
frequency, 100-101 
electrode, 59 

negative, 65, 112, 176, 215-218 

plate. 59-<)l, 64-65, 69, 73, 87, 379 
Resistance coupling {see Amplifiers) 
R<‘sonance frequency, chart for the determi¬ 
nation of, 371 

Richardson’s ecpiation, 23, 41 
Ripple, 336-338, 341 
Hippie factor, 337-338, 341, 346 
Ripple voltage, 336-338 

S 

Saturable reactor, use of, in phase-control 
circuits, 289-290 
Saturation current, 23 
vSaturation temperature, 24 
Saturation voltage, 23, 310, 321—322 
Saw-tooth voltage generators, 229-231, 
242 245, 277-280 

,'^eoondary emission, 11, 12, 55, 65-69, 71, 
234-235, 250-253, 313 
Selenium cells, 324-327 
Self-biius. 121 122, 222-224 
Sensitivity, current, 117 
power, 117, 163-164 
phototube, 311-313 

Series expansion for plate and other elec- 
tro<le currents, 80-87 
Series feed, 222 
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Sheath, ion, 247 
Shielding of amplifiers, 153 
Shot effect, 41, 154 
Side band, 182 
Side frequency, 182, 201-203 
Signal, 114 

Smoothing factor of power-supply filters, 
337, 347-348 

Space charge, 7, 34-40, 65-66, 71-72, 245- 
248, 254, 310 
Space-charge grid, 66-67 
Space current, 7 
Spot fixer, 296 

Starter-anode glow tubes, 250 
State, normal, excited, an<l ionized, of 
atoms and molecules, 2 
Static characteristic, 53-57 
(See also Characteristics) 

Static load line, 96-98, 235- 236, 321 
Static operating voltages and currents; 

static operating point, 75-76, 99 102 
Striking potential, 235 
Stroboscopes, 302-304 
Strobotron, 301 302 
Supercontrol grid, 62, 149, 151 
Superheterodyne receiver, 198^-199 
Superposition theorem, 90 
Supply voltages, 74 
Suppressor grid, 67 
Suppressor i>entode, 67-70 
Sweep voltage, 367 
Symbols, tube, 49, 76-78, 241 

T 

Tank circuit, 216 * 

Temperature, operating of catho<les, 26, 
29, 31 

Temperature, saturation, 24 
Tetrode, 63-66, 266-268 
Thermionic emission, 21-34, 251-253 
Thermionic tube, definition of, 44 
Threshold current, 235 
Threshold frequency, 307 
Thyratron, 252-292 

as an a-c control device, 280-290 
applications of, 270 
characteristics of, 263-268 
comparison with high-vacuurn tubes, 268- 
269 

definition of, 253 

deionizatiofi time of, 260-262, 264-265 
as a d-c control device, 271-273 
electrode structure of, 263-268 
grid-control characteristics of, 263- 
268 

grid current in, 259 
inverters, 273-277 


Thyratron, as a light source, 270, 303 
parallel extinction circuit, 272 -273 
phase control, thcoiy of. 280-290 
phase-<*ontrol circuits, 284-290 
precautions in the use of, 209 
as a rectifier, 271 
relaxation fweillator, 277-280 
shield-grid, 267 268 
structure of, 254-256, 263-268 
voltage and current ratings of, 202-263, 
268 

welding control, 290-292 
Time of transit of electrons, 16, 53 
Tone control, 150 

Transconductance, 59 62, 64-67, 73, 379 
Transfer cbiirncteristic, 53-57, 61, 62, 65, 
66, 69. 70, 72, 73, 373-378 
Transformer,'' design of audio-fre<iuency, 
14(M47 

Transfonner. output, turn ratio of, 171 
Truiisrectification, 15<i 
Trigger circuits, 156-157, 247 
Triode, arc-discharge {see Thyration) 
definition of, 45, 48 
glow-discharge, 249 

Tube characteristics {see Characteristics) 
Tube data, 379 

Tube factors {see Amplification factor; 
Factors; Plate resistance; Trans- 
conductance) 

Tube symbols, 49, 76-78, 241 
Tube voltage drop, 263 
Tubes, classification of, 41, 44-45 
Tubes, structure of. 42-46, 254-256, 263 
268, 29.5-296, 301-302, 308-309, 365- 
366, 369-370 
Tiingar, 253 

V 

Vacuum-tube voltmeters, 354-304 
advantages of, 354 
diode, 358-362 
plate-detection, 354—358 
slide-back, 362-364 

Variable-mu grid, variable-mu tube, 62, 
149, 151 

Voltage, applied, in grid and plate circuits, 
74 

breakdown, 235 

critical grid, 267-268, 263-268, 280-283 
cut-off, 56 
disintegration, 253 
excitation, 74 
extinction, 236, 263, 278 
operating, 76-76, 379 
relations of, in grid and plate circuits, 
78-79 
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Voltage, saturation, 23, 310, 321-322 
sweep, 367 

tube drop in arc tubes, 263 
wave form of, in rectifiers, 339 
Voltage amplification {/tee Amplification; 

Amplifiers) 

Voltage doublers, 346 

Voltage regulator for d-c generator, 156 

Voltage saturation, 23 

Voltage stabilizers, 242, 349- 351 

Voltmeters {»ee Vacuum-tube voltmeters) 


Volume control, 149, 151 
Volume unit, 131 

W 

Welding control, 290-292, 300 
Work function (see Electron affinity) 

Z 

Zero balance, 318, 356 358 
Zero level, 131 




ANSWERS TO PROBLEMS 

1 - 1 . (a) 4.24 X lO-i" soc. ((>) 4 X 10-i» erR. 

1 - 2 . (a) Electron returns to first electrode. It moves to a maximum 
distance of 0.237 (un from the first electrode. At the instant of field reversal 
it is 0.118 cm from the first electrode, (b) The energy acquired before field 
nwersal is returned to the source of applied potential. That acquired 
during the nit urn to tlui first ehnitrode is delivered to the cathode and is 
converted principally into heat. 

1 - 3 . (a) The energy lost by the electron in moving to the second electrode 
against the field is 6.4 X 10“^^* erg. As this is less than the initial energy, 
the electron will reach the second electrode, (h) 6.4 X 10"^® erg is delivered 
to the source of applied potential. The remainder is delivered to the second 
electrode and is converted mainly into heat. 

3 - 1 . Tp = 11,600 12 ; ju = 19.5; gm = 1680 micromhos. 

3 - 2 . g,n = 1950 micromhos (2000 micromhos from slope of transfer char¬ 
acteristic); Tp = 350,(KK) 12 ; fx = 680. 

3 - 3 . (a) fji = S; gm = 1700 ^uinohs; /•;, = ix/g^ = 4700 12 . 

( 6 ) M = 15; Tp ^ 10,000 12 ; g,n = = 1500 /ttmohs. 

3 - 4 . 60, 100, 900; 120, 200, 1800; 180, 300, 2700; 160, 960, 1000; 40, 800, 
840; 220, 260, 1020, IKK), 1860, 1900; 20, 140, 700, 780, 1700, 1740. 

4 - 7. (a) fx — 3.5; Tp = 1785 12 ; g^ — 1960 /xiBohs. 

( 6 ) lih = 425 12 . 

(d) For a 50-volt grid swing. Hi == 24.8 ma and H 2 = 1.88 ma. For a 
40-volt grid swing. Hi = 20 ma and H 2 — 1.25 ma. 

(c) J^o = 1.54 watts and 1,0 watt. 

6 - 2 . (c) m'i = 7.35 at 60 10.6 at 100 16.8 at 1000 fx '2 = 17.35; 

over-all gain = 42.1 db at 60 45.3 db at 100 49.3 db at 1000 

(d) /x'l = 19.85 at (K) 27.7 at 100 '^y 40.3 at 1000 ^'2 — 48.4; over-all 

gain = 59.6 db at 60 62.6 db at 100 and 65.8 db at 1000 (/) Use 

Kc == —6 volts, ftyo = *2 ma. Her = 3000 12 . 

6 - 3 . Second stage: Use To =5(X),000 12 . Then r/, = 58,300 12 . At 10,000 
<or/,U 2 =* 0.0183 and m' = M'm = 88.3. 

First stage: C 2 = 222 /x/xf- H / i = 50,(XK) 12 and n = 250,000 12 , a = 25,600 
12 ; then /x'm =* 38.4, waf '2 = 0.356 at 10,000 fx' = 0.93 m'w = 35.7 at 
10,000 n = 278,000 12 . Make wnCe = 10 at 100 ^ io make / = m'p* 
at this frequency. Then Cc = 0.057 /xf. Use Cc = O.O 6 fxi. If ri = 25,000 
12 and ra = 250,000 12 , = 16,900 12 ; tlieii /x'm = 25.4, =» 0.236 at 

10,000 fx' « 0.97M'm = 24.6 at 10,000 n = 268,000 12 . If Cc - 0.05 
af, o>riCc ** 10 at 100 and ix' = m'w =* 25.4 at this frequency. 

6 - 4 . of second stage is constant at 17.35 below 100,000 tx' of first 
stage is 16.7 at 50,000 -- and 16.0 at 100,000 

395 
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6 - 6 . Crest value of fundamental component of output volta^jc = 
(210 — 40)/2 = 85 volts; m' = 85/5.5 = 15.47; per cent //a = (250 — 
164)/(2 X 170) = 4.12. 

6 - 6 . (a) Crest value of fundamental component of output voltaj^e = 
(208 - 90)/2 = 59 volts; m' = 59/0.75 = 78.6; per cent « 1.0. ib) 
n = rir 2 /(ri -f- r 2 ) = 333,333 il; Rh = ri = 500,000 12; crest fundamental 
output voltage = 53 volts; = 70.6; per cent ILi == 1.7. 

6-7. (a) Crest value of fundamental output voltage = (188 — 38)/2 = 
75 volts; ju' = 75. (b) = 208,000 12; m = 96; m ' == 79.5. (c) = 0.125 

ina; Rrc = 12,000 12. (d) m' = 40.5. 


6 - 8 . 


Frequency 


]*'re(|U(‘ncv 

m' 

,Frequen(\v 


20 

21 

550 

(iO 

10,000 

102 

50 

40 

KMM) i 

60. 1 1 

12.600 

. 109 

100 

52 

20(M) 

62. 5 j 

16..500 

60 

200 

57 5 

5000 

65 ! 

20, (KK) 

36 

400 

59.7 

1 

7000 

78 i 

i i 




6 - 9 . A typ(? 2A3 tr’u/de ()p<‘rate(l at E/.., = 250 volts and Ec = —45 volts 
will deliver the 50 ma crest curnmt. Crest fundaiiUMital alternating (airrent 

of (120 - 15)/2 = 52.5 ma with 5 
per cent second harmonh; is obtaiiu'd 
with a load resistance of 2500 12 and 
a grid bias of —43.5 volts (—45 volts 
n'lative to mid-point of filaimmt). 
E^„n^> — 43 volts for 50 ma crest cur- 
nmt. Uetiuired amplificaition of Hrst, 
.stage == Y' == '13. For th(^ first stag(5 
Fio. —Solution for Prob. 6-t^. 6*SI’6 tube with 5(X),000-12 plate¬ 

coupling H'sistor. For/iVfc = 250 volts 
and Er = —1.5 volts, graphi(!ally determined /i'l = 71. Input voltage to 
amplifier for full deflection = 0.605 volt. Use direct coupling in first stag(‘ 
and 2500-12 resistor in scries with o.scillograph element. The circuit is shown 
in Fig. 6-39. A circuit of the form of Fig. 5-35 (!ould also be used, but 
degeneration caus(;d })y the flow of se<a>nd-stage ])late current in the voltag(^ 
divider would cause some loss of sensitivity. 

6 - 11 . (a) 2A3 triode or 6L6 j>(;ntod<\ (5) For 6L6 pentode operated on 
200-volt supply with 2000-12 load (field)* plate current is 50 ma at ec = — 16 
volts and 60 md at — 13.5 volts (determined from dynamic transfer clurnut- 
terLstic). (c and d) liequired voltage amplification for first stage = 2.5/0.05 
= 50. Use the circuit of Fig. 6-25 without the exciter. Use a 6SF6 tube 
in the first stage; Ebb — 100 volts, Ec = —1.0 volt, and 200,000-12 coupling 
resistor, /i' of first stage (determined graphically) is 50. With 500,000-12 
coupling resistor, /i' of first stage is 62. 





ANSWERS TO PROBLEMS 


397 


6 - 13 . (a) IX = 3.6 by graphical determination. Opt. Ec = —0.7 X 
200/3.6 = —39 volts. Use = —40 volts. Zero-signal plate dissipation 
= 200 X 21 X lO”** = 4.2 watts, which is within the allowable value. (6) 
Load line for 5 per cent se(‘ond harmonic intersects the voltage axis at 
328 volts, and the current axis at 54 ma. (c) Po — 0.94 watt, (d) Opt. 
n = 6l(K) U. (c) Vp = 1780 il. 

From the following graphically dfdermined values it can be seen that 
some increase in pow(‘r output can be obtained, at the expense of plate 
circuit cfti(‘iency, by changing the grid l)ias from —40 volts to —35 volts: 


Er 

volts 

Zero-signal 
Pp, watts 

J*o at 5 p(‘r 
cent If 2 . 
watts 

n 

ohms 

ohms 

Vh V/, 

Vp 

per cent 

-40 

4.2 

0.93 

6100 

17t)0 

3.4 

22.1 

-37.5 ! 

5.2 

0.97 

4850 

1600 

3.03 

18.6 

-35 

6.3 

1.05 

3540 

1500 

1 2.36 ! 

16.7 

-32.5 

7.5 

1.04 

2640 

1400 

1 .89 

13.9 

-30 

S.H 

1.03 

1710 

1300 

1.32 

11.7 


if) Ip = 0.707iuA;/(;v -h n) = 17.7 ina for AV = -35 volts;= Ip^r, - 
1.11 watts, (g) P„ = 1.17 watts; (//) /^ = 6.3 watts; (i) See the above 
table, (j) V. S. = 0,0414Vmho. (k) n = ^for /•/, = 3540 12. 

8 - 2 . Il' ^ ri/r2 -f- (\/(\ + 1 *,/ — 1 /27r\/rir2CiC2- 

10 - 1 . Wrong type of amplifier tube; (‘re.st phototube voltage too high for 
gas phototula*; coupling r(*sistance too low; relay should be sluinted by a 
condenser; circ\iit should include bias adjiLstment; polarity of phototube is 
incorrect (coupling resistor should be shunted by a condenser for best 
results). 


10-35. (c) For 72-ft-candle illumi- 

Phototubc* 



10 - 2 . (a) 8e(' Fig. 10-35. (5) 8ee Fig. 

nation, j)hototul)e flux = 0.5 lumen, 
curnmt = 3.5 /xa. Voltage* drop acro.ss coupling 
resistance = 28 volts. Hias caused by coupling- 
resistance* drop = —28 volts. For A’w, = 100 volts 
and ib = 7 ma, ev = —I volt (determined from 
transfer characteri.stic for 1000-U load). Required 
applied biasing voltage = -f27 volts, {d) For 
Eob = 100 volts and 4 = 8 ma, Cr = —0.5 volt. 

Afcc = 0.5 volt. Ni = 0.0625 iiii. AL = 0.00893 
lumen. Change in illumination = 1.285 ft-candles. 

10 - 3 . (a) Use the circuit of Fig. lO-l 1. (5) Relay closes at c*. = — Ivolt; 

opens at fc — —2 volts, (d) i = 9.4 inx when L — 0.2 lumen. Er ~ 4-9.4 
volts. Err = —11.4 volts, (c) To clo.so rchiv, AV = 10.4 volts, t = 10.4/xa, 
L = 0.22 lumen, AL = 0.02 lumen. Change in illumination required to 
clo.se relay « 3.2 ft-candles. A common voltage supply may be used for 
.anode and plate. C supply voltage causes the anode voltage to be one or 


220 V. 

Fio. 10-35.-— 

for Prol). 10-2. 
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two volts greater than 90 volts, but this will have negligible effect upon the 
computations. 

10 - 6 . 0.83 by planimeter; 0.85 by selected ordinates. 

11 - 1 . Use full-wave, single-phase rectifier with 5Y3G tube. For two- 
stage L-section filter, required LC = 64.3. For 20,000-12 bleeder, Rmm. = 
2600 12, and L\ should exceed 5.2 henrvs at full load. Li should exceed 
20 henrys at minimum load. Use 25-henry choke. If L\ drops to 12.5 
henrys at full load, required condenser capacitance per stage is 5.15 /zf. 
Use 6 ixi. Resonant freciuency is 18.4 at full load. Voltage drop in 
chokes at full load is approximately 17 volts. Required secondary voltage 
is 425 volts each side of center. Effective output impedance of the filter 
at 50 ~ is 560 \l. Terminal voltage rises to about 365 volts at minimum 
load. 






